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CONTENTS 

1.  The  first  column,  titled  "Tube  Type"  lists  in  numerical-alphabetical  order  all  type  numbers  covered  by  this 
handbook.  (See  EXPLANATION  OF  LISTING  SEQUENCE). 

2.  The  second  column,  titled  "Current  Service  Designation"  is  the  approved  service  designation  for  the  type. 

3.  The  third  column,  titled  "Other  Number"  contains  other  designations  by  which  the  same  type  has  been  known. 

4.  The  fourth  column,  titled  "Class  Description"  gives  a  brief  description  of  the  tube  and  its  application,  and 
will  serve  to  identify  the  tube  as  well  as  to  differentiate  between  unlike  types  having  the  same  number.  The  descrip- 
tion includes  guides  by  specific  words,  defined  as  follows: 

"Obsolete"  does  not  imply  that  a  type  is  no  longer  used,  but  that  it  will  not  be  manufactured. 
"Similar  to"  denotes  those  types  which  have  similar  electrical  characteristics  but  may  differ 
in  basing,  heater  voltage  or  physical  size. 

"Selected"  indicates  a  tube  type  specially  tested  for  particular  characteristics. 
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INTRODUCTION 

1.  The  purpose  of  this  publication  is  to  provide  as  complete  a  list  as  possible  of  electron  tube  types  used  in 
Armed  Services  equipments  or  stocked  in  depots,  together  with  a  cross  reference  to  any  other  type  numbers  or  desig- 
nations these  tubes  may  have.  Crystal  rectifiers  and  transistors  are  not  included  except  for  occasional  items  where 
their  nomenclature  may  be  confused  with  tube  type  numbers. 

2.  The  inclusion  of  an  electron  tube  type  is  this  document  does  not  in  itself  constitute  any  recommendation(s) 

for  or  against  its  use.  Designers  of  new  equipments  should  refer  to  "MIL-STD-200,  ELECTRON  TUBES  SELECTION 
AND  USE  OF". 


EXPLANATORY  NOTES 

1.  The  letter  "W"  immediately  following  the  end  of  a  tube  type  designation  indicates  a  tube  which  has  been 
modified  for  military  usage,  either  with  respect  to  environmental  characteristics,  reliability,  or  both.  Usually  it  can 
be  used  in  the  same  socket  as  its  prototype,  but  it  may  be  of  different  overall  physical  dimensions  or  have  a  slightly 
variant  heater  current. 

2.  GT/G.  There  has  been  considerable  misunderstanding  throughout  the  service  as  to  the  relationship  among  tubes 
marked  G,  GT,  and  GY/G.  The  GT/G  group  of  tubes  was  manufacturer  primarily  for  equipment  built  for  civilian  use. 
Because  of  similarity  in  electrical  characteristics  of  tubes  of  certain  G  and  GT  types,  manufacturers-discontinued  the 
G  types  and  thereafter  branded  the  GT,  GT/G.  Tubes  of  the  latter  two  types,  (GT  and  GT/G)  are  identical  elec- 
trically and  mechanically,  and  so  are  interchangeable  and  can  be  stocked  together.   Their  correct  service  designation 
is  now  GT.  They  are  smaller  than  those  of  the  G  type,  however,  and  may  have  other  mechanical  and  electrical  dif- 
ferences, so  that  replacement  of  G  tubes  by  GT  or  GT/G  tubes,  while  it  may  be  possible,  should  first  be  approved 

by  those  responsible  for  the  operation  of  the  equipment. 

3.  Explanation  of  listing  sequence.  — 

1.  Tube  type  designations  containing  letters  only  are  listed  first  and  are  in  alphabetical  sequence. 

2.  Tube  type  designations  containing  letters  and  numerals  are  listed  next  in  numeric-alphabetic  sequence. 

a.  All  designations  with  "1"  in  them  precede  all  with  "2"  which  precede  all  with  "3",  etc.  (Note:  "10" 
follows  "9"  and  precedes  "11".) 

b.  Within  a  given  numeric  group,  those  designations  with  alphabetic  prefixes  come  first  and  are  listed 
in  alphabetic  order  of  the  prefix.  (Note:  within  a  prefix  a  "-"  precedes  any  letter  of  the  alphabet. ) 


iv 
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INTRODUCTION 


Example: 


BL1 

TT1 

BS1 

VI 

CE1 

1 

Dl 

A2 

GM-M1 

BL2 

GMHM1 

CE2 

NU1 

ZA2 

01 

ZP2 

RE1 

2 

c.  Within  a  given  numeric  group,  whenever  the  number  (or  the  number  and  prefix  if  both  exist)  is  identical, 
the  sequence  is  alphabetic  according  to  the  letters  appearing  next  after  the  number.   (Note:  "-"  or  "/" 
precedes  in  sequence  any  letter  of  the  alphabet. ) 

Example: 

BL1  NU1V 

BS1  01 

CE1  RE1 

CE1A/B  TT1 

CE1C  VI 

Dl  1 

GM-M1  1-A 

GM-M1M  1A 

GMHM1  A2  > 

NU1  2 
NU1RBL 

d.  When  the  alphabetic  prefix,  the  numerical,  and  the  first  letter  or  letters  following  the  numeral  are  the 
same,  the  further  sequence  is  based  upon  the  number  next  following,  then  the  letter  following  that,  etc. 
Example: 


1  1B1 

1-15  1B3GT 

1A1  1B3GT/8016 

1A5G  6M-M1M2 

1A5GT  6M-M1M20 

1A5GT/G  6MH-MK1MOD10 
1AB5 
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Current 


Service 


Tube  Type 

D  es  i  gn  ati  on 

Other  Number 

AD 

IV 

QPf>  TV 

OCC  1  V 

AF 

82 

AG 

83 

AMP-VR 

8H/8H/3 

oee  on/  on/  j 

BA 

1009/BA 

See  10flQ/RA 

BH 

BH 

1 1CL.C1  Vllly  UUUU1UUC  yubtrUUo  recimcr 

BR 

BR 

Rpppi  vinn  ni'/inP  nri^*VMic  Rpr*tlfior 
i  icvci  viiiy  liiuuc  yuocuuo  iicniilcr 

\UL)OlJlCl.C/ 

DX 

DX 

Orv  ^v^tpm  nvpn 

FNH 

6A3  Special 

GL 

1B32/532A 

OCC  lUJ^ 

K-0 

2J23/29 

Qpa  9  T7V7Q 

LA 

6A4/LA 

See  6A4/LA 

LVX 

2J42 

See  7149 

Now  Tvne  A 

CIA 

Cap  P  1  A 
OCC  L/lrt 

Navy  Type  B 

C5A 

Sfp  psa 

Navy  Type  C 

C6A 

See  C6A 

PZ 

47 

See  47 

PZH 

2A5 

See  2A5 

SA 

SA 

Gas  switching  tube 

SB 

SB 

l^fl^  cwj tt"*n inn  ti i ho 
UU£>  OVVl  Lull  illy  LUUC 

SC 

SC 

fifi^  ^witchinn  tuhp 

XP 

CV74 

OCC  O  V  /  *i 

XXB 

XXB 

Rpfpi  vinn  twin  tricviP  franiianptr  r>i-M*i_ 

i  icuci  vmy  Lwin  uiuuc  iicLjucnuy  t,un~ 

vprtpr  f  nhiQrt  lotp  1 

VCl  LCI  ^UUoUlClC^ 

XXD 

14AF7 

See  14AF7  » 

XXFM 

7X7/XXFM 

7X7 

^pp  7Y7/YYFM 

OCC  /  A  /  /  A  AT  [VI 

XXL 

XXL 

Rp("*P  1 fi  1  i'vL*           in  t  T  r no  tri/viis    f  nam 

ncL-civiiiy  lULN  -  in  type  iriuuc  ^vcry 

cimilnr  tA  7A4\  nhcrilotp 
olliUlUI   IU  1  r\H)  ULJbUlClC 

00A 

00A 

200A,  300A 

Receiving  triode  detector  -  caseium 

OSGLIM 

CV71 

See  CV71 

BL-M-008 

BL-M-008 

Magnetron 

BL-S-016 

BL-S-016 

TR  Tube 

BL-T-005 

BL-T-005 

TR  ThKp 
in  i  uuc 

BL-T-015 

8331 

Mr\  JluU,  IV1A  1 1 J 

OCC  OOO 1 

BL-T-024 

8330 

MA-3107,  MXT-48 

See  8330 

BL-T-033 

TR610/BL-T-033 

TR610 

See  TR610 

BL-T-041 

BL-T-041/8061 

MPT-23,  8061 

TR  Tube 

BL-T-0S9 

BL-T-059/8060 

MPT-24,  8060 

TR  Tube  • 

0A2 

0A2 

HD51,  S856 

Miniature  type  0D3  voltage  regulator. 

See  also  6073 

0A2/5856 

5856 

Voltage  regulator,  receiving 

0A2WA 

0A2WA 

Receiving  voltage  regulator 

0A3 

0A3 

GL75-30,  0A3/VR75, 

Voltage  regulator 

VR75-30 

0A3/VR75 

0A3 

See  0A3 

0A4G 

0A4G 

Triode,  gas,  cold  cathode 

OA5 

OA5 

Cold  cathode  relay  tube  for  triggering 

OB2 

OB2 

HD52 

Receiving  voltage  regulator 

1 


MIL-HDBK-213A 
5  November  1963 


Current 
Service 

Tube  Type  Designation  Other  Number 

0B2WA  0B2WA 

0B3  0B3  OB3/VR90,  VR90-30, 

GL90-30,  VR90 

OB3/VR90  0B3 

0C2  0C2  S859 

OC2/VR75  0C2 

0C3  0C3  OC3/VR105,  VR105-30, 

GL105/30 

OC3/VR105  0C3 

OC3/VR105W  0C3W 

0C3W  0C3W  OC3/VR105W 

0D3  0D3  GL150/30,  VR150, 

VR150-30, 

OD3/VR150  0D3  OD3/VR150,  WT294 

OD3/VR150W  OD3W 

0D3W  0D3W  OD3/VR150W 

0E3  0E3 

0G3  0G3  OG3/85A2,  85A2 

0Y4  0Y4 

OY4G  0Y4G 

0Z4  0Z4 

0Z4A  OZ4A/1003 

OZ4A/1003  OZ4A/1003  1003,  CK1003,  OZ4A, 

CK1003/OZ4A, 
1003/OZ4A 

OZ4G  OZ4G 
BL1  BL1 
BS1  5979 
BS1/5979  5979 

CIA  CIA  CEC1A,  ELC1A, 

GLC1A,  Navy  Type 
A,  WX3169 

C1B  3C31/C1B 

C1B/A  5664 

C1J  C1J 

C1J/A  5683/C1JA 

C1K  C1K 

C1K/B  7319/C1K/B 

CE1  CE1A/B,  C,  D,  E,  V  NU1 

CE1A/B  CE1A/B 

CE1C  918 

CE1D  868 

CE1E  CE1E 

CE1RBL  1RBL 

CE1RBS  1RBS 

CE1V  CE1V 

CE1VC  PJ22 


Class  Description 

Receiving  voltage  regulator 
Diode  voltage  regulator 

SeeOB3 

Miniature  type  OA3  voltage  regulator, 

(obsolete) 
Miniature  voltage  regulator. 
Diode  voltage  regulator.  See  OB2 

SeeOC3 
See  OC3W 
Ruggedized  OC3 

Diode  voltage  regulator.  See  OA2 

SeeOD3 

See  OD3W 

Ruggedized  OD3 

Voltage  regulator 

Miniature  voltage  regulator 

Half  wave  gas  rectifier  with  starter 

Half  wave  gas  rectifier  with  starter 

Duodiode  gaseous  rectifier,  replace 

with  OZ4A/1003 
See  OZ4/1003 

Duodiode  gas  filled  full  wave  rectifier 
OZ4  with  increased  current  rating.  , 

Full  wave,  gas,  cold  cathode  rectifier 

ATR  tube 

See  5979 

See  5979 

Thyratron 


See  3C31/C1B 

See  5664 

Thyratron 

See  5683/C1J/A 

Thyratron,  inert  gas  type 

See  7319/C1K/B  ; 

Gas  phototube,  see  also  CE1C,  CE1D, 

CE1E,  CE1V 
Gas  phototube 
See  918 
See  868 

Obsolete.  Use  868 
See  1RBL 
See  1RBS 

Vacuum  phototube.  See  PJ22 
SeePJ22 
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Current 

Service 

TUT 

T  u  be  I  y  pe 

Designation 

Other  Number 

CEC1A 

CIA 

CL-1 

CL-1 

Dl 

VR78  (Br.) 

DEI 

27 

DHA-1 

DHA-1 

E1T 

E1T 

EL1C 

3B22 

ELC1A 

CIA 

ELC1B 

3C31/C1B 

ELC1K/B 

7319/C1K/B 

F1A 

F1A 

FE1 

FE1 

Gl 

Gl 

GCI-7 

GCI-7 

GL-1P29/401 

1P29 

GLC1A 

CIA 

GM-M1M2 

MK1M0D2 

GM-M1M20 

MK1MOD20 

GM-MK1MOD10 

MK1MOD10 

vjivil  l  ivir\  i  iviwi— '  lun 

MK1MOD10A 

nMH-MK  1  MOD  1  DO 

MK-MOD10D 

lVil\  IVIV^'i— '  IvLV 

U  A  1R 
tin-  Id 

HA- IB 

j  i 

2J22 

KC1 

LMl 

LMl 

MARK  1  MOD  2 

MK1M0D2 

mark  i  mod  in 

MK1MOD10 

mark  i  Mon  in  a 

MK1MOD10A 

MARK  1  MOD  20 

MARK  1  MOD  20 

MK1  MOD  2 

MK1  MOD  2 

GMH-MK1MOD10A, 

GM-M1M2 

MK1  MOD  10 

MK1  MOD  10 

GMH-MK1MOD10A, 

GM-MKMOD10 

MK  1  MOD  10A 

MK  1  MOD  10A 

GMH-MK1MOD10A 

MK1MOD10D 

MK1MOD10D 

GMH-MK1MOD10D,- 

G-11A 

MK1  MOD  20 

MK1MOD20 

GM-MLM20 

MAS-1A 

MAS-1A/7640 

7640,  313H/7540 

ML1E 

ML1E 

ML1-K 

ML1-K 

NRC001M 

REL53 

NU1 

CE1 

NU1RBL 

1RBL 

NU1RBS 

1RBS 

NU1V 

PJ22 

01 

01 

20,1301 
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Class  Description 
CIA 

Clairex  crystal  photocell 
See  VR78  (Br.) 
See  27 

TWT  amplifier 

Decade  counter  tube 

See  3B22 

See  CIA 

See  3C31/C1B 

See  7319/C1K/B 

Gamma  counter  tube 

Improved  1B42 

Gas  phototube 

Geiger-Mueller  counter  tube 

See  1P29 

See  CIA 

See  MK1MOD2 

See  MK1MOD20 

See  MK1MOD10 

See  MK1MOD10A 

See  MK1MOD10D 

Traveling  wave  tube 

See  2J22 

Special  purpose  diode  vacuum  rectifier 
Lamp 

See  MK  1M0D  2 
See  MK  1  MOD  10 
See  MK  1  MOD  10A 
See  MK  1  MOD  20 
Geiger-Muller  counter  tube 

Beta  Gamma  counter  tube  (outdoor 
type) 

Beta  Gamma  counter  tube  (indoor 
type) 

Geiger-Mueller  counter  tube 

Geiger-Mueller  counter  tube 
Traveling  wave  tube 
Rectifier  (medical  &  surgical) 
High  voltage  half  wave  rectifier  for 

x-ray  apparatus. 
See  REL53  1 
See  CE1 
See  1RBL 
See  1RBS 
See  PJ22 

Receiving  triode  detector  amplifier 
(obsolete) 
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Current 
Service 

Tube  Type  Designation  Other  Number 

01A  01A  501A,  UX201A,  VT-30 


PAX-1  PAX-1 

R-l  R-l 

RE  1  80 

REL1  VT90  (Br.) /8011 

GLC1A  CIA 

S-l  S-l 

SGR1  SGR1 

TGC1  1B83 

TGC-1L  TGC-1L 

TP-1  TP-1 

TT1  6144  R6212A 

VI  VI 

XD-1  XD-1 

1  1 

1-15  1-15 

1A1  1A1/5E1 

1A1/5E1  1A1/5E1  5E1,  1A1 

1A3  1A3 

1A4  1A4 

1A4P  1A4P 

1A4T  1A4T 

1A5G  1A5G 

1A5GT  1A5GT  VT-124 

1A6  1A6 

1A7G  1A7G 

1A7GT  1A7GT  VT-147 

1AB5  1AB5  SD719 

1AB6  1AB6 

1AC4  1AC4 

1AC5  1AC5  A4513 

1AC6  1AC6 

1AD4  1AD4  QF408 

1AD5  1AD5 

1AE4  1AE4 

1AE5  1AE5  QF409 
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Class  Description 

Receiving  tiiode  detector  amplifier 
(obsolete)  See  SE4374  equivalent 
to  OOA  (obsolete)  and  40  (obso- 
lete) 

Packaged  magnetron 

Klystron 

See  80 

See  VT90  (Br.)/8011 
See  CIA 
Transistor 

Hydrogen  thyratron,  similar  to  4C35 

and  4C35A  electrically 
See  1B83 

Geiger-Mueller  counter  tube 
Phonograph  pick  up  tube-triode 
See  6144 

Vacuum  phototube 

High  voltage  diode 

Obsolete,  superseded  by  IV 

Ballast  tube 

See  1A1/5E1 

Ballast  tube 

Miniature  HF  diode 

Receiving  tetrode  amplifier  (replace 

with  1A4P) 
Receiving  pentode  amplifier  (nearest 

equivalent  is  34) 
Receiving  tetrode  amplifier  (Obsolete, 

replace  with  1A4P) 
See  1A5GT-Replace  with  1A5GT 
Receiving  pentode  power  amplifier 

(similar  to  105GT,  1T5GT,  1C5GT) 
Receiving  pentagrid  converter  - 

obsolete  (similar  to  1C6) 
See  1A7GT  -  Replace  with  1A7GT 
Receiving  pentagrid  converter  (simi- 
lar to  1B7GT) 
Receiving  lock  in  type  pentode 

amplifier 
Miniature  pentagrid  converter 

(Dutch) 
Subminiature  twin  diode 
Receiving  subminiature  pentode 
Miniature  pentagrid  converter 

(Dutch) 

Receiving  subminiature  pentode, 

sharp  cutoff 
Receiving  subminiature  pentode 
Miniature  pentode  voltage  amplifier 
Receiving  subminiature  mixer 
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Current 
Service 

Tube  Type  Designation  Other  Number 

1AF4  1AF4 

1AF5  1AF5 

1AG4  1AG4 

1AG5  1AG5 

1AH4  1AH4 

1AH5  1AH5 

1AJ4  1AJ4 

1AJ5  1AJ5 

1AK4  1AK4 

1AK5  1AK5 

1AM4  1AM4 

1AN5  1AN5 

1AP5  1AP5 

1AQ5  1AQ5 

1AR5  1AR5 

1AS5  1AS5 

1AX2  1AX2 

1B1  1B1 

1B3GT  1B3GT  1B3GT/8016 

1B3GT/8016  1B3GT 

IF  4  1B4 

1B4G  1B4G 

1B4P  1B4P  951,  1B4P/951,  1B4G, 

1B4,  1B4T 

1B4T  1B4T 

1B4T/951  1B4P 

1B5  1B5/25S 

1B5/25S  1B5/25S  1B5,  25S,  25S25,  25-258 

1B7G  1B7G 

1B7GT  1B7GT 

1B8GT  1B8GT 

1B21  471 

1B21A  471A 

1B22  1B22  WE1378X,  1378X 

1B23  1B23  WE729A 

1B23  (WECo)  1B23  729A,  WE729A,  2779A 

1B23  (Bomac)  1B23 

1B24  1B24  WX3199,  X6011,  REL30 

1B24A  1B24A 

1B25  1B25  S853 

1B26  1B26  WX3210 

1B27  1B27 

1B28  1B28  X6012 


Class  Description 

Miniature  receiving  pentode 
Miniature  receiving  diode  pentode 
Subminiature  pentode 
Subminiature  diode  pentode 
Subminiature  pentode 
Miniature  diode  pentode  (Dutch) 
R.F.  pentode,  button,  7  plus  (Philips) 
Subminiature  diode  pentode 
Subminiature  R.F.  pentode 
Subminiature  diode  pentode 
Miniature  R.F.  remote  cutoff  pentode 

(Japanese) 
Receiving  pentode  (Canadian) 
Cathode  ray  tube  (similar  to  type  913 

with  P-5  screen) 
Pentagrid  converter  (Japanese) 
Diode  pentode  (Japanese) 
Diode  pentode  (Japanese) 
Miniature  half  wave  rectifier  (similar 

to  1X2A) 
Ballast  tube 

Transmitting  diode  vacuum  rectifier 

(replaces  8016) 
See  1B3GT 
Obsolete,  see  1B4P 
Obsolete,  see  1B4P 
Receiving  pentode  amplifier  (obsolete, 

replace  with  32;  similar  to  1E5GP, 

1E5GT) 
Obsolete,  see  1B4P 
Obsolete,  see  1B4P 
See  1B5/25S 

Receiving  duodiode  triode  (obsolete) 
Obsolete;  use  1B7GT 
Receiving  pentagrid  converter.  Obso- 
lete (similar  to  1A7GT) 
Receiving  diode  triode  pentode 
See  471 
See  471A 

Spark  gap  diode  modulator 

TR  tube.  Will  replace  702B  with 

modification  kit 
TR  tube 
TR  tube 
TR  tube 

Gas  switching  tube 
TR  tube 
TR  tube 

Gas  switching  tube 
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Current 
Service 

Tube  Type  Designation  Other  Number 

1B29  1B29  1437GT 

1B30  1B30  ZG530 

1B31  1B31  1391Z,  1391X 

1B32  1B32/532A 

1B32/532A  1B32/532A  GA-5,  GL532A,  GL 

WL532A,  532A,  1B32 

1B33  1B33 

1B34  1B34 

1B35  1B35  X6031 

1B35A  1B35A  6038,  ATR414 

1B35A-S  1B35A-S 

1B36  1B36  6015 

1B36A  1B36A 

1B37  1B37 

1B37A  1B37A 

1B38  1B38 

1B39  1B39  WL539A,  539A 

1B40  1B40  SD847A 

1B41  1B41  WX3240D 

1B42  1B42  D170135,  1438GT,  FE1 

1B43  1B43  SD829 

1B44  1B44 

1B45  1B45  WX3240B 

1B46  1B46  R1160A,  1B46/R1160A 

1B46/R1160A  1B46 

1B47  1B47 

1B48  1B48  CK1011A 


1B49  1B49  WX3240G 

1B50  1B50  X6032 

1B51  1B51  X6033 

1B52  1B52  X6035 

1B53  1B53 

1B54  1B54  X6036 

1B55  1B55  X6034 

1B56  1B56 

1B57  1B57 

1B58  1B58 

1B58A  1B58A 

1B59  1B59/R1130B 

1B59/R1130B  1B59/R1130B 

1B60  1B60 

1B62  1B62 

1B63  1B63 


Class  Description 

Gas  switching  tube 
Gas  switching  tube 
Gas  switching  tube 
See  1B32/532A 
Diode  gas  discharge  tube 

Gas  switching  tube 

Spark  gas  diode  modulator.  Obsolete 

ATR  tube.  Superseded  by  1B35A 

ATR  tube.  Replaces  1B35 

ATR  tube 

ATR  tube 

ATR  tube 

ATR  tube 

ATR  tube 

Pre-TR  tube 

Gas  switching  tube 

TR  tube 

Series  spark  gap  diode  modulator 

Mercury  cathode  series  gap 

Gas  switching  tube 

ATR  tube 

Gas  switching  tube 

Miniature  voltage  regulator 

See  1B46 

Miniature  voltage  regulator 

Cold  cathode  miniature  gas  diode  rec- 
tifier, obsolete,  (Replace  with  5517/ 
CK1013)  electrically  interchange- 
able 

Gas  switching  tube 
TR  tube 
ATR  tube 
ATR  tube 
ATR  tube 

PRE-TR  tube  (note:  This  is  definitely 

an  active  and  available  tube) 
TR  tube 
ATR  tube 

ATR  tube,  similar  to  1B44,  1B52, 
1B53,  1B56,  1B57,  5792,  5793 
Gas  switching  tube 
TR  tube 

Sec  1B59/R1130B 
Cold  cathode  crator-glow  modulator 
tube 

TR  tube,  superseded  by  1B24A 

Modified  721B  (TR) 

TR  tube.  Replace  with  1B63A 
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Current 

Service 

Tube  Type 

Designation 

Other  Number 

Class  Description 

1B63A 

1B63A 

X6044 

Improved  1B63  (see  6597,  a  combined 

TR  and  shutter  tube.) 

1B64 

1B64 

Miniature  voltage  regulator,  glow  dis- 

charge 

1B65 

1B65 

Gas  switching  TR  tube 

1B67 

1B67 

1B67/VG10A,  VG10A 

Counter  tube,  Beta-Gamma 

1B67/VG10A 

1B67 

See  1B67 

1B68 

1B68 

VG-13,  K-ll 

Beta-Gamma  counter  tube.  Replace 

with  MK1MOD10D 

1B69 

1B69 

IE 

Gamma  counter  tube 

1B70 

1B70 

1M 

Gamma  counter  tube 

1B71 

1B71 

4E 

Gamma  counter  tube 

1B72 

1B72 

4M 

Gamma  counter  tube 

1B73 

1B73 

10E 

Gamma  counter  tube 

1B74 

1B74 

10M 

Gamma  counter  tube 

1B75 

BS-6 

See  BS-6 

1B76 

1B76 

100N 

Beta  counter  tube 

1B77 

1B77 

120C 

Beta  counter  tube 

1B78 

1B78 

150C 

Beta-Gamma  counter  tube 

1B79 

1B79 

150M 

Beta-Gamma  counter  tube 

1B80 

5979 

See  5979 

1B81 

1B81 

200C 

Alpha  counter  tube 

1B83 

1B83 

TGC-1 

Beta-Gamma  counter  tube 

1B84 

1B84 

TGC-2 

Beta-Gamma  counter  tube 

1B85 

1B85 

Beta-Gamma  counter  tube 

1B85A 

1B85A 

Beta-Gamma  counter  tube  directly  in- 

terchangeable with  6833/Anton  112 

1B86 

1B86 

Gamma  counter  tube 

1B87 

1B87 

VXG-11 

Miniature  Gamma  counter  tube 

1B88 

1B88 

Gamma  counter  tube 

1B89 

1B89 

X-ray  counter  tube 

1B90 

1B90 

Beta-Gamma  counter  tube 

1B97 

1B97 

Counter  tube 

1B98 

1B98 

Counter  tube 

1B99 

1B99 

Counter  tube 

IB  100 

IB  100 

Counter  tube 

1B102 

IB  102 

Thyrode-Beta  counter  tube 

1B105 

1B105 

Counter  tube 

1B106 

IB  106 

Thyrode-Beta  counter  tube 

1B124 

1B124 

Gamma  counter  tube 

1B125 

1B125 

Cosmic-ray  counter  tube 

IB  126 

IB  126 

Gamma  counter  tube 

1C 

3B22 

See  3B22 

1C3 

1C3 

Receiving  triode  voltage  amplifier 

1C4 

1C4 

Australian  receiving  pentode  ampli- 

fier. Obsolete.  Replaces  with  1A4P 

1C5G 

1C5G 

See  1C5GT  -  G  -  Replace  with 

1C5GT  -  G 

1C5GT 

1C5GT 

VT-125 

Receiving  pentode  amplifier  (similar 

to  105GT,  1T5GT,  1A5GT) 


MIL-HDBK-213A 
5  Noveab.r  1963 

Current 
Service 

Tube  Type  Designation  Other  Number 

1C6  1C6 
1C7G  1C7G 


1C8 

1C21 
1CP1 

1D1 

1D2 

1D3 

1D4G 

1D4GT 

1D5G 

1D5GP 


1C8 

1C21 
1CP1 

1D1 
1D2 

1D3  SD1066A 

1D4G 

1D4GT 

1D5GP 

1D5GP  1D5G 


1D5GT 

1D6 

1D7G 


1D5GT 

1D6 

1D7G 


1D8GT  1D8GT  VT-148 

1D21  631P1 

1D21/631P1  631P1 

1D85  1D85 

1DN5  1DN5 

1DP   1DP   NU2163,  NU2164 

IE  1B69 

1E1  1E1 

1E2  1E2 

1E3  1E3 

1E4G  1E4G 


1E5G 

1E5GP 

1E5GT 

1E7G 

1E7GT 


1E5G 

1E5GP  VT-170 

1E5GT 

1E7G 

1E7GT 


Class  Description 

Receiving  pentagrid  converter  (simi- 
lar to  1A6) 

Receiving  pentagrid  converter  (simi- 
lar to  1D7G)  (Typed  1C5  charac- 
teristics) 

Subminiature  filamentary  tape  triode 
heptode  converter 

Cold  cathode  gas  triode 

Miniature  cathode  ray  tube,  automatic 
focus 

(Inditron)-glow  indicator  tube 
Receiving  current  regulator 
Subminiature  triode 
Receiving  RF  pentode  (Australian) 
Receiving  RF  pentode  (Australian) 
See  1D5GP 

Receiving  pentode  amplifier  (nearest 
equivalent  is  1D5G,  similar  to  1A4P 
and  1E5G) 

Receiving  tetrode  amplifier  (obsolete, 
replace  with  1D5GP) 

Subminiature  pentode,  similar  to 
1AG4,  1AG5,  1AB4 

Receiving  pentagrid  converter.  Obso- 
lete. Replace  with  1C7G.  (Type  1A6 
characteristics) 

Receiving  diode  triode  pentode 

See  631P1 

See631Pl 

Radiation  counter  tube 

Receiving  diode  pentode,  7  pin  minia- 
ture, for  portable  equipment 

Miniature  cathode  ray  tube,  electro- 
static focus  and  deflection 

See  1B69 

Ballast  tube,  supersedes  1P1 
Receiving  current  regulator 
British-UHF  triode  for  transmitting 

&  receiving 
Receiving  triode  amplifier  (obsolete,  ' 

similar  to  1G4GT,  1B4G  and  1LE3). 

Use  1G4GT 
Receiving  screen  grid  RF  amplifier 

(similar  to  1D5GP).  Obsolete 
Receiving  pentode  amplifier  (type  1B4 

characteristics) 
Replace  with  1K5GP 
Receiving  twin  pentode  amplifier 
Receiving  twin  pentode  amplifier 
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Current 

Service 

Tube  Type 

Designation 

Other  Number 

Class  De«rrintiftn 

1E8 

1E8 

Snnrninintnrp  npntnnriH  cnrn/prtpr 

UULJIllllllULUl  \Z           ll^iyi  1U             VCI  IC1  f 

1EP  

similar  to  1B5 

1EP  

CvGthoHp  rnv  tnhp   plpctrn^tntir1  fnr*n^ 

1F4 

and  deflection 

1F4 

Rpppivinn  nAntn/lP  nmnlifipr  (t\/T\o 
iici*civxny  pirinuut;  Ullipilllcl  ^lypc 

1F5G 

1F5G  characteristics) 

1F5G 

Rprpiuinn  rtAntrvtp  nmn  1  i f i or  / t\rr\ct  1  PA 

jicL.civiiiy  peiRuuc  unipiiiier  \iypc  llH 

1F6 

characteristics) 

1F6 

i  idstriviuy  uLiuuiuuc  pcnLuutr  umpiiiicr 

1F7G 

(obsolete) 

1F7G 

Rpppivinn  niirtflirviP  npntfvlp  nmnlifior 
llCv^ClViliy  UUUUlUUc  pclllUUfc;  UHipilllcr* 

1F7GH 

UUQUlClCi     ^  1  ypc  11  U  L-IlUIULlcriollCS/ 

1F7GH 

KpPAl  \/i  nrt  Hi  ll"Vl  il"w"1o  nOMT/via    ( ronl  nr^d 

iid.civiiiy  uuuuiuuc  pcniuue  ^repiucc 

1F7GT 

with 

1F7GT 

Receivinn  HundioHp  npntoHp  frpnlnrp 

with  1F7G1 

"  X  LI  1    XL    /  VJ  / 

1F7GV 

1F7GV 

Receivina  duodiodp  nentoHp  (rpnlnrp 

with  1F7G) 

T»  X  LI  1     XI     /  V_J ) 

1F7GY 

1F7GY 

Receiving  duodiode  pentode  (replace 

1G1 

with  1F7H1 

1G1 

nO/^oiuinA  ntrront  raniilntnr 

i  ict-ei  vmy  current  reyuiuiur 

1G3GT 

1G3GT 

Half  wnvp  vnninm  rpptifipr 

1G4G 

1G4G 

See  lfldfiT  -  rpnlnrp  with  \CA(XY 

UCC  1VJ^\.]  1        ICpiU^C  Willi  1 

1G4GT 

1G4GT 

Receiving  triode  detector  amplifier 

1G5G 

f similar  tn  1F4H 

^QllllllUi   i\j  11— <4VJ  i  111H\J) 

1G5G 

Rpppivinn  npntrwnp  nrtwpr  nTnrnif ior 

1G5GT 

inhcrtlotp  cimilnr  t/-i  1  T^f^ 

vuuouicic  oinuiur  lu 

1G5GT 

Recpivinn  npntorlp  nnwpr  nmnlifipr 

»  'v»v>^-i  v iiiy          i i\ji_tc  punci  UllipilllCTl  / 

nh^nlptp 

1G6G 

1G6G 

Obsolete.  Replace  with  1G6GT 

1G6GT 

1G6GT 

Rpppivinn  twin  trinHp  nmnlifipr 

1H2 

1H2 

ruuu  vuiiuyc  uiuuc  reciiiier 

1H4G 

1H4G 

Receiving  triode  detector  amplifier 

1H4GT 

^similar  10  ju,  iLL4\j, 

1H4GT 

Receiving  triode  detector  amplifier 

1H5G 

1H5G 

Oh^nlpfp     Rpnlncp  with  lM^f^T 

1H5GT 

1H5GT 

VT-223 

Reppivinn  Hinnp  htnh  mn  trinnp  Hptpr*- 

1H6G 

tor  amrilifipr 

Iwl  uiJILSXXXXd 

1H6G 

Receiving  duodiode  triode,  obsolete. 

1H6GT 

(Type  1B5  characteristics)- 

1H6GT 

Receiving  duodiode  low  mu  triode 

1H20 

1H20 

Ballast  tube 

1H22 

1H22 

Ballast  tube 

1HT4 

1HT4 

6345 

Ballast  tube 

1HTF10 

1HTF10 

Ballast  tube 

1J1 

111 

Receiving  current  regulator 

1J3 

1J3 

Transmitting  diode  for  TV  hi  voltage 

1J5G 

1J5G 

Receiving  pentode  power  amplifier. 

Obsolete.  (Replace  with  1G5G  or 
1J6GT  if  grid  bias  load  resistance 
is  changed) 


MIL-HDBK-213A 
5  Nevtaber  1963 


Current 

Service 

T     1  T  

I ube  I  ype 

Designation 

Other  Number 

Class  Description 

IJDLi  1 

1  TSPT 

neceiving  pentode  power  amplitier 

1  TAP 

1  TCP 

Receiving  twin  triode  amplifier.  (Type 

19  characteristics) 

iJOu  1 

Receiving  twin  power  triode 

1  TfiPY 
IJDoA 

Type  1J6G  with  ceramic  base.  Obso- 

lcic*    U£>"  1JOU 1 

1K015CA 

1K015CA 

I\iy  OULNl 

iwm  spa  /p 

ivmspA  /p 

Klystron 

IKPjISPP 

lVTilSYA 

1KH1SYA 

Klystron,  X  band 

lyni  SYP 

1  KTl  1 SYP 

rsiystron,  a  Dana 

ikoisyp 

K  luetrnn     Y  twtn/l 

i\iy  oirun,  a  uunu 

lrvl 

IK"! 
ir\i 

Receiving  current  regulator 

niyn  vuiiuyt:  uiuue  rccniicr 

neceiving  uuuuiuut:  peniuue  umpinier 

(Australian)  (Type  1K5G  charac- 

teristics) 

1K5G 

ncwcivuiy  uuuuiuuc  penujue  unipiiiier 

(Australian) 

1IS.O 

Australian 

Australian  receiving  tube 

lis.  /O^L. 

1  K"7SPT 

Klystron 

IT  1 

U  1 

i  L_i  1 

Receiving  current  regulator 

IT  A 

IT  A 

Receiving  miniature,  button  RP  pen- 

tode amplifier,  sharp  cut  off 

n  s 

IT  S 

Australian  receiving  tube 

IT  fi 

IT 

rieceiviny  nuruuiurc  pemuyriu 

LUIIVCI  LCI 

IT  01 

Vacuum  capacitor 

1LZ4 

Vacuum  capacitor 

IT  9S 

IT  9S 

Vacuum  capacitor 

IT  A4 

IT  A4 

Receiving  lock  in  type  pentode  ampli- 

fier (Type  1A5G  characteristics) 

IT  AF. 

IT  AF, 

Receiving  lock  in  type  pentagrid  con- 

tfArtoi*    feiTYiilftr  t/~\  IT  PF  rtn/i   1  A 71. 1 

verier  ^oiiniiur  iu           uiiu  xt\i\j) 

IT  R4 

IT  R4 

ricuciviuy  uuwci  uuipui  pcfiiiuuc 

IT  RP, 
ALtDD 

IT  RF. 

IT  RF.PT 

Receiving  lock-in  type  pentagrid 

mixer 

IT  RAPT 
IL.DO0L-. 

IT  Rfi 
ILiDD 

C-._  If  DC 

IT  PS 

IT  PS 

Receiving  lock-in  type  pentode  voltage* 

amplifier 

1LC6 

1LC6 

VT-178 

Receiving  lock-in  type  pentagrid  con- 

verter (similar  to  1LA6) 

1LD5 

*LD5 

Receiving  lock-in  type  diode  pentode 

amplifier 

1LE3 

1LE3 

VT-239 

Receiving  lock-in  type  triode  amplifier 

1LE3SP/VT239 

1LE3SP/VT239 

Superseded  by  1LF3 

1LF3 

1LF3 

1LE3  with  low  grid  current  limits 

1LG5 

1LG5 

Receiving  lock-in  type  pentode  voltage 

amplifier,  semi  remote  cutoff 
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Current 
Service 

Tube  Type  Designation  Other  Number 

1LH4  1LH4  VT-177 

1LN5  1LN5  VT-179 

1M  1B70 

1M3  1M3 

1M5  1M5 

IN  IN 

1N1  1N1 

1N3  1N3 

1N5G  1N5G 

1N5GT  1N5GT  VT-146,  1N5GT/G 

1N5GT/G  1N5GT 

1N6G  1N6G 

1N6GT  1N6GT 

1P1  1P1 

1P5G  1P5G 

1P5GT  1P5GT 

1P21  1P21 

1P22  1P22 

1P23  1P23  GL-553 

1P24  1P24  GL-554,  C7063,  ZP516, 

516,  936,  GL-516, 
RCA-936 

1P25  1P25  C7493,  L-B13 

1P25A  1P25A 

1P25G  1P25G 

1P28  1P28 

1P29  1P29  FG401,  FJ401 

1P30  1P30  CE2C,  71  A3 

1P31  1P31  CE3D,  WE3A,  79A4, 

G10,  3A 

1P32  927 

1P33  1P33  CE26D 

1P34  1P34  CE48 

1P35  1P35  1P35/52A3,  52A3 

1P35/52A3  1P35 


Class  Description 

Receiving  lock-in  type  diode  triode 
detector  amplifier  (type  1H5G  char- 
acteristics) 

Receiving  lock-in  type  pentode  ampli- 
fier 

See  1B70 

Electron  ray  tuning  indicator 
(Canadian) 

Australian  receiving  tube 

Gamma  counter  tube 

Receiving  current  regulator 

Electron  ray  tuning  indicator  (Brit- 
ish) Identical  to  1M3  except  lead 
lengths 

Obsolet .-.  Replace  with  1N5GT 
Receiving  pentode  amplifier 
See  1N5GT 

Rc  '.eiwir.q  diode  pentode  power  ampli- 
fier (obsolete).  Use  1N6GT 

Receiving  diode  pentode  power  ampli- 
fier. Obsolete 

Ballast  tube,  replace  with  1E1 

Obsolete.  Replace  with  1P5GT 

Receiving  pentode  amplifier 

Vacuum  multiplier  phototube 
(selected  931 A) 

Vacuum  multiplier  phototube 

Gas  phototube  (868/PJ23  with 
painted  envelope) 

Vacuum  phototube.  Obsolete. 
(Nearest  eguivalent  is  936) 

Phototube 

Selected  1P25,  phototube 

Phototube.  Obsolete 

Photo  multiplier  (ultraviolet  respon- 
sive 931  A) 

Gas  phototube  (violet-green  sensitive) 

Gas  phototube  (red,  infra-red  sensi- 
tive) 

Gas  phototube  (red,  infra-red  sensi- 
tive) 

See  927,  improved  version 
Gas  phototube  (red  infra-red 

sensitive) 
Gas  phototube  (red  infra-red 

sensitive) 
Gas  phototube  (red  infra-red 

sensitive) 
See  1P35 
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Current 
Service 

Tube  Type  Designation  Other  Number  Class  Description 

1P36  1P36  58A3,  CE4C  Gas  phototube  (red  infra-red 

sensitive) 

1P37  1P37  C7106  Gas  phototube,  blue  sensitive 

1P38  1P38  Photo  electric  cell 

1P39  1P39  Vacuum  phototube  blue  sensitive.  Im- 

proved 929 

1P40  1P40  Gas  phototube,  infra-red  sensitive 

1P41  1P41  Gas  phototube,  infra-red  sensitive. 

Similar  to  924 

1P42  1P42  Vacuum  phototube,  blue  sensitive 

1Q1  1Q1  Receiving,  current  regulator 

1Q5G  1Q5G  Obsolete.  Replace  with  1Q5GT 

1Q5GT  1Q5GT  Receiving  pentode  power  amplifier 

(similar  to  1C5GT,  1T5GT,  and 

1A5GT) 

1Q6  1Q6  Subminiature  filamentary  type  diode 

pentode  detector  amplifier 
1Q21  1Q21  Reference  cavity,  tunable 

1Q22  1022  Reference  cavity,  tunable 

1Q23  1Q23  Reference  cavity,  tunable,  5846  simi- 

lar 

1Q24  1Q24  Reference  cavity,  6040  similar 

1Q25  1025  Reference  cavity 

1Q26  1026  Reference  cavity 

1Q26A  1Q26A  Reference  cavity,  tunable,  5846 

similar 

134  1R4/1294  See  1R4/1294 

1R4/1294  1R4/1294  1R4,  1294,  VT- 183  Receiving  lock-in  type  UHF  diode  de- 

tector rectifier 

1R5  1R5  VT-171  Receiving  miniature  type  pentagrid 

converter,  similar  to  1E8 

IR6  1R6  VC1568  Miniature  filamentary  reactance 

modulator 

1R21  1R21  GL415,  5550  Mercury  pool  rectifier  ignitron,  forced 

air  cooled 

1RBL  1RBL  CE1RBL,  NU1RBL  Phototube.  Same  as  NUI  except  for 

basing 

1RBS  1RBS  59AP,  CE1RBS,  Phototube.  Same  as  NUI  except  for 

NU1RBS  basing 
1S1G  1S1G  Receiving  current  regulator 

1S2  1S2  1S2A  Miniature  high  vacuum  single  anode 

rectifying  tube  for  TV  receivers. 

Canadian 

1S2A  1S2A  1S2  Miniature  high  vacuum  single  anode 

rectifying  tube  for  TV  receivers. 
Canadian 

154  1S4  VT-210  Receiving  miniature  type  pentode 

power  amplifier 

155  1S5  VT-172  Miniature  type  diode  pentode  detector, 

similar  to  1U5 
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Current 


Service 

Tube  Type  Designation  Other  Number 

1S6  1S6 

1S22  1S22 

1SA6GT  1SA6GT 

1SB6GT  1SB6GT 

1T1G  1T1G 

1T2  1T2 

1T4  1T4  VT-173 

1T5GT  1T5GT 

1T6  1T6 

1U1  1U1 

1U4  1U4  DT153 

1U5  1U5 

1U6  1U6 

IV  IV  6Z3 

1V2  1V2 

1V5  1V5 

1V6  1V6 

1W1  1W1 

1W4  1W4 

1W5  1W5  SD828F 

1X2  1X2 

1X2A  1X2A 

1X2B  1X2B 

1Y1  1Y1 

1Y2  1Y2 

1Z1  1Z1 

1Z2  1Z2  R1045 

A2  A2 

ARD  2  VR78  (Br.) 

B2A  2050 

BL2  BL2 

BS2  5980 

BS2/5980  5980 

CE2  CE2A/B,  C,  D 

CE2A/B  CE2A/B 

CE2C  1P30 

CE2D  CE2D 


Class  Description 

Subminiature  diode  pentode 
Vacuum  switch 

Receiving  RF  pentode.  Obsolete 

Receiving  diode  pentode.  Obsolete 

Receiving  current  regulator 

Diode,  high  voltage  vacuum  half  wave 
rectifier.  British 

Receiving  miniature  pentode  RF  am- 
plifier remote  cut  off 

Receiving  tetrode  power  amplifier 
(similar  to  1Q5GT,  1C5GT, 
1A5GT) 

Receiving  subminiature  diode  AF 

pentode 
Receiving  current  regulator 
Miniature  version  of  1LN5  pentode 
Miniature  type  diode  pentode,  1S5 

with  new  basing 
Miniature  pentagrid  converter 
Receiving  half  wave  high  vacuum  di- 
ode rectifier 
Miniature  high  voltage  half  wave 
,  rectifier 

Subminiature  filamentary  type  pen- 
tode amplifier 

Subminiature  triode  pentode, 
(converter) 

Ballast  tube 

Miniature  pentode  power  amplifier 

Subminiature  filamentary  type  pen- 
tode RF  amplifier,  sharp  cutoff 

Miniature  half  wave  high  voltage  rec- 
tifier (version  of  1B3GT/8016) 

Improved  1X2.  Superseded  by  1X2B 

Miniature  diode 

Receiving  current  regulator 

High  voltage  half  wave  rectifier 

Ballast  tube 

Miniature  type  diode  vacuum 
rectifier 

X-ray  diffraction  tube  (cooper  target) 

See  VR78  (Br.) 

See  2050 

TR  tube 

See  5980 

See  5980 

Phototube.  SeeCE2C 

Phototube 

See  1P30 

Gas  phototube,  red  infra-red 
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Current 
Service 

Tube  Type  Designation  Other  Number 

2-240A  2-240A 

2-250A/250R  250R 

2-2000A  2-2000A 

2A  2A 

2A3  2  A3  VT-95 

2A3A  2A3A 

2A3H  2A3H 

2A3W  5930 

2A4G  2A4G 

2A5  2A5  PZH 

2A6  2A6 

2A7  2A7 

2A21  2A21 

2A22  2A22 

2AC15  2AC15 

2AF4  2AF4 

2AF4A  2AF4A 

2AF4B  2AF4B 

2AP1  2AP1  1814P1,  C7483,  C7418 

2 API A  2 API A 

2AP1W  2AP1W 

2AS15  2AS15 

2B3  2B3 

2B4  2B4 

2B5  2B5 

2B5  2B6 

2B7  2B7 

2B14  2B14 

2B2i  2X2 A 

2B22  2B22 

2B23  2B23 

2B24  2B24  QF197 
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Class  Description 

Half  wave  high  vacuum  r  ectif ier,  sim- 
ilar to  UH-576X 
See  250R 

High  vacuum  rectifier 
Transistor 

Receiving  triode  power  amplifier 
(Similar  to  6A3,  45)  See  also  5930. 
Not  directly  interchangeable. 

Obsolete-superseded  by  5930 

Obsolete  cathode  type 

See  5930  (ruggedized  version  of  2A3) 

Thyratron,  gas  triode 

Receiving  pentode  power  amplifier 
(Type  42  characteristics) 

Receiving  duodiode  triode  detector  am 
plifier  (Type  75  characteristics) 

Receiving  pentagrid  converter  -  obso- 
lete (Type  6A7  characteristics) 

Ballast  tube 

Ballast  tube 

Receiving  diode  rectifier,  electrically 

interchangeable  with  X6030  which 

has  local  base 
Miniature  medium  mu  triode 

converter 
Miniature  medium  mu  triode  similar 

to  6AF4 

Miniature  medium  mu  triode,  similar 
to  2AF4 

Cathode  ray  tube,  superseded  by 
2AP1A 

Cathode  ray  tube,  electrostatic  focus 

and  deflection 
Ruggedized  version  of  2 API 
Receiving  high  vacuum  diode  rectifier 
Receiving  diode,  version  of  1B3-GT 
Gas  triode,  similar  to  884  and  885 
Subminiature  double  triode 
Receiving  amplifier  (obsolete) 
Receiving  duodiode  pentode  detector 
amplifier  (Type  6B7  character- 
istics) 
Ballast  tube 
See  2X2A 

Receiving  diode  UHF  detector,  modi- 
fied 559 

Receiving  magnetically  controlled 
diode 

Subminiature  diode,  filament  type,  flat 
press 


MIL-HDBK-213A 
$  November  1963 


^  Current 

Service 

Tube  Type 

Designation 

Other  Number 

Class  Description 

2B24A 

2B24A 

Subminiature  diode 

2B25 

2B25 

CK1091,  1091 

Receiving  -  Miniature  type  diode 

vacuum  rectifier.  Obsolete 

2B26 

2B26 

866JR 

Transmitting  diode  gas  rectifier  (equi- 

valent to  816  except  plate  terminal 

is  on  base) 

2B27 

2B27 

ZP447,  REL35 

Receiving  UHF  diode  detector 

2B35 

VR92  (Br.) 

2B35  cancelled  by  RMA  - 

See  VR92  (Br.) 

2B36 

VR78  (Br.) 

2B36  cancelled  by  RMA  - 

See  VR78  (Br.) 

2BN4 

2BN4 

Miniature  medium  mu  triode  with 

controlled  warm  up  time,  similar 

to  6BN4 

2BN4A 

2BN4 

Miniature  medium  triode  similar 

6BN4 

2BP1 

2BP1 

Cathode  ray  tube,  electrostatic  focus 

and  deflection 

2BP1A 

2BP1A 

Cathode  ray  tube,  electrostatic 

focus  and  deflection 

2BP7 

2BP7 

Cathode  ray  tube.  Obsolete 

2BP11 

2BP11 

Cathode  ray  tube,  electrostatic  focus 

and  deflection 

2BT 

2BT 

EE2BT 

High  vacuum  diode  rectifier 

2C4 

2C4 

Miniature  thyratron,  gas  triode,  but- 

ton type  ' 

2C21 

2C21 

RK33,  1642, 

Transmitting  and  receiving  twin 

2C2 1/1542 

triode 

2C21/1642 

2C21 

See  2C21 

2C22 

2C2? 

Transmitting  and  receiving  HF  triode 

amplifier  (similar  to  7193) 

2C23 

10Y 

See  10Y 

2C24 

2C24 

HY-144,  HY114 

Receiving  UHF  triode 

2C25 

VT25A 

See  VT25A 

2C26 

2C26 

D-10 

Superseded  and  replaced  by  2C26A 

2C26A 

2C26A 

Transmitting  UHF  triode 

2C27 

2C27 

QF200C 

Subminiature  triode 

2C28 

2C28 

SA780 

Subminiature  triode 

2C29 

2C29 

X102G 

Transmitting  UHF  triode  amplifier 

2C29WA 

2C29WA 

7289 

Transmitting  UHF  triode  amplifier 

2C30 

2E30 

See  2E30 

2C31 

2C31 

X102L 

Transmitting  UHF  triode  amplifier. 

Never  made 

2C32 

2C32 

Transmitting  UHF  special  purpose 

2C33 

2C33 

RX233,  RX233A 

Thyratron 

2C34 

2C34 

RK34,  CV18,  CV18  (Br), 

Transmitting  twin  triode.  Nearest 

DET19 

equivalent  are  British  CV18, 

DET19,  VT61,  VT61A  and  VT61B 

2C35 

2C35 

QF-215 

Receiving  UHF  triode  oscillator 
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MIL-HDBK-213A 
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Current 
Service 

Tube  Type  Designation  Other  Number 

2C36  2C36  SB846 

2C37  2C37  SB846A 

2C38  2C38  L-30-C 

2C39  2C39WA 

2C39A  2C39WA  X474 

2C39B  2C39WB 

2C39WA  2C39WA  2C39A,  3X100A11 

2C39WB  2C39WB  3CX100A5, 2C39B 

2C40  2C40  A2229A,  REL34, 2179A 

2C40A  2C40A 

2C41  7289  ZP602,  L-30-P 

2C42  2C42  A2293C 

2C43  2C43  GL464A,  ZP6B,  464, 

A2222,  ZP464,  464A, 
A2203 

2C44  2C44  GL464 

2C45  38142 

2C46  2C46  A2294C 

2C47  2C47 

2C48  2C48  QL134 

2C49  2C49  Z682 

2C50  2C50  CK1800 

2C51  2C51  1491,  396A,  2C51/396A 

2C51/396A  2C51 

2C51W  5670 

2C52  2C52 

2C53  2C53  Ml  060 

2CY5  2CY5 

2D21  2D21  2D21/R6200 

2D21/R-6200  2D21 

2D21W  2D21W 

2D28  2D28 

2D29  2D29  SA782B,  GE-NS4 

2DF4  2DF4 

2E5  2E5 

2E21  2E21 


Class  Description 

Transmitting  UHF  tiiode  (similar  to 

SB846A,  B) 
Probeless  version  of  2C36 
Receiving  UHF  triode  oscillator.  Simi- 
lar to  2C39 
Superseded  by  7289.  See  7289 
Superseded  by  7289.  See*7289 
Superseded  by  7289.  See  7289 
Superseded  by  7289.  See  7289 
Superseded  by  7289.  See  7289 
Receiving  UHF  triode.  Replaces  446, 

446A,  and  446B 
UHF  triode,  lighthouse  type 
See  7289 
Special  2C43 

Transmitting  and  receiving  UHF  tri- 
ode amplifier.  Replaces  464,  464A, 
and  2C44 

Transmitting  and  receiving  UHF  tri- 
ode amplifier  oscillator  (superseded 
by  2C43) 

See  39142 

Selected  2C43 

Special  twin  triode  (designed  to  su- 
persede  7C5  for  certain  servo  am- 
plifier applications)  See  2C50 

Pulse  version  of  2C40 

Identical  to  2C48  except  triode  con- 
nections are  brought  out  indepen- 
dently. See  also  TE  19 

Miniature  twin  triode.  See  also  5670 
and  6185.  Not  interchangeable 

See  2C51 

See  5670 

Receiving  high  Mu  double  triode.  See 

also  TE-20 
High  voltage  triode 
Receiving  sharp  cutoff  tetrode, 

miniature 
Miniature  thyratron.  See  also 

5727/2D21W 
See  2D21 

Thyratron,  gas  tetrode 
Receiving  type  special  purpose 
Subminiature  thyratron 
Receiving  filiamentary  pentode 
Electron  ray  tuning  indicator  (Type 

6E5  characteristics) 
Receiving  type  special  purpose  tube 
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Current 

Service 

Tube  Type 

Designation 

Other  Number 

Class  Description 

2E22 

2E22 

TS70,  DT-70,  TR70 

Transmitting  pentode 

2E24 

2E24 

Transmitting  beam  power  amplifier 

2E25 

2E25 

D25 

Transmitting  tetrode  amplifier  oscil- 

lator (improved  65) 

2E25A 

2E25A 

Improved  2E25 

2E26 

2E26 

6893 

Transmitting  beam  power  amplifier, 

equivalent  to  6893 

2E27 

2E27 

QF206 

Subminiature  pentode.  Superseded  by 

2E29 

2E28 

2E28 

HY-145ZT 

Receiving  subminiature  type  pentode 

2E29 

2E29 

SA781A 

Receiving  subminiature  type  pentode 

2E30 

2E30 

HD59,  2C30 

Miniature  filamentary  type  beam 

tetrode 

2E31 

2E31 

553AX 

Subminiature  radio  frequency  pen- 

tode-long leads 

2E32 

2E32 

553AY 

Subminiature  radio  frequency  pen- 

tode-short leads.  Use  2E31 

2E35 

2E35 

502AX 

Subminiature  power  pentode  -  long 

leads 

2E36 

2E36 

502AY,  CK502AX 

Subminiature  power  pentode  -  short 

leads.  Use  2E35 

2E41 

2E41 

551AX 

Subminiature  diode  pentode  -  long 

leads 

2E42 

2E42 

551  AY 

Subminiature  diode  pentode  -  short 

leads.  Use  2E41 

2EA5 

2EA5 

Sharp  cutoff  miniature  tetrode, 

2EN5 

.  2EN5 

Miniature  double  diode 

2F21 

2F21 

C7364 

Small  cathode  ray  monoscope  tube, 

improved  version  of  1899 

2FV20 

2FV20 

Oscillator  (medical  and  surgical) 

2G5 

2G5 

Electron  ray  tuning  indicator  (type 

6U5/6G5  characteristics) 

2G21 

2G21 

555AX 

Subminiature  triode  heptode  -  long 

leads,  similar  to  6K8 

2G22 

2G22 

555AY 

Subminiature  triode  heptode  -  short 

leads.  Use  2G21 

2H8 

2H8 

Ballast  tube 

2H21 

2H21 

Phase  modulator  for  FM 

2J2 

2J2 

Miniature  diode  (British) 

2J21 

2J21 

WL442,  D2RN1,  Y2, 

Replace  with  2J21A 

D2,  WL422,  442 

2J21A 

2J21A 

Magnetron.  Supersedes  2J21 

2J22 

2J22 

J-714,  Jl,  714 

Magnetron  See  2J52 

2J23 

2  J  23 

K-0 

Magnetron 

2J24 

2J24 

K-0 

Magnetron 

2J25 

2J25 

K-0 

Magnetron 

2J26 

2J26 

K-0 

Magnetron.  May  be  replaced  with 

2J58 

2J27 

2J27 

K-0 

Magnetron.  May  be  replaced  with 

2J58 
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Service 

TUT 

I ub6  1  ypt 

[}  a  <■  I  n n  ji  t  ■  An 

uvsignwiiuii 

Othftr  Numhftr 
w iiivi  nuiiiuvi 

Class  Description 

2J28 

2J28 

K-0 

Magnetron 

919Q 

2  J  29 

K-0 

Magnetron 

9  no 

2J30 

K7 

Magnetron.  See  also  2J66 

2J31 

2J31 

K7 

Magnetron.  See  also  2J67 

2J32 

2J32 

K7RF4.  WL441 

Magnetron.  See  also  2J68 

2133 

2J33 

K7 

Magnetron.  See  also  2J69 

2J34 

2J34 

K7 

Magnetron 

9  ns 

2J35 

Magnetron.  Obsolete 

2J36 

Magnetron 

2J36A 

Magnetron 

2J37 

2J37 

Magnetron,  obsolete 

£JO  t  ft 

91T7A 

£J>J  /  ft 

Mannptror.    Tunable  2 137 

2J38 

2J38 

Packaged  Magnetron 

2J39 

2J39 

Packaged  Magnetron 

2J40 

2J40 

Magnetron 

2J41 

2J41 

A121,  A2116 

Packaged  Magnetron,  tunable 

9149 

2J42 

LVX  6001  LD2  A 116 

Packaaed  Maanetron 

2J42A 

6027 

See  6027,  for  high  altitude  version 

see  6527 

2J42H 

2J42H 

Magnetron,  fixed  frequency,  pulsed, 

air  cooled. 

2J43 

2J43 

Magnetron 

2J44 

2J44 

Magnetron 

2J45 

2J45 

505 

Packaged  Magnetron 

2J46 

2J46 

505 

Packaged  Magnetron 

2J47 

2J47 

DRH505.505 

Magnetron  > 

2J48 

2J48 

Maanetron 

2J49 

2J49 

1392M 

Magnetron 

2J50 

2J50 

1393M 

Magnetron 

2J51 

2J51 

1424MO  1424M 

Magnetron.  Tunable  725 

2J51A 

2J51A 

Magnetron,  pulsed,  tunable,  air  cooled 

2J51W 

QK237 

See  QK237 

2J52 

2J52 

Magnetron.  Tunable  2J22 

2J53 

2J53 

2J53/725A 

Magnetron.  Improved  725A,  fixed 

f  requency,  pulse  type 

2J53/725A 

2J53 

See  2J53 

2J54 

2J54 

Magnetron 

2J54A 

2J54A 

Magnetron 

2J54B 

2J54B 

Magnetron 

2J55 

2J55 

OK47 

Packaged  magnetron,  fixed  tuned,  ~ 

pulsed 

2J56 

2J56 

Packaged  magnetron,  pulsed,  air 

cooled,  fixed  frequency 

2J57 

2J57 

Magnetron.  Obsolete 

2J58 

2J58 

Magnetron.  Tunable  2J26-27,  fixed 

frequency 

2J59 

2J59 

Magnetron,  tunable,  pulsed 

2J60 

2J60 

Magnetron 
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Current 
Service 

Tube  Type  Designation  Other  Number 

2J61  2J61 


2J61A  2J61A 

2J62  2J62  706T1 


2J62A  2J62A 

2J64  2J64  A124 

2J65  2J65 

2J66  2J56  K7T1 

2J67  2J67  K7T2 

2J68  2J68  K7T3 

2J69  2J69  K7T4 

2J70  2J70 

2J71  2J71 

2K21  2K21  WL421, 421C,  421 

2K22  2K22  140CXQ 

2K23  2K23  1428XQ 

2K24  2K24  1409XQ 

2K25  2K25  1410X0, 2K25/723A/B, 

723A/B 

2K25/723A/B  2K25 

2K25/723A  2K25 

2K2S/723B  2K25 

2K25W  2K25W 

2K25  2K26  1411XQ,  1412XQ 

2K27  2K27  1413XQ 

2K28  2K28  QK28,  QK28 

2K28A  6133 

2K29  2K29  1414X0  -  1415XQ 

2K30  2K30 

2K31  2K31  Sperry411 

2K32  2K32  412 

2K33  2K33  QK33 

2K33A  2K33A 

2K33B  2K33B 

2K34  2K34 

2K35  2K35 

2K36  2K36  416 

2K37  2K37 

2K38  2K38  418 

2K39  2K39  419B 

2K40  2K40  1280CT,  D164694 

2K41  2K41 


Class  Description 

Magnetron.  Replaces  705AY-DY  in- 
clusive. Obsolete,  superseded  by 
2J61A 

Improved  version  of  2J61 

Magnetron.  Replaces  706DY-GY  in- 
clusive. Obsolete,  superseded  by 
2J62A 

Improved  version  of  2J62 

Forced  air-cooled  tunable  magnetron 

Type  2J41  without  stabilizer 

Magnetron.  Tunable  2J30 

Magnetron.  Tunable  2J31 

Magnetron .  Tunable  2J32 

Magnetron.  Tunable  2J33 

Packaged  Magnetron,  fixed  frequency, 
pulsed 

Packaged  Magnetron 

Klystron 

Klystron 

Klystron,  CW  oscillator 
Klystron 

Reflex  Klystron  oscillator,  output 

power  1.3  watts 
See2K25 
See  2K25 

See  2K25  ' 
Ruggedized  version  of  2K25.  Never 

made 
Klystron 

Klystron.  Obsolete 

Klystron  equivalent  to  707B  except 

for  height 
See  6133 
Klystron 
Klystron 
Klystron 
Klystron,  S  band 
Klystron 

Klystron.  Obsolete.  Use  2K33 
2K33  with  hand  control  knob 
Klystron 
Klystron 

Klystron.  See  also  2K47 

Klystron 

Klystron 

Klystron  oscillator,  7.5  to  10.3  KMc, 

P.0.1/4W  minimum 
Klystron 

Improved  version  of  417B,  forced  air 
cooled 
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Currant 
Service 

Tube  Type  Designation  Other  Number 

2K42  2K42  XG8071 

2K43  2K43  XG7893 

2K44  2K44  XG8072 

2K45  2K45  1407XQ 

2K46  2K46 

2K47  2K47 

2K48  2K48  1429CT8 

2K49  2K49  1429CT9 

2K50  2K50  1452,  1364X0 

2K51  2K51  WX3243A 

2K52  2K52  WX3243B 

2K53  2K53  WX3243C 

2K54  2K54  1468 

2K55  2K55  1469 

2K56  2K56  397A 

2K57  2K57 

2KB72  2KB72 

2P21  2P21  C7557A,  C7557 

2P22  2P22 

2P23  2P23 

2028  2K28 

2RA3  CE213 

2RA5  CE205 

2RA6  CE206 

2RA15  CE215 

2RBS  2RBS 

2S  2S/4S 

2S/4S  2S/4S  2S,  4S 

2S/M15  2S/M15 

2T4  2T4 

2TA6  2TA6 

2V  2V  CE-2V,  NU-2V 

2V2  2V2 

2V3G  2V3G 

2W3  2W3 

2W3GT  2W3GT 

2X2  2X2  143D,  879, 2X2/879 

2X2/879  2X2 

2X2A  2X2A  2B21,  H2-10 

2X2W  2X2W 

2Y2  2Y2 


Class  Description 

CW  Klystron  oscillator 
Reflex  Klystron  oscillator 
Reflex  Klystron  oscillator 
Klystron.  SeeQK258 
Klystron 

Klystron.  Similar  to  2K36 
Klystron 

Klystron.  Obsolete.  Use  2K48 

Klystron 

Klystron 

Klystron 

Klystron 

Klystron 

Klystron 

Klystron 

Klystron 

Obsolete.  Use2P23 
Television  pick-up  tube 
Smaller  version  of  2P21 
Television  pick-up  tube,  infra  red 

response 
See2K28 
See  CE213 
See  CE205 
SeeCE206 
See  CE215 

Phototube  (same  as  NU2  except  for 

basing) 
See  2S/4S 

Duodiode  detector  (obsolete) 
Emission  limited  diode,  receiving  tube 

Equivalent  to  6T4 
Receiving  miniature  UHF  triode  for 

TV 

Line  time  base  output  pentode 

(Dutch) 
Phototube 

High  voltage,  diode  TV  rectifier 
Special  purpose  diode  vacuum  rectifier 
Receiving  diode  rectifier 
Receiving  diode  rectifier 
Special  purpose  diode  vacuum  r  ecti- 

fier  -  See  2X2  A 
See  2X2 
Improved  2X2 

Ruggedized  version  of  2X2A.  Nevei 

made 

Ruggedized  version  of  2X2A. 

Never  made 
Obsolete  -  similar  to  type  2X2 
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Current 

Service 

Tub*  Type 

Designation 

Other  Number 

Class  Description 

2Z2 

2Z2/G84 

G84 

Receiving  diode  rectifier  (obsolete) 

2Z2/G4 

2Z2/G4 

2Z2 

Receiving  diode  rectifier  (obsolete) 

BCT-3 

BCT-3 

British  cathode  ray  tube 

BL3 

BL3 

TR  tube 

BR-3 

5835 

See  5835 

BS-3 

BS-3 

Geiger-Muller  counter  tube 

C3A14 

EL-C3A14 

Thyratron,  gas  filled,  indirectly- 

heated  cathode 

C3A14W 

EL-C3A14W 

Thyratron,  inert  gas 

C3H 

C3H 

Grid  control  rectifier  tube,  tantalum 

anode 

C3J 

5632/C3J 

See  5632/C3J 

C3J-A 

5684/C3J/A 

See  5684/C3J/A 

C3P14 

C3P14 

Gas  filled  thyratron 

C3R14 

C3R14 

Xenon  filled  thyratron 

CE3A/B 

CE3A/B 

WG3A,  79A,  803A 

Phototube 

CE3C 

CE3C 

Phototube 

CE3G3 

3C23 

See  3C23 

CE3D 

1P31 

See  1P31 

CF3E 

CE3E 

Phototube 

DHA-3 

DHA-3 

Traveling  wave  amplifier 

EE  3B27 

3B27 

See  3B27 

EL3B 

EL3B 

Half  wave  gas  rectifier 

EL3C 

4B24 

See  4B24 

ELC3J 

5632/C3J 

See  5632/C3J 

ELC3J/L 

7216 

See  7216  ' 

ELC3L 

6982 

See  6982 

EM3GA 

EM3GA 

Electrostatic  storage  tube 

GB-3 

GB-3 

Magnetron 

GV3A-950 

GV3A-950 

Corona  Voltage  Regulator 

GV3A-2500 

GV3A-2500 

Corona  voltage  regulator 

GV3B-700 

GV3B-700 

Corona  voltage  regulator 

HA-3E 

HA-3E 

Traveling  wave  tube 

HA-3RA 

HA-3RA 

M2203D 

Traveling  wave  tube 

ML3W 

ML3W 

Rectifier  (medical  and  surgical) 

NB3 

NB3 

Ballast  tube  (obsolete) 

NE3 

NE3 

Unbased  argon  lamp 

P3 

P3 

Hearing  aid  tube 

PAX-3 

PAX-3 

Magnetron,  tunable,  X  band 

PM3 

PM3 

Power  measurement  lamp 

REL3B 

310A 

See  310A 

REL3BX 

REL3BX 

3BHP 

Transmitting  UHF  oscillator 

(Canadian) 

REL3C 

CV38 

See  CV38 

REL3D 

NT98 

UK310P,  315D,  El  189, 

See  NT98 

W2510 

REL3DX 

CV56 

SeeCV56 

RV3 

RV3 

CW  Magnetron,  K  band, tunable 

WE3A 

1P31 

See  1P31 

WG3A 

CE3A/B 

See  CE3A/B 

21 


MIL-HDBK-213A 
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Current 
Service 

Tube  Type 

Designation 

Other  Number 

Class  Description 

X-3 

X-3 

Ceramic  type  2C39  * 

3 

3 

Receiving  ballast  tube 

3-4 

3-4 

Ballast  tube 

3-15A3/15E 

15E 

See  15E 

3-16 

3-16 

Receiving  Jsallast  tube 

3-25A3/25T 

HK24 

See  HK24 

3-25D3/25TG 

3C24 

See  3C24 

3-38 

3-38 

Ballast  tube 

3-38A 

A-38A 

Ballast  tube 

3-40 

3-40 

Ballast  tube 

3-50 

3-50 

Ballast  tube 

3-50A 

3-50A 

Ballast  tube 

3-50A4/35T 

35T 

See  35T 

3-50D4/35TG 

35TG 

See  35TG 

3-50G2/UH50 

UH50 

See  UH50 

3-50J4/53A 

53A 

See  53A 

3-50M2AJH51 

UH51 

See  UH51 

3-75A2/75TL 

75TL 

See  75TL 

3-75A3/75TH 

75TH 

See75TH 

3-100A2/100TL 

100TL 

See  100TL 

3-100A4/100TH 

100TH 

See  100TH 

3-100D2/VT127A 

VT127A 

See  VT127A 

3-100E3/227A 

227A 

See  227A 

3-100G3/327A 

327A 

See  327A 

3-100H3/327B 

327B 

See  327B 

3-150A2/152TL 

152TL 

See  152TL 

3-150A3/152TH 

152TH 

152TH 

3-200A3 

3-200A3 

See  also  592,  Tricxle  power  amplifier 
oscillator 

3-250A2/250TL 

250TL 

See  250TL 

3-300A2/304TL 

304TL 

See  304TL 

3-300A3/304TH 

304TH 

See  304TH 

3-300A4/527 

527 

See  527 

3-400Z 

8163 

See  8163 

3-450A2/450TL 

450TL 

See  450TL 

3-450A4/450TH 

450TH 

See  450TH 

3-750A2/750TL 

750TL 

See750TL 

3-1000A4/1000T 

1000UHF 

See  1000UHF 

3-1000Z 

8164 

See  8164 

3-1500A3/1500T 

1500T 

See  1500T 

3-2000A3/2000T 

2000T 

See  2000T 

3A 

1P31 

See  1P31 

3A1 

3A1 

Pentode  gas  rectifier  (Ignition, 
obsolete) 

3A2 

3A2 

Half  wave  rectifier 

3A3 

3A3 

Half  wave  rectifier 

3A4 

3A4 

Miniature  button  pentode  amplifier 

3A5 

3A5 

Miniature  twin  triode 

3A8GT 

3A8GT 

VT-149 

Receiving  diode  triode  pentode 

3A20 

3A20 

Ballast  tube 
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Current 
Service 

Tube  Type  Designation  Other  Number 

3ABP   3ABP  

3ACP-   3ACP   K1105 

3ADP-   3ADP   K1065 

3AF4A  3AF4A 

3AHP-   3AHP  

3AKP-   3AKP-  

3AL5  3AL5 

3AP   3AP-   2501A3,  C3,  D3,  34XH, 

C7350,  906P  

3AQP   3AQP  

3ASP   3ASP  

3AV6  3AV6 

3B  3B 

3B2  3B2 

3B4  3B4  HD30 

3B4WA  3B4WA 

3B5GT  3B5GT 

3B7  3B7  1291, 3B7/1291,  VT-182 

3B7/1291  3B7 

3B7SP  3B7SP/VT182 

3B21  3B21  EL-302.5 

3B22  3B22  EL1C,  1C,  CE222 

3B23  3B23  RK22 

3B24  3B24  732A,  WE732A,  428T, 

CE230,  1299X0.  429T 

3B24W  3B24W 

3B24WA  3B24WA 

3B24WB  3B24WB 

3B25  3B25 

3B26  3B26  QK36 

3B27  3B27  EE3B27 


Class  Description 

Cathode  ray  tube,  flat  face,  electro- 
static focus  and  deflection,  two  guns 

3  inch,  Cathode  ray  tube,  electrostatic 
focus  and  deflection,  one  gun 

3  inch,  Cathode  ray  tube,  electrostatic 
focus  and  deflection,  one  gun. 

Receiving,  miniature  triode,  similar  to 
6AF4A  except  heater. 

Cathode  ray  tube,  rectangular,  elec- 
trostatic focus  and  deflection,  one 
gun,  3,  inch  diameter 

Cathode  ray  tube,  magnetic  deflection, 
electrostatic  focus 

Miniature  receiving  double  diode  simi- 
lar to  6AL5 

Cathode  ray  tube,  electrostatic  focus 
and  deflection,  one  gun. 

Cathode  ray  tube,  electrostatic  focus 
and  deflection 

Cathode  ray  tube,  rectangular, 
electrostatic  deflection  and  focus 

Receiving  tube  for  series  string,  simi- 
lar to  6AV6  (except  heater) 

Half  wave,  gas  rectifier 

Half  wave  vacuum  rectifier 

Receiving  power  pentode  > 

Receiving  power  pentode 

Receiving  pentode  power  amplifier 

Receiving  lock  in  type  UHF  twin  tri- 
ode amplifier 

See3B7 

H-F  Triode,  receiving 

Obsolete.  Replace  with  3 B22 

Transmitting  duodiode  gas  rectifier 
(nearest  equivalent  is  3B21) 

Transmitting  duodiode  vacuum  recti- 
fier 

Transmitting  diode  vacuum  rectifier 

(modified  705A,  See  72) 
Ruggedized  version  of  3B24. 
Improved  3B24WA 
Improved  3B24WA.  Supersedes 

3B24WA 

Transmitting  diode  gas  rectifier  (Re- 
placed with  3B28) 

Special  purpose  diode,  73  with  uni- 
potential  cathode.  See  QK95 

Obsolete.  Transmitting  diode  vacuum 
rectifier  (improved  836),  similar  to 
3B28. 
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Current 
Service 

Tube  Type  Designotlon  Other  Number 

3B28  3B28 

3B28A  3B28A/6277  6  277 

3B29  3B29  QK95 

3B29W  3B29W 

3B/501A/CV49  3B/501A/CV49  CV49 

3BA6  3BA6 

3BFP   3BFP  

3BGP   3BGP  

3BN4  3BN4 

3BN4A  3BN4A 

3BP1  3BP1 

3BP1A  3BP1A 

3BP1W  3BP1W  C7488B 

3BP   3BP-  

3BU8  3BU8 

3BZ6  3BZ6 

3C  4B24 

3C2  3C2 

3C4  3C4 

3C5GT  3C5GT 

3C6  3C6 

3C21  120 

3C22  3C2  2  522,  GL522,  ZP522 

3C23  3C23  CE3C23,  CE311, 

NL3C23 

3C24  3C24  HK24G,  25TG, 

3-25D3/25TG 

3C25  3C25 

3C25  3C26  X129D 

3C27  3C27 

3C27A  3C27A 
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Clost  De>cription 

Transmitting  diode  gas  rectifier  - 
similar  to  3B25,  3B27,  836,  866A 

See  also  6277.  Inert  gas  HW  rectifier 

High  vacuum  clipper  diode.  Improved 
3B26 

Improved  3B29 

See  CV49 

Receiving  remote-control  pentode, 

miniature  similar  to  6BA6,  and 

12BA6,  except  filaments 
Cathode  ray  tube,  electrostatic 

focus  and  deflection 
Cathode  ray  tube,  rectangular, 

electrostatic  focus  and  deflection 
Miniature  triode,  for  series  string 

applications 
Miniature  receiving  triode,  similar 

3BN4 

Cathode  ray  tube,  electrostatic  focus 

and  deflection 
Zero  Ibl  version  of  3BP1 
Ruggedized  version  of  3BP1.  Never 

made 

Cathode  ray  tube,  electrostatic  focus 
and  deflection 

Miniature  medium  mu  triode 

Receiving  tube  for  series  string  appli- 
cation, see  also  6BZ6 

See  4B24 

Diode  for  TV  high  voltage 

applications 
Miniature  output  pentode  (Dutch) 
Receiving  power  output  pentode 
Receiving  lock  in  type  twin  triode 

amplifier 
See  120 

Transmitting  UHF  triode  amplifier 

oscillator 
Thyratron  (similar  to  393A) 

Transmitting  UHF  triode  (Type  25T 

with  grid  at  side) 
Transmitting  UHF  special  purpose. 

Obsolete.  Use  8025A 
Transmitting  UHF  triode  amplifier 
Transmitting  triode  UHF  oscillator. 

Obsolete.  Use  3C37.  (Similar  to 

British  CV55  and  E1458) 
3C27  designed  for  higher  duty  cycle. 

Obsolete.  Use  3C37 


MIL-HDBK-213A 
SMovember  1963 


Current 

Service 

Tube  Type 

Designation 

Other  Number 

Class  Description 

3C27B 

3C27B 

3C27  with  grid  radiator.  Obsolete. 

Superseded  by  3C37 

3C28 

3C28 

Transmmtting  HF  triode  amplifier 

(3C24  with  2  grid  leads) 

3C29 

3C29 

ZP449 

Transmitting  UHF  triode  amplifier- 

oscillator  (superseded  by  GL522, 

now  the  302) 

3C30 

3U30 

HD50 

6.0  volt  filament  version  of  HY30Z 

#/™m          nil-              i  •  r .  \ 

(Class  B  Audio  amplifier) 

3C31 

3U31/C1B 

See  3C31/C1B 

3C31/C1B 

3C31/C1B 

C1B,  CE303,  ELCIB, 

Thyratron.  Superseded  by  5564 

3C31 

3C31A 

3C31A 

Thyratron 

3C32 

3C32 

A2214B 

Transmitting  UHF  triode  amplifier 

3C33 

3C33 

Transmitting,  twin  triode 

3C34 

HK24 

Hydrogen  thyratron-tran strutting  tn- 

ode  power  amplifier  oscillator  (3C2< 

With  grid  lead  in  base)  -See  HK24 

3C35 

3C36 

ni  nn  i 

Transmitting  UHF  coaxial  triode 

oscillator  and  amplifier,  water  and 

forced  air  cooled 

3C37 

3C37 

3X150A3/3C37 

Transmitting  triode,  modified  3 CZ7 

ana  JL^/A 

3C4b 

H4o,  Z(jo47,  M37 

t*i_  »           1 1  j              p  _  ci  ^n 

Inyratron.  Hydrogen,  bee  6130 

3C45/6130 

6130 

See  6130 

3C45W 

3C45W 

Ruggedized  version  of  3C45  1 

3CE5 

3CE5 

Miniature  receiving  hi  transconduct- 

ance,  sharp  cut  off  pentode,  similar 

to  4CE5  and  6CE5 

3CF6 

3CF6 

Receiving  sharp  cut  off  pentode 

3  CP  

3  CP  

1808P-  ,  C7332 

Cathode  ray  tube 

3CP1-S1 

3CP1-S1 

Cathode  ray  tube  with  decalcomania 

inscription 

3CS6 

3CS6 

Receiving,  miniature,  dual  «ontrol 

heptode,  similar  to  6CS6 

3CX10UA5 

7289 

See  7289 

3CX100F5 

8250 

See  8250 

3CX10000A3 

8159 

See  8159 

3CX10000A7 

8160 

See  8160 

OUT  D 

Sharp  cut  off  tetrode,  miniature,  simi- 

lar to  4CY5,  6CY5,  2CY5 

3D6 

3D6/1299 

See  3D6/1299 

3D6/1299 

3D6/1299 

1299,  3D6,  VT-185 

Receiving  UHF  pentode  amplifier 

(similar  to  3LF4) 

3D21 

3D21 

D21,  H5015 

Transmitting  tetrode  modulator 

(superseded  by  3D21A) 

3D21A 

3D21A 

Improved  version  of  3D21,  ST-14 

envelope 

3D21B 

3D21B 

3D21A  with  T-12  envelope 
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Current 
Service 

Tube  Type  Designation  Other  Number 

3D21WA  3D21WA 

3D21WB  3D21WB 

3D22  3D22 

3D22A  3D22A 

3D23  3D23  TB35 

3D24  3D24 

3D29  3D29 

3DHP  CV56 

3DK6  3DK6 

3DP1  3DP1  ZP526,  C7497 

3DP1A  3DP1A 

3DP1AS1  3DP1AS1 

3DP1AS2  3DP1AS2 

3  DP   3DP  

3DT6  3DT6 

3E5  3E5 

3E6  3E5 

3E21  3E21 

3E22  3E22 

3E29  3E29  829A 

3EA5  3EA5 

3EP1  3EP1  1806P1,  VT-226 

3EP4  3EP4  1806P4 

3FP7  3FP7  ZP540 

3FP7A  3FP7A 

3GP   3GP   (2537A3,  C3,  D3) 

3GP-A  3GP-A 

3HP7  3HP7  C7501,  ZP542 

3J21  3J21  1456M 

3J22  3 J  22  SD849B 


Class  Description 

Improved  3D21A,  superseded  by 
3D21WB,  see  also  7403 

Improved  3D21B 

Thyratron  (tetrode),  gas  filled 

Improved  version  of  3D22,  of  sturdy 
construction 

Transmitting  tetrode  amplifier  oscil- 
lator 

VHF,  Transmitting  tetrode 
Transmitting  special  purpose 
See  CV56 

Sharp  cut  off  pentode,  for  HF  ampli- 
fier, similar  to  4DK6,  6DK6 

Cathode  ray  tube,  electrostatic  focus 
and  deflection 

Zero  Ibl  version  of  3DP1 

Zero  Ibl  version  of  3DP1  with 
decalcomania 

Zero  Ibl  version  of  3DP1  with 
decalcomania 

Cathode  ray  tube,  electrostatic  focus 
and  deflection  for  oscillograph 
applications 

Miniature  sharp  cut-off  pentode,  simi- 
lar to  6DT6  and  4DT6 

Receiving  miniature  beam  power 
pentode 

Receiving  lock-in  type  sharp  cut-off 

pentode  amplifier 
Transmitting  twin  pentode  amplifier 
Transmitting  twin  pentode  amplifier 
Transmitting  twin  pentode  amplifier 
Miniature  sharp  cut  off  tetrode 
Cathode  ray  tube.  Obsolete,  use  902A 

or  applicable  3AP-  version 

Cathode  ray  tube  (replace  with 

3AP1) 

Cathode  ray  tube,  superseded  by 
3FP7A 

Zero  Ibl  version  of  3FP7.  Cathode  • 
ray  tube  electrostatic  focus  and  de- 
flection 

Cathode  ray  tube,  electrostatic  focus 
and  deflection.  Superseded  by 
3GP  A 

Zero  Ibl  version  of  3GP1 

Cathode  ray  tube.  Magnetic  focus  and 
deflection 

Packaged  magnetron.  Obsolete 

Magnetron 
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Current 
Service 

Tube  Type  Designation  Other  Number 

3J24  3J24  GL484  ,  484,  ZP484 

3J25  3J25  GL485,  ZP485 

3J26  3J26  GL486,  ZP486, 486 

3J30  3J30  X6000,  WX3158 

3J31  3J31  X6003,  E5A 

3J35  3J35  GL505 

3JP  --  3JP--   C7523B 

3K21  3K21  410- 1L 

3K22  3K22  XZA8073 

3K23  3K23  R5660201,  R566021 

3K24  3K24 

3K25  3K25 

3K26  3K26 

3K27  3K27 

3K30  3K30 

3K3000LA  3K3000LA 

3K3000LQ  3K3000LQ 

3K20000LA  3K20000LA 

3K20000LF  3K20000LF 

3K20000LK  3K20000LK 

3K50000LA  3K50000LA 

3K50000LF  3K50000LF 

3K50000LF  3K50000LK 

3K50000LQ  3K50000LQ 

3KM3000LA  3KM3000LA 

3KM50000PA  3KM50000PA 

3KP-   3KP—   C7 555 

3LE4  3LE4 

3LF4  3LF4  VT-180 


Class  Description 

Magnetron 
Magnetron 
Magnetron 
Replace  with  3J31 
Magnetron 
Magnetron 

Cathode  ray  tube,  electrostatic  focus 

and  deflection 
Klystron  (version  of  410R) 
Klystron  (version  of  410R) 
Klystron  (version  of  410R) 
3K21  with  tuner 
3K22  with  tuner 
3K30  with  tuner 
Klystron 

Klystron  ( version  of  410R) 

CW  klystron,  forced  air  cooled,  three 

cavity,  forced  air  cooled 
CW  klystron,  three  cavity,  forced  air 

cooled 

CW  klystron,  three  cavity,  L  band 
amplifier,  tunable  470-580  Mc, 
water  and  forced  air  cooled 

CW  klystron,  three  cavity,  L  band 
amplifier  tunable  580-720  Mc, 
water  and  forced  air  cooled 

CW  klystron,  three  cavity,  L  band 
amplifier,  tunable  720-890  Mc, 
water  and  forced  air  cooled 

CW  klystron,  three  cavity,  L  band 
amplifier,  water  and  forced  air 
cooled 

CW  Klystron  three  cavity,  L  band 
amplifier,  water  and  forced  air 
cooled 

CW  Klystron  three  cavity,  L  band 
amplifier,  water  and  forced  air 
cooled 

CW  Klystron  three  cavity,  L  band 
amplifier,  water  and  forceB  air 
cooled 

CW  Klystron  three  cavity,  L  band, 

forced  air  cooled 
Klystron 

Cathode  ray  tube,  electrostatic  focus 

and  deflection 
Receiving  lock-in  type  pentode  power 

amplifier 
Receiving  lock-in  type  beam  power 

amplifier  (similar  to  306/1299) 
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Current 
Service 

Tube  Type  Designation  Other  Number 

3MP1  3MP1 

3N21  3N21 

3NP4  3NP4 

3Q4  3Q4  VT-264 

3Q5G  3Q5G 

3Q5GT  3Q5GT  VT-221 

3QP1  3QP1  2-5/8P1 

3RP   3RP  

3S4  3S4  VT-174 

3SP   3SP  -- 

3U2P1  3U2P1 

3U3P1  3U3P1 

3U3P11  3U3P11 

3UP1  3UP1  Z4026 

3V4  3V4 

3V4WA  3V4WA 

3W2P1A  3W2P1A 

3W2P7  3W2P7 

3W4  3W4 

3W100A3  3W1000A3 

3W5000A1  8240 

3W5000A3  3W5000A3 

3W5000F3  3W5000F3 

3W10000A3  3W10000A3 

3WP   3WP   B1026 

3X100A11/2C39  2C39 

3X150A3/3C37  3C37 

3X2500A  3X2500A 

3X2500A1  3X2500A1 

3X2500A2  3X2500A2 

3X2500A3  8161 

3X2500F3  8251/3X2500F3 

3X3000A1  8238/3X3000A1 

3X30C0F1  8239 

3X3000F7  8162 

3X5000A  3X5000A 


Class  Description 

Cathode  ray  tube,  electrostatic  focus 

and  deflection 
Transistor 

Cathode  ray  tube.  Dutch 
Receiving  miniature  pentode  power 

amplifier 
See  305GT  -  Replace  wKh  3Q5GT 
Receiving  beam  power  amplifier 
Cathode  ray  tube.  Dutch 
Cathode  ray  tube,  electros  tatic  focus 

and  deflection 
Receiving  miniature  pentode  power 

amplifier 

Cathode  ray  tube,  electrostatic  focus 

and  deflection 

Two  gun  cathode  ray  tube 
Three  gun  cathode  ray  tube 
Three  gun  cathode  ray  tube 
Cathode  ray  tube,  electrostatic  focus 

and  deflection 
Miniature  pentode  power  amplifier 
Improved  3V4 
Two  gun  cathode  ray  tube 
Cathode  ray  tube 

Miniature  power  amplifier  pentode 

(Japanese) 
Transmitting  triode,  water  cooled 
See  8240 

Transmitting  triode,  water  cooled 
Transmitting  triode,  water  cooled 
Transmitting  triode,  water  cooled,  tri- 
ode version  of  4W200000A 
Cathode  ray  tube  electrostatic  focus 

and  deflection 
See  2C39 
See  3C37 

Transmitting  triode.  Obsolete.  Use 

3X2500A3 
Transmitting  triode.  Obsolete.  Use 

3X2500A3 
Transmitting  triode.  Obsolete.  Use 

3X2500A3 
See  8161 

See  8251/3X2500F3 
See  8238/3X3000A1 
See  8239 
See  8162 

Transmitting  VHF  triode-forced  air 
cooled 
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Current 

Service 

Tube  Type 

Designation 

Other  Number 

Class  Description 

3X12500A3 

3X1 2500 A3 

Transmitting  medium  mu  triode, 

forced  air  cooled 

3X20000A3 

3X20000A3 

Obsolete,  superseded  by  3W10000A3 

3XP1 

3XP1 

Cathode  ray  tube,  electrostatic  focus 

and  deflection 

3YP1 

3YP1 

Cathode  ray  tube 

3Z4 

3Z4 

Receiving  Japanese  power  amplifier 

pentode,  miniature 

3Z4WA 

3Z4WA 

Improved  3Z4 

AW4 

VS68 

See  VS58 

B4 

B4 

Ballast  tube 

BL4 

BL4 

TR  tube,  improved  X7047 

CE4 

CE4A/B,  C,  D 

Gas  phototube.  See  1P36.  equivalent 

to58A 

CE4A/B 

CE4A/B 

Phototube,  red-infra  red  sensitive 

CE4B24 

4B24 

See  4B24 

CE4B25 

4B25 

See  4B25 

CE4C 

1P36 

See  1P36 

CE4D 

CE4D 

Phototube 

CE4RBS 

4RBS 

See  4RBS 

CE4SC 

CE4SC 

Phototube,  Selected  CE4C 

CE4V 

4V 

See  4V 

CE4WB 

4WB 

See  4WB 

ELC4H-1 

6984 

See  6984 

ELC4H-2 

6985 

See  6985 

ELC4H-3 

6986 

See  6986 

ELC4H-4 

8065 

See  8065 

ELC4H-5 

8066 

See  8066 

G-4 

G-4 

Subminiature  pentode 

GA4 

532 

See  532 

GE-NS4 

2D29 

See  2D29 

GV4S-410 

GV4S-410 

Corona  voltage  regulator 

GV4S-1400 

GV4S-1400 

Corona  voltage  regulator 

GV4S-3000 

GV4S-3000 

Corona  voltage  regulator 

HA-4B 

HA-4B 

Travelling  wave  tube 

KC4 

5625 

See  5625 

NB4 

NB4 

Ballast  tube  (obsolete) 

NU4RBS 

4RBS 

See  4RBS 

NU4WB 

4WB 

See  4WB 

PAX-4 

PAX-4 

Magnetron 

PKX-4 

PKX-4 

Klystron,  2  cavity,  fixed  frequency 

PJ-4 

PJ-4 

Special  purpose  triode  vacuum  control 

tube 

PM4 

PM4 

Power  measurement  lamp 

HK4U32 

4D32 

See  4D32 

SN4 

SN4 

Cold  cathode  discharge  tube,  low 

pulse  rate  version  of  631P1 

TU4 

TU4 

Subminiature  electrometer  pentode 

TD4A 

TU4A 

Subminiature  electrometer  pentode 

V4 

V4 

Vacuum  phototube 
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Tube  Type 

VG4 

WE4A 

WE4B 

WE4J21 

WE4J22 

WE4J23 

WE4J24 

WE4J25 

WE4J26 

WE4J27 

WE4J28 

WE4J29 

WE4J30 

WE4J45/720AY 

WE4J46/720BY 

WE4J47/720CY 

4 

4-60A 
4-55A 
4-125 

4-250/5D22 
4-250A 
4-400A 
4-750A 

4- 1000 A 

4A 

4A1 

4A6G 

4  A 10 

4A21 

4AP10 

4AU6 

4B 

4B22 

4B23 
4B24 

4B25 

4B25/EL6C 
4B26 


Current 
Service 
Designation 

VG4 

4A 

4B 

4J21 

4J22 

4J23 

4J24 

4J25 

4J26 

4  J  27 

4J28 

4J29 

4J30 

4J45 

4J46 

4J47 

4 

4PR60A 

8165/4-55A 
4U21 
5D22 
5D22 

8438/4-4 0OA 
4-750A 

8166/4-1000A 

4A 

4A1 

4A6G 

4A10 

4A21 

4AP10 

4AU6 
4B 

4B22 

4B23 
4B24 

4B25 

4B25 
4B26 


Other  Number 


4B27 


4B27 


WE4A 


ZP556,  C7516B 


WE4B 

EL5B2.5,  EL5B,  5B25 
EL5BHO 

EL3C,  3C,  CE4B24, 

CE224 
CE4B25,  CE221,  6CF 


RCA2000,  189049,  F60, 
WE289A,  R6A, 
WL289416D,  CE226, 
289A,  2000,  J213AAA 

GE189049, 
WE289416D,  289416 

GE16X897,  CE201 


Class  Description 

Neon  bulb  (medium  screw  base) 

See  4A 

See  4B 

See  4J21 

See  4J22 

See  4J23 

See  4J24 

See  4J25 

See  4J26 

See  4 J 27 

See  4J28 

See  4J29 

See  4J30 

See  4J45 

See  4J46 

See  4J47 

Ballast  tube 

See  4PR60A 

See  8165/4-55A 

See  4D21 

See  5D22 

See  5D22 

See  8438/4-400A 

Transmitting,  tetrode  (obsolete)  by 

4-1000A 
See  8166/4-1000A 
Ballast  tube 
Ballast  tube 

Receiving  twin  triode  amplifier 
Ballast  tube 
Ballast  tube 

Cathode  ray  tube,  magnetic  focus  and 

deflection  dark  trace 
Receiving  pentode,  similar  to  6AU6 
Ballast  tube 

Duodiode  gas  rectifier  (standard 
duty) 

Duodiode  gas  rectifier  (heavy  duty) 
Duodiode  gas  rectifier 

Duodiode  gas  rectifier  -  EL6C  elec- 
trically same;  has  different  base 
See  4B25 

Diode  gas  rectifier 


Duodiode  gas  rectifier 
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Current 

Service 

Tube  Type 

Designation 

Other  Number 

4B28 

4B28 

GE 189048,  CE225, 

WL289414,  289414 

4B30 

15R 

4B31 

4B31 

QK98 

4B32 

4B32 

4B33 

953B 

4B35 

4B35 

12X825,  966625,  CE2! 

GE12X825 

4B36 

4B36 

20X672,  859483, 

Tungar  5A,  GE20XE 

4BA6 

4BA6 

4BC5 

4BC5 

4BC8 

4BC8 

4BE6 

4BE6 

4BN4 

4BN4 

4BN6 

4BN6 

4BP15 

4BP15 

4BQ7A 

4BU7A 

4BS8 

4BS8 

4BU8 

4BU8 

4BX8 

4BX8 

4BZ6 

4BZ6 

4BZ7 

4BZ7 

4BZ8 

4BZ8 

4C21 

211 

4C22 

4C22/HF100 

4C22/HF100 

4C22/HF100 

RK51,  RF100,  C101, 

TF100,  4C22 

4C23 

4C23 

4C24 

HV12/T814 

4C25 

HK54 

4C26 

4C26 

54B 

4C27 

CV92 

4C28 

4C28 

4C30 

1SE 

4C32 

4C32 

4C33 

4C33 

A2212B 

4C34 

4C34 

4C35 

4C35 

ZG529,  H350,  GL529 

4C35A 

4C35A 

Class  Description 

Diode  gas  rectifier 
See  15R 

Transmitting  diode  clipper-rectifier 
Transmitting  diode  gas  rectifier 
See  953B 

Diode  gas  rectifier 

Diode  gas  rectifier,  half  wave 

Receiving  pentode,  similar  to  6BA6 
Receiving  pentode,  similar  to  6BC5 
Receiving  pentode,  similar  to  6BC8 
Receiving  heptode,  similar  to  6BE6 
Miniature  medium  mu  triode.  Similar 
to  6BN4 

Receiving  gated  beam  discriminator 

similar  to  6BN6 
Cathode  ray  tube,  for  use  as  a 

scanner 

Receiving  medium  mu  twin  triode 

similar  to  6BG7A 
Receiving  medium  mu  twin  triode 
Miniature  twin  pentode,  receiving 
Miniature  twin  UHF  triode,  similar 

to  6BX8 

Receiving  pentode  see  also  6BZ6 
Receiving  medium  mu  twin  triode, 

similar  to  6BZ7 
Receiving  triode 
See  211 

See  4C22/HF100 

Transmitting  triode  amplifier  and  os- 
cillator (Similar  to  100TH,  RK38, 
HK254) 

Transmitting  special  purpose 
See  HV12/T814 
SeeHK54 
Transmitting  triode 
See  CV92 

4C27  without  shield.  Obsolete 
See  15E 

Transmitting  triode  amplifier  modu- 
lator for  diathermy 

Transmitting  UHF  triode-forced  air 
cooled 

Transmitting  triode  (similar  to 

HF300) 
Thyratron,  hydrogen 
Modified  4C35.  Obsolete.  Use  4C35 
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Current 
Service 

Tube  Type  Designation  Other  Number  Class  Description 

4C36  4C36  Transmitting  triode 

4CB6  4CB6  Miniature  pentode,  similar  to  6CB6 

4CE5  4CE5  Receiving  pentode,  sharp  cut  off,  simi- 

lar to  3CE5,  6CE5 

4CP7  4CP7  BR400  Cathode  ray  tube,  4  inch  diameter, 

magnetic  focus  and  deflection 
4CS6  4CS6  Miniature  dual  control  heptode 

4CV100000C  8351/4CV100000C  See  8351/4CV100000C 

4CW1000A  4CW1000A  Transmitting  tetrode,  water  cooled 

4CW50000C  8350  See  8350 

4CX7  4CX7  Miniature  twin  triode 

4CX250B  7203/4CX250B  See  7203/4CX250B.  Supersedes 

4X250B 

4CX250F  7204/4CX250F  See  7204/4CX250F.  Supersedes 

4X250F 

4CX250K  8245/4CX250K  See  8245/4CX250K 

4CX250M  8246/4CX250M  See  8246/4CX250M 

4CX250R  7580W/4CX250R  See  7580W/4CX250R 

4CX300A  8167/4CX300A  See  8167/4CX300A 

4CX350A  8321/4CX350F  See  8321/4CX350F 

4CX350F  8322/4CX350F  See  8322/4CX350F 

4CX1000A  8168/4CX1000A  See  8168/4XC1000A 

4CX1500A  8281/4CX1500A  See  8281/4CX1500A 

4CX3000A  8169/4CX3000A  See  8169/4CX3000A 

4CX5000A  8170/4CX5000A  See  8170/4CX5000A 

4CX10000D  8171/4CX10000D  See  8171/4CX10000D 

4CX35000C  8349/4CX35000C  See  8349/4CX35000C 

4CY5  4CY5  Miniature  receiving  sharp  cut  off  tet- 

rode, similar  to  2CY5,  3CY5,  and 
6CY5 

4D21  4D21  X 103, 4-125  Transmitting  tetrode  UHF  oscillator 

amplifier 

4D21/4-125A  4D21/4-125A  See4D21 

4D22  4D22  Transmitting  VHF  beam  power 

amplifier 

4D23  4D23  Transmitting  tetrode.  Similar  to 

4-125A 

4D32  4D32  RK4D32  Transmitting  VHF  beam  power 

amplifier 

4DK6  4DK6  Receiving  sharp  cut  off  pentode.  Simi-' 

lar  to  3DK6,  6DK6 

4DP   4DP   K1109  Cathode  ray  tube,  square  face,  electro- 

static focus  and  deflection 

4DT6  4DT6  Receiving  miniature  pentode 

4E  1B71  See  1B71 

4E27  4E27  HK257B,  7B,  GL8001,       Identical  to  HK257  (8001)  except  % 

8001  inch  shorter  in  height.  Replace  by 

4E27A 

4E27/5-125B  4S27/5-125B  See  4E27A 

4E27A  4E27A/5-125B  Transmitting  beam  pentode 
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Current 
Service 


Tube  Type 

Designation 

Other  Number 

Class  Description 

4L27A/o-1zod 

4Lz7A/o-1zod 

•See  4LZ7A 

4hoo 

4boo 

Miniature  receiving  triode 

(Uanaaian) 

4b  Wo 

4t*VY0 

Same  as  6EW6  except  heater  voltage 

4rr  

IS.1/U0 

Uatnoae  ray  tube 

4Url(  rll 

/iPD!    Dl  1 
4url,  rll 

uatnoae  ray  tuoe  ^Dntisnj 

4UoYV 

A\un 
4Wd 

oee  4Wd 

OnD 

oee  ovvt> 

4HJ 

4no 

ballast  tube 

4nr  

4HF  

Cathode  ray  tube#  electrostatic  focus 

and  deflection 

4n  111 

/1J-IT1  1 

<in  ill 

oaiiast  tuoe 

A  191 

4JZ1 

/i  T01 
4  J  Zl 

TlCiHjZL,  14UZ 

Magnetron,  oee  ojzo 

AMI 

4J  zz 

4T97 
4J  zz 

WP/1T00  1/409 
WILfUZZ,  14UZ 

Magnetron,  oee  ojzo 

4J  ZO 

yl  TOT 
4J  Zo 

WP/1T0O    1 /in9 
WtAJZO,  14UZ 

Magnetron,  oee  oJzo 

vl  TO/1 

4Jz4 

AM  A 
4  J  z4 

WP/1T0/1    i  /no 
W£,4Jz4,  14Uz 

Magnetron,  oee  gJzo 

/I  TOt 

4JZ0 

4JZO 

WF/1T0C.    1 /tnO 

Wti4JZ0,  14UZ 

Magnetron,  oee  oJzo 

4JZ0 

A  TOP. 
4JZ0 

WL4JZ0,  14U1 

Magnetron,  oee  oJzo 

4J  Z  / 

/I  TOO 
4JZ/ 

WC4JZ/,  14U1 

Magnetron,  oee  oJzo 

4JZ0 

/I  TOP 
4J  ZD 

WF/4T9Q  1/101 

Magnetron,  oee  oJzo 

/I  TOO 

4jzy 

AMQ 
hj  zy 

WF/1T9Q    1  vim 
¥itL4JZy(  14U1 

Magnetron,  oee  oJzo 

"Ei4JOU,  14U1 

Magnetron,  oee  oJzo 

4JOl 

AM\ 

4J01 

T4V7 
niw 

Magnetron,  oee  jooo 

4J  oz 

A  TOO 
4JOZ 

nl\/ 

Magnetron,  oee  boob 

4J0Z 

4  J  OZ 

nls./ 

Magnetron,  fixed  frequency,  pulsed 

AM*\ 

*iJOO 

nix/ 

Magnetron,  oee  oooo 

4Jo4 

A  MA 

nts./ 

Magnetron,  oee  oooo 

4j00 

4  J  00 

HK./ 

Magnetron,  oee  0086 

4JoO 

4Jo0 

nioo 

Magnetron 

/1TT7 

4JO/ 

m  jo 

Magnetron 

4JOO 

/I  TOQ 

4Joo 

nloo 

Magnetron 

A  T3Q 

4Joy 

T_T  1  rn 

MlOo 

Magnetron 

4 1/10 
4J4U 

nioo 

Magnetron 

4J41 

4J41 

nloo 

Magnetron 

/!  T/19 

4J4Z 

y|  T/9 

4J  4Z 

1/1/inM  Hf\CYT 

144UM,  /UU1 

Tunable  magnet  ron 

Magnetron 

ATAA 

Magnetron 

4J45 

4J45 

WE4J45/72nAY 

MnnriAtrnn   leu nprcoHoc  70fliY1 

4J4V720AY,  1379M 

4J45/720AY 

4J45 

See  4J45 

4J46 

4J45 

WE4J46/720BY, 

Magnetron  (supersedes  720BY) 

4J46/720BY,  1379M 

4J46/720BY 

4J46 

See  4J46 

4J47 

4J47 

WE4J47/720CY, 

Magnetron  (supersedes  720CY) 

4J47/720CY,  1379M 

4J47/720CY 

See  4J47 

4J50 

4J50 

1397M 

Packaged  magnetron 

4J50A 

4J50A 

Magnetron,  improved  version  of  4J5U 

4J50T 

4J50T 

Magnetron,  tunable,  pulsed 
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Current 

Service 

1 ube  I ype 

Designation 

Other  Number 

Class  Description 

4J  Dl 

4J  jl 

1440M,  /  la  1 

Magnetron  -  supersedes  728  ~  tunable 

4J  D/- 

1/171 
14/  i 

Packaged  magnetron 

4JDZA 

4  J  D/iA/  L.-OUO  / 

Magnetron,  pulsed,  air  cooled 

4JDZ  1 

*4JDZ  1/0D40 

oee  0D40 

4J  DO 

4  J  DO 

Magnetron 

4JD4 

/I  V^A 

4  J  04 

Packaged  magnetron 

4JDD 

/  TCC 
4J  DD 

Packaged  magnetron 

/  TCC 

4  J  DO 

Packaged  magnetron 

4 TC7 
*iJD/ 

VIwlDO 

Packaged  magnetron 

/I  TCQ 

4JD0 

4JD0 

rik'Q  1 CQ 
vr\y  idd 

Packaged  magnetron 

4  joy 

/I  ICQ 

4  joy 

Packaged  magnetron 

/i  Ten 

a  Ten 
4J0U 

Packaged  magnetron 

A  TCI 

4J01 

A  TC  1 

4J01 

Packaged  magnetron 

/  TC7 

/I  TCQ 

4J0Z 

Packaged  magnetron.  Replaces  QK59 

ana  yis.oU 

/I  TCQ 

4J0o 

A  TCQ 

4J0O 

Packaged  magnetron.  Replaces  QK60 

ana  ij/koz 

A  TC/1 

4J04 

A  IRA 

4J04 

Packaged  magnetron 

4J0D 

/I  TCC 
4J0D 

Packaged  magnetron 

a  nn 
4J  /U 

4J  /U 

0UJ04 

Magnetron  superseded  by  HK-7T, 

ana  yiS-ZDo 

/l  TT  1 
4J  /l 

/  T71 

4J  / 1 

Magnetron  superseded  by  HK-7T, 

ana  wis-^Do 

4J 11 

/I  TTQ 

4J  /z 

Magnetron  superseded  by  HK-7T, 

ana  yi\zDo 

A  TTQ 
4J  16 

A  T*7Q 

4J  /o 

Magnetron  superseded  by  HK-7T, 

ana  yi\ZDo 

ATI  A 
4  J  /4 

4 J  /4 

Magnetron  superseded  by  HK-7T, 

ana  ^nzDo 

>i  tic 
4J/D 

/I  T7C 

4  J  /D 

Magnetron  superseded  by  HK-7T, 

ana  vjazdo 

4J76 

4J  /0 

Magnetron  superseded  by  nl\-  /  i , 

uiiu  vi\zoj 

yl  T77 

4J  /  / 

A  T77 
4J  /  / 

Magnetron  superseueu  oy  nr\-  / 1 , 

nnH  nV)*ft 

ana  vnzdo 

yl  T7Q 
4J  /o 

4J  /O 

opeciui  io /awl, 

hj  ju  except  iui  ifcquciit-y 

io  /y  special 

/I/O /I 

4t\04 

4r\.0*i 

K  luctrnn     N  VvtrtH 

i\iyotron(  o  jjcuiu  ^ 

4K5UUUJLU 

4&DUUUULW 

Klystron,  externally  tuned,  water  and- 

fnrr**d  air  rnnlpd  700  tn  1000  Mr 

4KP1 

4KP1 

Cathode  ray  tubes,  electrostatic  de- 

flection and  focus,  square  face 

4L 

4L 

Type  185  square  wave  generator 

4M 

1B72 

See  1B72 

4MP  -- 

4MP  

Cathode  ray  tube,  square  face, 

electrostatic  focus  and  deflection 

4NP  

4NP  

Cathode  ray  tube,  rectangular, 

electrostatic  focus  and  deflection 

4PR60A 

4PR60A 

4-60A 

Transmitting  pulse  tetrode 
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Current 
Service 

Tube  Type  Designation  Other  Nurhber  Class  Description 

4PR60B  8252/4PR60B  See  8252/4PR60B 

4PR65A  8187/4PR65A  See  8187/4PR65A 

4PR125A  8247/4PR125A  See  8247/4PR125A 

4PR400A  8188/4PR400A  See  8188/4PR400A 

4PR1000A  8189/4PR1000A  See  8189/4PR1000A 

4QP   4QP   Cathode  ray  tube,  rectangular, 

electrostatic  deflection  and  focus 
4RBS  4RBS  NU4RBS,  CE4RBS,  Gas  phototube 

G12 

4Pjp   4RP   Cathode  ray  tube,  rectangular, 

electrostatic  deflection  and  focus 
4S  2S/4S  See  2S/4S 

42PBS  4SRBS  Gas  phototube  (same  as  4RBS  except 

for  basing) 

4Y  4V  CE4V  Vacuum  phototube 

4VP1  4VP1  0E411PA  Cathode  ray  tube,  square  face, 

electrostatic  deflec.  &  focus 
4W300B  8249/4W300B  See  4W300B 

4W1250A  4W1250A  Transmitting  tetrode  (water  cooled) 

4W20000A  8173/4W20000A         X486  See  8173/4W20000A 

4WB  4WB  CE4WB,  NU4WB,  Phototube 

53AWB,  4GSW 

4X100A  4X100A  Transmitting  tetrode 

4X150A  7034/4X150A  Transmitting  tetrode,  See  7034/ 

4X150A 

4X150D  7035/4X150D  See  7035/4X150D,  26.5  volt>heater 

4X150G  8172/4X150G  See  8172/4X150G,  coaxial  base 

4X150R  8296/4X150R  See  8296/4X150R,  Ruggedized 

4X150A 

4X150S  8297/4X150S  See  8297/4X150S,  ruggedized 

4X150D 

4X250B  4X250B  Superseded  by  7203/4CX250B 

4X250F  4X250F  Superseded  by  7204/4CX250F 

4X500A  4X500A/X404  Transmitting  UHF  tetrode  -  forced 

Air  cooled 

4X5000A  4X5000A  Transmitting  tetrode,  forced  air 

cooled.  5KW  plate  dissipation 
ARD05  VR54(Br.)  SeeVE54(BR.) 

AU5  VU111  SeeVUUl 

B5H4  B5H4  Ballast  tube 

C5A  C5A  Navy  type  B,  ELC5A        Obsolete  -  Replace  with  C6A 

C5B  C5B  5C30,  ELC5B,  CE315,      Thyratron,  gas 

CEL1552,  1552 

C5P14  C5F14  Thyratron,  similar  to  6278 

CE5  CE5A/B,  B,  C,  D  Gas  phototube 

CE5A/B  CE5A/B  Phototube 

CE5BB  5BB  See  5BB 

CE5C  CE5C  Phototube 

CE5U  (JE5U  Phototube 

C5F14  C5F14  Thyratron 
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Current 

Service 

Tube  Type 

Designation 

Other  Number 

Class  Description 

CE5WB 

5WB 

See5WB 

CR5 

CR5 

Thyratron 

E5A 

3J31 

See3J31 

EL5B 

4B22 

See  4B22 

EL5B2.5 

4B22 

See  4B22 

EL5BHD 

4B23 

See4B23 

ELC5A 

C5A 

SeeC5A 

ELC5B 

C5B 

SeeC5B 

EM5GC 

EM5GC 

Electrostatic  storage  tube 

GA5 

1B32/532A 

See  1B32/532A 

GA5A 

532 

See  532 

GV5A-1400 

GV5A-1400 

Corona  voltage  regulator 

GV5A-2000 

GV5A-2000 

Corona  voltage  regulator 

GV5A-2500 

GV5A-2500 

Corona  voltage  regulator 

GV5A-3000 

GV5A-3000 

Corona  voltage  regulator 

GV5C-4000 

GV5C-4000 

Corona  voltage  regulator 

KR5 

KR5 

Receiving  power  amplifier  pentode 

NE5 

NE5 

Unbased  argon  lamp  T-2 

NU5BB 

5BB 

See  5BB 

NU5WB 

5WB 

See  5WB 

P5 

P5 

Subminiature  pentode  power  amplifier 

PAX-5 

PAX-5 

Magnetron 

PM5 

PM5 

Power  measurement  lamp 

QBL5-4000 

7704 

See  7704 

REL5 

VT98(Br.) 

See  VT98(Br.) 

TUNGAR  5A 

4B36 

See  4B36 

V5 

V5 

Vacuum  phototube 

WE5B 

5B 

See  5B 

5.0 

C6A 

See  C6A 

5-4 

5-4 

Ballast  tube 

5-125B 

5-125B/4E27A 

Power  pentode,  unilateral  replacement 

for  4E27A 

5A6 

5A6 

DT275,  5A6/RT533 

Miniature  receiving  power  amplifier 

tube 

5A6/RT533 

5A6/RT533 

See  5A6 

5AB 

5AB 

Gas  phototube 

5ABP-  

5ABP  

Cathode  ray  tube,  electrostatic  deflec- 

tion and  focus 

5ACP4 

5ACP4 

Cathode  ray  tube,  magnetic  deflection, 

electrostatic  focus 

5ADP  - 

5ADP  - 

B1060 

Cathode  ray  tube,  5  inch 

5AEP7 

5AEP7 

Cathode  ray  tube,  magnetic  deflection, 

electrostatic  focus 

5  AFP  -- 

5AFP—  

K1147P  

Cathode  ray  tube,  electrostatic  focus 

and  deflection 

5AGP  

5AGP  

K1154P—  

Cathode  ray  tube,  electrostatic  focus 

and  deflection 

5AHP  

5AHP  

Cathode  ray  tube,  magnetic  deflection, 

electrostatic  focus 
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Tube  Type 

5AJP  

5ALP  

5AM8 

5AMP  

5AP  

5AP4/1805P4 
5AQP  

5AR4 

SARP  

5AS4 
5AS4A 
5AS8 
5AT4 
5A  .3 

5A  TP  

5AU4 
5AUP24 

5AV8 

5AVP7 

5AW4 

5AWP  

5AX4GT 
5AXP4 

5AZ4 
5AZP4 
5B 
5B8 

5821 


Current 
Service 
Designation 

5AJP  

5ALP  

5AM8 

5AMP  • 

5AP  

5AP4 

5AQP  

5AR4 

5ARP  

5AS4 

5AS4A 

5AS8 

5AT4 

5AT8 

5ATP  ■ 


Other  Number 


1805P- 


K1266 


5AU4 
5AUP24 

5AV8 

5AVP7 

5AW4 

5AWP--- 


52HAP7 


K1255P 


5AX4GT 
5AXP4 

5AZ4 

5AZP4 

5B 

5B8 

5B21 


WE5B 


CE235,  2183,  R15A, 
G683,  217283, 
GE2 17283,  766776 


Class  Description 

Cathode  ray  tube,  electrostatic  focus 

and  deflection 
Cathode  ray  tube,  magnetic  focus  and 

deflection 
Receiving  tube  for  series  string,  see 

also  6AM8 
Cathode  ray  tube,  electrostatic  focus 

deflection.  Similar  to  5YP  

Cathode  ray  tube,  electrostatic  focus 

and  deflection 
See  5AP  

Cathode  ray  tube,  electrostatic  focus 
and  deflection.  Similar  to  5ADP--- 

Double  anode  rectifier  (Canadian) 

Cathode  ray  tube,  electrostatic  focus 
and  deflection 

Receiving  full  wave  rectifier 
(Canadian) 

Receiving  full  wave  rectifier  (Cana- 
dian). Similar  to  5S4  electrically 

Receiving  diode-pentode,  similar  to 
6AS8 

Receiving  full  wave  high  vacuum 
rectifier 

Receiving  triode-pentode  converter, 
miniature 

Cathode  ray  tube,  electrostatic  focus 

and  deflection 
Receiving  twin  diode 
Cathode  ray  tube,  color  flying  spot 

scanner 

Miniature  receiving  medium  mu  tri- 

ode,  sharp  cut  off  pentode 
Cathode  ray  tube,  similar  to 

K1069P7 
Receiving  full  wave  hi  vacuum 

rectifier 

Cathode  ray  tube,  electrostatic  focus 

and  deflection 
Receiving  double  diode 
Cathode  ray  tube,  for  TV  receiver 

check 

Receiving  full  wave  rectifier 
Cathode  ray  tube,  projection 
Ballast  tube.  Replace  by  3-40 
Receiving  miniature  medium  mu  tri- 

ode  pentode 
Half  wave  gas  rectifier 
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Tube  Type 

5B24 
5B25 
5B33 
5BB 

5BCP  

5BDP  ■ 

5BE8 

5BEP  

5BFP  • 

5BGP  

5BHP  

5BJP7 

5BLP  

5BNP16 
5BP  

5BR8 

5BRP  

5BS8 
5BT8 

5BTP  

5BW8 

5BWP  

5BXP  

5BYP5 
5C21 

5C21/C6J 

5C22 

5C22A 

5C24 

5C27 

5C30 

5C37 


Current 
Service 
Designation 

38674 
4B22 
953D 
5BB 

5BCP--  

5BDP  

5BE8 

5BEP  - 

5BFP  

5BGP  

5BHP  

5BJP7 

5BLP  

5BNP16 
5BP  

5BR8 

5BRP  

5BS8 
5BT8 

5BTP-  

5BW8 

5BWP  

5BXP  

5BYP5 

C6J 
C6J 

5C22/HT415 

5C22A 

5C24 

227  A 

C5B 

327A 


Other  Number 

CE5BB,  NU5BB 
B1125 

K1069 
K1355 

K1253P,  928006-2 
T54P2 


ZP453,  ZP480, 

1802P  -,  VT- 

2525A5-C5 


C6J 

H1000,  GK50,  QK50 


Class  Description 

See  38674.  Replace  with  4B25 
See  4B22 
See  953D 
Gas  phototube 

Cathode  ray  tube,  magnetic  deflection 

and  focus 
Cathode  ray  tube,  electrostatic  focus 

and  deflection  dual  beam 
Miniature  medium  mu  triode  sharp 

cut-off  pentode 
Cathode  ray  tube,  electros'tatic  focus 

and  deflection. 
Cathode  ray  tube,  electrostatic  focus 

and  deflection,  dual  beair, 
Cathode  ray  tube,  electrostatic  focus 

and  deflection 
Cathode  ray  tube,  electrostatic  focus 

and  deflection 
Cathode  ray  tube,  electrostatic  focus 

and  deflection 
Cathode  ray  tube,  electrostatic  focus 

and  deflection 
Cathode  ray,  flying  spot  scanner  tube 
Cathode  ray  tube,  electrostatic  focus 
•  111,    and  deflection.  Similar  to  5HP  

except  base 
Receiving  miniature  triode  pentode 
Cathode  ray  tube,  magnetic  focus 

and  deflection,  miniature  neck 
Receiving  duo-triode,  miniature 
Receiving  duo  diode,  sharp  cut-off 

pentode 

Cathode  ray  tube,  electrostatic  focus 

and  deflection 
Double 

Cathode  ray  tube,  electrostatic 

focus  and  deflection 
Cathode  ray  tube,  electrostatic 

focus  and  deflection,  rectangular 
Cathode  ray  tube,  ultra  high 

resolution 
See  C6J 
See  C6J 

Grid  controlled  gas  rectifier 
Superseded  by  5C22 
Transmitting  triode 
See  227A 
See  C5B 
See  327A 
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Current 


Service 

Tube  Type  Designation  Other  Number 

5CAP   5CAP  

5CBP   5CBP  

5CEP11  5CEP11 

5CG4  5CG4 

5CG8  5CG8 

5CGP29  5CGP29 

5CHP11  5CHP11 

5CJP11  5CJP11 

SCKP1,  P16  5CKP1,  P16 

5CL8  5CL8 

5CLP7  5CLP7 

5CM6  5CM6 

5CP   5CP   ZP517,  ZP518,  C7491, 

C7519,  C7520 

5CQ8  5CQ8 

5CR8  5CR8 

5CSP5,  Pll  5CSP5,  Pll 

5CTP   5CTP  

5CU4  5CU4 

SCUP18  5CUP18 

5CVP   5CVP  

5CWP-   5CWP  

5CXP2  5CXP2 

5CZ5  5CZ5 

5D21  5D21 

5D22  5D22  4-250,  X117  ,  4-250/SD22 

5D23  5D23  5D23/RK65 

5D23/RK65  5D23 

5D24  5D24 

5DAP   5DAP  

5DBP   5DBP  --- 


Class  Description 

Cathode  ray  tube  for  special  high  fre- 
quency scope 
Cathode  ray  tube  for  special  high  fre- 
quency scope 
Cathode  ray  tube  electrostatic  focus 

magnetic  deflection 
Receiving  double  anode  rectifier 

(Japanese) 
Receiving  triode-pentode  converter 
Two  color  cathode  ray  tube 
Character  writing  cathode  ray  tube 
Very  high  resolution  cathode  ray  tube 
Cathode  ray  tube,  magnetic  focus 

and  deflection,  flying  spot  scanner 
Receiving  miniature  triode-tetrode 
Cathode  ray  tube,  electrostatic 
deflection,  high  sensitivity 
(British) 

Receiving  miniature  beam  pentode 
Cathode  ray  tube,  electrostatic  focus 

and  deflection 
Receiving  medium  mu  triode,  sharp 

cutoff  pentode,  similar  to  6CQ8 
Miniature  triode-pentode 
Cathode  ray  tube,  3  pairs  electro- 
static deflection  plates  * 
Cathode  ray  tube,  electrostatic 

focus  &  deflection,  dual  beam 
Receiving  full-wave  rectifier 
Cathode  ray  tube,  electrostatic 

focus,  magnetic  deflection,  tv 

recording 
Cathode  ray  tube,  electrostatic 

focus,  magnetic  deflection, 

rectangular 
Cathode  ray  tube,  electrostatic 

focus  and  deflection,  dual  beam 
Cathode  ray  tube,  electrostatic 

focus  and  deflection 
Receiving  beam  power  tube- 
Transmitting  pulse  amplifier  tetrode 
Transmitting  tetrode,  similar  to  5D24 
Transmitting  tetrode  power  amplifiei 
See  5D23 

Transmitting  tetrode.  Obsolete.  Uee 
5D22 

Cathode  ray  tube,  electrostatic 

focus  and  deflection 
Cathode  ray  tube,  electrostatic 

focus  and  deflection 


39 


MIL-HDBK-213A 
5  November  1963 


Current 

Service 

Tube  Type 

Designation 

Other  Number 

Class  Description 

5DEP  - 

5DEP  

Cathode  ray  tube,  electrostatic 

focus  and  deflection 

5DH8 

□UHo 

Miniature  receiving  high  mu  triode- 

pentode 

5DHP1,  P32 

5DHP1,  P32 

Cathode  ray  tube,  magnetic  focus 

and  deflection  (British) 

butxP  

bUK.r  

Cathode  ray  tube,  magnetic  focus 

and  deflection 

5DLP4 

5DLP4 

Cathode  ray  tube,  electrostatic 

focus,  magnetic  deflection  (TV 

monitor) 

5DNP  

5DNP  

51TCP19,  Z4413P7 

Cathode  ray  tube,  electrostatic 

focus  and  deflection 

5UP1 

5UP1 

Cathode  ray  tube.  Obsolete 

5DWP  

5DWP  

K1931 

Cathode  ray  tube,  electrostatic 

focus  and  deflection,  high 

sensitivity 

5DXP  

5DXP  

Cathode  ray  tube,  electrostatic  focus 

and  deflection,  high  sensitivity 

5DYP  

5DYP  

Cathode  ray  tube,  magnetic  deflec- 

tion, electrostatic  focus,  low  drive 

oee  lAi/oni 

5EA8 

5EA8 

Miniature  triode-pentode 

5EAP7 

5EAP7 

Cathode  ray  tube,  electrostatic 

focus  magnetic  deflection,  off- 

center  neck 

5EBP7 

5EBP7 

.1_J               .    i            1       »  _    i    » ■ 

Cathode  ray  tube,  electrostatic 

focus,  mag.  defl.,  off-center  neck 

5EDP  

5EDP  

Cathode  ray  tube,  electrostatic 

focus,  magnetic  deflection 

5EH8 

bEH8 

Miniature  medium  mu  triode-pentode 

mixer 

5EP  - 

5EP  -  -  - 

Cathode  ray  tube 

5FP-  

5FP  

UL475,  ZP475,  18I2P--- 

Cathode  ray  tube,  magnetic  deflectior 

C747-3U 

and  focus 

5GP1 

5GP1 

Cathode  ray  tube.  (In  Navy  equip- 

ment  replace  with  bBPl) 

5H4 

5H4 

Ballast  tube 

bHP  

CLIO 

bHF  

IwbUo 

Cathode  ray  tube,  electrostatic  focus 

and  deflection,  oame  as  bor  • 

except  base 

5HP26 

5HP26 

Cathode  ray  tube  electrostatic  focus 

and  deflection.  (British) 

5HP28 

5HP2S 

Cathode  ray  tube  electrostatic  focus 

and  deflection 

5J6 

5J6 

Receiving  miniature  medium  mu  twin 

triode 

5J21 

5J21 

1382M 

Magnetron 

5J22 

5J22 

1382M 

Magnetron 

5J23 

5J23 

1382M 

Magnetron 

40 


MIL-HDBK-213A 
■5  November  1963 


Current 

Service 

t  l  _  *r 

1 ube  1  ype 

Designation 

Other  Number 

Class  Description 

ST94 

looZM 

Magnetron 

ST2S 

ST9S 

Magnetron 

ST9rS 

OJ  Zo 

1  yT7C.ll    1  /1TCIJ 

14/OM,  I4/oM 

Tunable  4J21-30  Magnetron 

ST9Q 

Magnetron 

OJOU 

Magnetron.  Obsolete  superseded  by 

C  TO*} 

5J32 

SHI 

c:  T0 1 

Magnetron.  Obsolete  superseded  by 

C  TOO 

SH? 

cno 
JJOZ 

/LOOO 

Magnetron,  supersedes  5J30 

ST^ 

OJ  OJ 

Magnetron.  Supersedes  5J31 

STP  

STF--  

Tronic  nc. 

Cathode  ray  tube,  electrostatic  focus 

and  deflection 

SK*4fl 

4zUn,  DN4U/4ZU 

Klystron 

SK"4n/4?n 

>Ji\*lU/  4£U 

See  oK4U 

OLr  

oLF  

2511A5-D5,  C7514, 

Cathode  ray  tube,  electrostatic  focus 

C/l     1  IT 

04- I  1  1 

and  deflection 

cr  DDI 
OL.nK  1 

ci  RD1 

uatnode  ray  tube,  Potentiometer 

SWP-- 

^MP 

OMr  

ZOUjAj,  Z0U3U3, 

Cathode  ray  tube,  electrostatic  focus 

ocnt  pic 

and  deflection 

5NP 

Cathode  ray  tube  (5BP1  with  re- 

stricted gun  length),  electrostatic 

focus  and  deflection 

5gp  

Sf  IP 

Cathode  ray  tube,  magnetic  deflection 

and  focus 

^R^P 

Full  wave  hi-vacuum  rectifier 

Dn4b  1  Y 

5R4GY  with  T-12  enevlope 

On^iU  i 

CD/|(",V 

Receiving  full  wave  hi  vacuum  duodi- 

• 

ode  rectifier 

jn4Li  I  A 

Dn4bi A 

See  5H4GTY 

SR4WP A 

CR/IWp  a 

O  •■                                Jill                         1  • 

Heceiving  rugged  full  wave  hi  vacuum 

rectifier  similar  to  5R4GY 

SR4WPR 

c.R/IWPR 

Heliable  receiving  rugged  full  wave 

hi  vacuum  rectifier,  equivalent  to 

on4bA  ana  similar  to  5H4GY 

RRylU/PV 

0n4Wb i 

bee  also  5R4WGA 

SR4WHYA 

SR4WHYA 

oee  also  DrwWuD 

SRP  -  - 

SRP 

Cathode  ray  tube,  electrostatic  focus 

U11U  UcllcLllOn 

5SP-  - 

5SP  

Cathode  ray  tube,  electrostatic  focus 

and  deflection,' dual  beam' 

5T4 

5T4 

VT-114 

Receiving  duodiode  rectifier 

5T8 

5T8 

Triple  diode  triode,  miniature  button, 

9-pin 

5TF4 

5Th4 

Ballast  tube 

5TP4 

5TP4 

Cathode  ray  tube,  mirror  backed 

projection 

5U4G 

5^!4G 

VT-244 

Receiving  duodiode  rectifier  (similar 

to  5Z3,  5T4  and  British  VU71).  See 
also  5931.  Not  directly  interchange- 
able 
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5U4GA 
5U4GB 

5U8 

5UP  

5V3 
5V4G 

5V4GA 
5V4GY 

5VP7 
5W4 
5W4G 
5W4GT 

5WB 

5WP  

5X2P--  

5X3 

5X3P  

5X4G 

5X4GA 

5X4GT 
5X8 

5XP---  


5Y3G 
5Y3GT 


5Y3GT/G 

5Y3P  

5Y3WGT 
5Y3WGTA 

5Y3WGTB 

5Y4G 

5Y4GT 


Current 
Service 

Designation  Other  Number  Class  Description 

5931  See  5931 

5U4GB  Hi  vacuum  full  wave  rectifier  receiv- 

ing tube 

5U8  Receiving  miniature  triode-pentode 

converter 

5UP   Cathode  ray  tube,  electrostatic  focus 

and  deflection 

5V3  Full  wave,  hi  vacuum  rectifier 

5V4G  VT-206A,  274  Receiving  duodiode  rectifier  (nearest 

equivalent  is  5U4G) 

5V4GA  Receiving  duodiode  rectifier 

5V4GY  Type  5V4G  with  nicanol  base.  Obso- 

lete use  5V4G 

5VP7  Cathode  ray  tube.  (Canadian) 

5W4  VT-97*  Receiving  duodiode  rectifier 

5W4G  Replace  with  5W4GT 

5W4GT  Receiving  duodiode  rectifier  (similar 

to  5Y3GT,  5V4G  and  5Z4GT) 
5WB  WL739,  4GTP,  CE5WB,      Gas  phototbue 

NU5WB,  G4 

5WP   Cathode  ray  tube,  metal  backed.  Mag- 

netic deflection,  electrostatic  focus 

5X2P   Cathode  ray  tube,  dual  gun 

5X3  Receiving  duodiode  rectifier  (similar 

to  80  and  83V) 

5X3P   Cathode  ray  tube,  triple  gun  " 

5X4G  Receiving  duodiode  rectifier  (type  5Z3 

characteristics) 

5X4GA  Receiving  full  wave  rectifier,  T- 12, 

similar  to  5V4GB 

5X4GT  Never  made.  Use  5X4G 

5X8  Receiving  triode-pentode  converter 

5XP   Cathode  ray  tube,  high  voltage,  high 

sensitivity.  Electrostatic  focus  and 

deflection 

5Y3G  Replace  with  5Y3GT 

5Y3GT  5Y3GT/G  Receiving  duodiode  rectifier  (similar 

to  5W4GT/G  and  5V4G,  similar  tc  . 

5Y3WGT) 

5Y3GT  VT-197A  See  5Y3GT 

5Y3P   Cathode  ray  tube.  Triple  gun 

5Y3WGT  Ruggedized  version  of  5Y3GT 

5Y3WGTA  Receiving  duodiode  rectifier,  equiva- 

lent to  5Y3GT 

5Y3WGTB  Z2099,  6087  Receiving  duodiode  rectifier,  equiva- 

lent to  5Y3GT 

5Y4G  Receiving  duodiode  rectifier  (type  80 

characteristics) 

5Y4GT  Receiving  duodiode  rectifier 
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Current 
Service 


Tub**  Tvoe 

De  si  gnotion 

Other  Number 

Class  Description 

5YP  

5YP  

Cathode  ray  tube,  electrostatic  deflec- 

tion and  focus 

5Z2P  

5Z2P-  

Cathode  ray  tube,  dual  gun 

5Z2P11-S1 

5Z2P11-S1 

Special  5Z2P11  for  dual  X-axis  input 

5Z3 

5Z3 

VT-145 

Receiving  duodiode  rectifier  (5U4G 

characteristics) 

5Z3P  

5Z3P  

Cathode  ray  tube-triple  gun 

5Z4 

5Z4 

VT-74 

Receiving  duodiode  rectifier 

5Z4G 

5Z4G 

S  uperseded  by  5Z4GT 

5Z4GT 

5Z4GT 

Receiving  duodiode  rectifier  (similar 

to  5V4G,  5Y3GT/G  and  5W4GT/G) 

obsolete.  Nearest  equivalent  is  5Z 

5Z4MG 

5Z4MG 

Obsolete,  equivalent  to  5Z4 

5Z4P-  - 

5Z4P  - 

Cathode  ray  tube  -  quadruple  gun 

5ZP  

5ZP  

Cathode  ray  tube,  electrostatic  focus 

and  deflection 

B6 

5621 

See  5621 

BL6 

BL6 

TR  tube,  X  band  for  improved  version 

see  BL93  and  BL93A 

BS6 

BS6 

100C,  1B75,  VG10 

Beta  Gamma  Counter  tube 

C6A 

C6A 

ELC6A,  1661,  Navy 

Thyratron  supersedes  ELC5A 

Type  C,  WX3170,  5.0 

C6C 

C6C 

ELC6C 

Thyratron 

C6J 

C6J 

5C21,  CE306,  5C21/C6J, 

Thyratron,  gas  triode 

ELC6J 

C6J60 

C6J60 

Xenon  filled  thyratron  t 

C6J/A 

5685/C6J/A 

See  5685/C6J/A 

C6L 

5528/C6L 

See  5528/C6L 

C6M 

C6M 

Thyratron,  similar  to  C6J 

CA6 

CA6 

X-ray  tube  (crystal  analyzing) 

CE6 

CE6A/B,  C,  D 

Phototube 

CE6A/B 

CE6A/B 

Phototube 

CE6C 

CE6C 

Phototube 

CE6D 

CE6D 

Phototube 

CV6 

CV6 

UHF  triode  (British) 

D6-TF10 

D6-TF10 

Ballast  tube 

EL6B 

EL6B 

Half  wave  gas  rectifier 

See  6C 

EL6B/L 

6983 

See  6983 

EL6C 

6C 

4B25  electrically  same;  has  different 

base 

ELC6A 

C6A 

See  C6A 

ELC6 

C6C 

See  C6C 

ELC6J 

C6J 

See  C6J 

ELC6J/K 

6864 

See  6864 

ELC6J/KF 

6871 

See  6871 

FA6 

FA6 

Vacuum  switch  (SPDT) 

FR6 

FR6 

Neon  voltage  regulator 

G6 

G6 

Gas  phototube 

GL6C21 

6C21 

See  6C21 
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Current 

Service 

Tube  Type 

Designation 

Other  Number 

Class  Description 

GV6A-700 

GV6A-700 

Corona  voltage  regulator 

GV6A-2000 

GV6A-2000 

Corona  voltage  regulator 

GV6A-2100 

GV6A-2100 

Corona  voltage  regulator 

HW-6 

HW6 

Half  wave  mercury  rectifier 

HY6A8GTX 

6A8GTX 

See  6A8GTX 

HY6J5GTX 

6J5GTX 

See  6J5GTX 

HY6J7GTX 

6J7GTX 

See  6J7GTX 

HY6K7GTX 

6K7GTX 

See  6K7GTX 

HY6K8GTX 

6K8GTX 

See  6K8GTX 

HY6L6GX 

6L6GX 

See  6L6GX 

HY6SA7GTX 

6SA7GTX 

See  6SA7GTX 

HY6SJ7GTX 

6SJ7GTX 

See  6SJ7GTX 

HY6SK7GTX 

6SK7GTX 

See  6SK7GTX 

HY6V6GTX 

6V6GTX 

See  6V6GTX 

IC-6 

7177 

See  7 177 

NB6 

NB6 

Resistance  tube  Obsolete 

PM6 

PM6 

Power  measurement  lamp 

QP6 

RK61 

See  RK61 

R6A 

4B26 

See  4B26 

RK6D21 

6D21 

See  6D21 

RK6D22 

6JD22 

See  6D22 

SS6C5G 

SS6C5G 

Special  selected  6C5G.  Replace  with 

6C5GT 

SS6J5GT 

SS6J5GT 

Specially  selected  6J5GT 

SS6J5GT/G 

6J5GT 

See  6J5GT 

SS6K7G 

6K7G 

See  6K7G 

SS6W7G 

SS6N7G 

Replace  with  6N7GT 

SS6V6G 

SS6V6G 

Replace  with  6V6GT 

TGC-6 

TGC-6 

Geiger-Mueller  counter  tube 

V6 

V6 

Vacuum  phototube 

WE6A 

6A 

See  6A 

WE6B 

6B 

See  6B 

ZP6B 

2C43 

See  2C43 

6 

6A 

See  6A 

6-4B 

6-4B 

Ballast  tube 

6-8B 

6-8B 

Ballast  tube 

6-10 

6-10 

Ballast  tube 

6-11 

6-11 

Ballast  tube 

6-11A 

6-11A 

Ballast  tube 

6A 

6A 

WE6A,  6 

Current  regulator  -  Ballast  tube 

CAT 

DrtJ 

OAJ 

Receiving  triode  power  amplifier  (type 

6B4G  characteristics) 

6A3  Special 

6A3  Special 

FNH 

Special  type  6 A3 

6A4 

6A4/LA 

Receiving  pentode  power  amplifier- 

Obsolete  similar  to  52  and  41 

6A4LA 

6A4/LA 

LA,  6A4 

See  6A4 

6A5 

6A5 

Receiving  triode  power  amplifier. 

Obsolete 

6A5G 

6A5G 

Receiving  triode  power  amplifier  - 

Obsolete  nearest  equivalent  is  6B4G 
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Current 
Service 

Tube  Type  Designation  Other  Number 

6A6  6A6 

6A6X  6A6X 

6A7  6A7 

6A7S  6A7S 

6A8  6A8 

6A8G  6A8G  VT-151 

6A8GT  6A8GT  VT-151B 

6A8GTX  6A8GTX  HY6A8GTX 

6A8MG  6A8MG 

6AB4  6AB4 

6AB5  6AB5/6N5 

6AB5/6N5  6AB5/6N5  6AB5, 6N5, 6N5G 

6AB6G  6AB6G 

6AB7  6AB7  1853, 6AB7/1853 

6AB7/1853  6AB7  VT-176 

6AB7Y  6AB7X 

6AB8  6AB8 

6AC5  6AC5 

6AC5G  6AC5G 

6AC5GT  6AC5GT 

6AC6G  6AC6G 

6ACGT  6AC6GT 

6AC7  6AC7  1852, 6AC7/1852 

6AC7/1852  6AC7  VT-112 

6AC7A  6AC7W 

6AC7W  6AC7W  A4073F 

6AC7WA  6AC7WA  6134 

6AC7Y  6AC7Y 

6AD4  6AD4 

6AD5G  6AD5G 

6AD6G  6AD6G 

6AD7G  6AD7G 

6AD8  6AD8 

6AE5  6AE5 

6AE5G  6AE5G 

6AE5GT  6AE5GT  6AE5GT/G 

6AE5GT/G  5AE5GT 


Class  Description 

Receiving  twin  triode  amplifier  (6N4 

characteristics) 
Type  6A6  with  ceramic  base 
Receiving  pentagrid  converter 
Receiving  pentagrid  converter 

(shielded  type  6A7) 
Receiving  pentagrid  converter 
Receiving  pentagrid  converter  (obso- 
lete, use  6A8GT) 
Receiving  pentagrid  converter.  Simi- 
lar to  6D8G  and  6A7 
Receiving  pentagrid  converter- 
ceramic 

Obsolete-  eguivalent  to  6A8,  6A8G, 

and  6A8GT 
Miniature  high  mu  RF  triode 
See  6AB5/6N5 

Electron  ray  tuning  indicator  -  ob- 
solete (similar  to  6E5  and  6U5/ 
6G5) 

Receiving  power  amplifier  (obsolete). 

Use  6N6G 
Receiving  pentode  amplifier 
See  6AB7 

6AB7  with  Micanol  base  k 
Miniature  triode  pentode 
Never  made.  Use  6AC5GT 
Replace  with  6AC5GT 
Receiving  triode  power  amplifier 
Receiving  power  amplifier.  Obsolete 
Receiving  power  amplifier 
Receiving  pentode  amplifier,  sharp 

cut  off 
See  6AC7 

Obsolete,  superseded  by  6AC7W 
Ruggedized  version  of  6 ACT  (similar 

to  1649).  See  Z-2095 
Receiving  RF  pentode,  sharp  cutoff 
6AC7  with  Micanol  base  - 
Subminiature  high  mu  triode 
Receiving  triode 

Electron  ray  tuning  indicator  (obso- 
lete, use  6AF6G) 
Receiving  triode  pentode  amplifier 
Miniature  duo-diode  pentode 
See  also  6AE5GT 
Use  6AE5GT 

Receiving  triode  amplifier  (obsolete) 
See  6AE5GT 
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Tube  Type 

6AE6G 

6AE7GT 

6AE8 
6AF3 
6AF4 
6AF4A 

6AF5G 

6AF6G 

6AF7G 

6AF11 

6AG5 


6AG5WA 

6AG6G 

6AG7 

6AG7W 

6AG7Y 

6  AG  11 

6AH4GT 

6AH5G 

6AH6 

6AH6WA 

6AH7GT 

6AJ4 

6AJ5 
6AJ6 
6AJ7 

6AJ7/6AC7 

6AJ8 
6AK4 

6AK5 

6AK5/403A 

6AK5W 

6AK5WA 

6AK6 

6AK6WA 


Current 
Service 
Desi  gnation 

6AE6G 

6AE7GT 

6AE8 
6AF3 
6AF4 
6AF4A 

6AF5G 

6AF6G 

6AF7G 

6AF11 

6AG5 


6186/6AG5WA 

6AG6G 

6AG7 

6AG7W 

6AG7Y 

6AG11 

6AH4GT 

6AH5G 

6AH6 

6AH6WA 

6AH7GT 

6AJ4 

6AJ5 
6AJ6 

6AJ7/6AC7 
6AJ7/6AC7 

6AJ8 
6AK4 

6AK5 

6AK5 

5654/6AK5W 
6AK5WA 
6AK6 
6AK6WA 


Other  Number 


VT-247 


7755 


6AJ7 


731A,  1381HQ,  403A, 
6AK5/403A 

Z1494 


Class  Description 

Receiving  single  grid  twin  plate 

triode  (obsolete) 
Receiving  twin  grid  triode  amplifier 

(obsolete) 
Miniature  triode  hexode 
Receiving  diode 
Miniature  triode 

Miniature  triode,  similar  to  3AF4A 

except  heater 
Receiving  triode  voltage  amplifier- 
obsolete.  Use6P5GT 
Twin  electron  ray  tuning  indicator 

(see  6AD6G) 
Twin  electron  ray  tuning  indicator 

(French) 
Receiving  dual  triode,  pentode, 

Compactrpn 
Miniature  pentode  amplifier  (similar 

to  6AK5),  for  high  vacuum  version 

see  6BC5 
See  6186/6AG5WA 
Receiving  pentode  power  amplifier 
Receiving  pentode  power  amplifier, 

see  6CL6,  12BY7 
Ruggedized  version  of  6AG7.  Never 

made 

6AG7  with  micanol  base 

Receiving  dual  diode,  twin  triode 

TV  triode  amplifier 

Receiving  power  amplifier 

Miniature  button  pentode  amplifier 

Reliable  version  of  6AH6 

Receiving  twin  triode  oscillator  and 
mixer.  Obsolete 

Miniature  UHF  triode 

28V  plate  version  of  6AK5  pentode 

Receiving  tetrode  amplifier  (obsolete) 

See  6AJ7/6AC7 

Type  6AC7  with  grounding  ring 
(Canadian) 

Receiving  triode  heptode 

Submlniature  medium  mu,  UHF 
triode.  Use  5718 

Miniature  type  UHF  pentode  ampli- 
fier. Similar  to  6AG5 

See  6AK5 

See  5654/6AK5W  and  6096 
Never  made 

Miniature  type  pentode  amplifier 
Use  6AK6 
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Current 
Service 

Tube  Type  Designation  Other  Number 

6AK76AG7  6AK7/6AG7 

6AK8  6AK8 

6AL5  6AL5 

6AL5W  5726/6AL5W 

6AL6  6AL6 

6AL6G  6AL6G 

6AL7GT  6AL7GT 

6AL11  6AL11 

6AM4  6AM4 

6AM5  6AM5 

6AM6  6AM6 

6AM8  6AM8 

6AM8A  6AM8A 

6AN4  6AN4  SR1553D 

6AN5  6AN5  CK612 

6AN5WA  6AN5WA 

6AN6  6AN6 

6AN7  6AN7 

6AN8  6AN8 

6AN8A  6AN8A 

6AQ4  6AQ4 

6AQ5  ,  6AQ5  A4450 

6AQ5A  6AQ5A 

6AQ5W  6005/6AQ5W 

6AQ6  6AQ6  A4375A,  D28 

6AQ7GT  6AQ7GT 

6AP5  6AR5 

6AR6  6AR6  7756 

6AR6WA  6098/6AR6WA 

6AR7GT  6AR7GT 

6AR8  6AR8 

6AS5  6AS5 

6AS6  6AS6  7752,  409A,  6AS6/409A 

6AS6/409A  6AS6 


Class  Description 

Type  6AG7  with  grounding  ring. 

(Canadian) 
Triple  diode-triode,  9  pin  (Dutch) 
Miniature  twin  diode 
See  5726/6AL5W,  6097 
Receiving  power  amplifier 
Receiving  tetrode  power  amplifier 
Electron  ray  indicator  tube 
Receiving  dissimilar  double  pentode 
Miniature  high  mu  triode 
Power  amplifier  pentode  (British) 
Miniature  power  pentode  (British) 
Receiving  diode  pentode 
Quick  warm  up  version  of  6AM8 
Miniature  high  mu  triode,  see  also 

8334/1218A  for  Military  version 
Miniature  pentode  beam  power 

amplifier 
Reliable  receiving  beam  power 

amplifier 

Receiving  miniature  duo  double  diode 

rectifier  (4  anodes) 
Miniature  triode-hexode  frequency 

converter 
Receiving  miniature  triode-sharp  cut 

off  pentode 
Quick  warm  up  version  of  6AN8 
Miniature  triode  (British) 
Miniature  beam  power  amplifier. 

Similar  to  6V6GT 
Controlled  heater  warm-up  version 

of  6AQ5 
See  6005/6AQ5W  and  6095 
Miniature  duo-diode  triode 
Receiving  duplex  diode,  high  mu 

triode,  similar  to  7K7 
Miniature  pentode  power  amplifier, 

equivalent  to  glass  octal  version 

6K6-GT 

Transmitting  and  receiving  tetrode 
power  amplifier. 
See  also  6098/6 AR6W A 

See  6098/6AR6WA 

Miniature  double  diode  pentode 

Receiving  sheet  beam  tube  for  TV 
sync,  detector 

Miniature  beam  power  pentode,  mini- 
ature version  of  35L6GT  and  35B5 

Miniature  pentode  amplifier 

See  6AS6 
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Current 
Service 

Tube  Type  Designation  Other  Number 

6AS6W  5725/6AS6W 

6AS7G  6AS7G  A4475 

6AS7GA  6AS7GA 

6AS7GT  6AS7GT 

6AS8  6AS8 

6AS11  6AS11 

6AT6  6AT6 

6AT8  6AT8 

6AT8A  6AT8A 

6AU4GT  6AU4GT 

6AU4GTA  6AU4GTA 

6AU5GT  6AU5GT 

6AU6  6AU6 

6AU6A  6AU6A 

6AU6WA  6AU6WA  6136 

6AU6WB  6AU6WB 

6AU8  6AU8 

6AU8A  6AU8A 

6AV4  6AV4 

6AV5GA  6AV5GA 

6AV5GT  6AV5GT 

6AV6  6AV6 

6AV11  6AV11 

6AW7GT  6AW7GT 

6AW8  6AW8 

6AW8A  6AW8A  6136 

6AX3  6AX3 

6AX4GT  6AX4GT 

6AX5GT  6AX5GT 

6AX6G  6AX6G 

6AX7  6AX7 

6AX8  6AX8 

6AY3  6AY3 

6AZ5  6AZ5    '  SD1024 

6AZ6  6AZ6  NU1106 

6AZ8  6AZ8 

6B  6B  WE6B 


Class  Description 

See  5725/6AS6W 

Receiving  twin  triode  for  electronic 

voltage  regulator  application.  See 

reliable  version  6080WA 
Receiving  low  mu  twin  triode 
Receiving  low  mu  twin  triode 
Receiving  diode-sharp  cutoff  pentode 
Receiving  dual  triode,  pentode 
Miniature  version  of  6Q7G 

(duodiode-triode) 
Receiving  triode-pentode  converter 
Quick  warm  up  version  6AT8 
Receiving  half  wave,  hi  vacuum 

rectifier 
Receiving  half  wave,  hi  vacuum 

rectifier 
Beam  power  amplifier 
Miniature  version  of  6SH7  Improved 

Z2097 

Controlled  heater  warm-up  time  ver- 
sion of  6AU6 
Reliable  version  of  6AU6.  See  6136 
Reliable  sharp  cut  off,  RF,  pentode. 
Receiving  miniature  pentode-medium 

mu  triode. 
Controlled  heater  warm-up  time  ver- 
sion of  6AU8 
Miniature  full  wave  rectifier 
Receiving  beam  pentode 
Receiving  beam  power  amplifier 
Miniature  double  diode  high  mu 
triode 

Receiving  triple  triode,  Compactron 

Receiving  double  diode  triode 

High  mu  triode-sharp  cut  off  pentode 

Controlled  heater  warm-up  time  ver- 
sion of  6AW8 

Receiving  damping  diode 

Half  wave  high  vacuum  rectifier  for 
TV  damper  service 

Full  wave  high  vacuum  rectifier 

Full  wave  rectifier 

High  mu  twin  triode 

Receiving  triode-pentode 

Receiving  half-wave  rectifier, 
damping 

Subminiature  double  diode 

Subminiature  twin  diode 

Miniature  medium  mu  triode-pentode 

Ballast  tube 
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Tube  Type 

6B3 
6B4G 
6B5 
6B6G 

6B7 

6B7S 
6B8 

6B8G 

6B8GT 

6B10 

6B21 

6BA3 
6BA4 

6BA5 
6BA6 

6BA6W 
6BA7 

6BA8 

6BA8-A 


6BA11 

6BC4 
6BC5 

6BC7 
6BC8 

6BD4 
6BD4A 
6BD5GT 
6BD6 

6BD7 
6BD11 


Current 
Service 
Designation 

6B3 
6B4G 
6B5 
6B6G 


6B7 

6B7S 
6B8 

6B8G 

6B8GT 

6B10 

6B21 

6BA3 
6BA4 

6BA5 
6BA6 

5749/6BA6W 
6BA7 

6BA8 

6BA8-A 


6BA11 

6BC4 
6BC5 

6BC7 
6BC8 

6BD4 
6BD4A 
6BD5GT 
6BD6 

6BD7 
6BD11 


Other  Number 


10E/340,  VT162(Br.), 
VT-68 

VT-93 

VT-93A 
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Class  Description 

Receiving  half  wave  rectifier 

(Canadian). 
Receiving  triode  power  amplifier. 

Similar  to  6A5G,  6A3 
Receiving  direct  coupled  double  triode 

amplifier 

Receiving  duodiode  triode.  Similar  to 
6T7G;  Nearest  equivalent  6Q7GT; 
Type  75  characteristics 

Receiving  duodiode  pentode 

6B7  with  spray  shield 
Receiving  duodiode  pentode.  Similar 
to6B7 

Receiving  duodiode  pentode 
Receiving  duodiode  pentode 
Receiving  dual  diode,  twin  triode, 

Compactron 
Transmitting  diode  vacuum  rectifier 

(Lewis) 

Receiving  half-wave  rectifier,  damper 
Planar  triode,  for  use  as  amplifier  in 

UHF  TV  region. 
Subminiature  pentode 
Miniature  version  of  6SG7.  See  also 

5749,  A4461 
See  5749/6BA6W 

Miniature  pentode  converter,  minia- 
ture 6SB7Y 

Miniature  medium  mu  triode,  sharp 
cut  off  pentode 

Receiving  miniature  medium  mu  tri- 
ode, sharp  cut  off  pentode,  similar 
to  8BA8A. 

Receiving  triode,  twin  pentode, 
Compactron 

Miniature  UHF  medium  mu  triode 

Miniature  pentode,  hi  vacuum  version 
of  6AG5. 

Miniature  triple  diode  ~ 

Miniature  button,  medium  mu,  semi 
remote  twin  triode. 

Receiving  sharp  cutoff  beam  triode 

Receiving  sharp  cutoff  beam  triode 

Receiving  beam  pentode 

Miniature  RF  pentode  (equivalent  to 
6SK7GT) 

Miniature  double  diode  triode  (Dutch) 
Rec.  dual  triode,  pentode, 
Compactron 
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Current 
Service 

Tube  Type  Designation  Other  Number 

6BE6  6BE6 

6BE6W  5750/6BE6W 

6BE7  6BE7 

6BE8  6BE8 

6BE8A  6BE8A 

6BF5  6BF5 

6BF6  6BF6  A4442 

6BF7  6BF7 

6BF7A  6BF7A 

6BF7W  6BF7W 

6BF8  6BF8 

6BF11  6BF11 

6BG6G  6BG6G 

6BG6GA  6BG6GA 

6BG6GTB  6BG6GTB 

6BG7  6BG7 

6BH3  6BH3 

6BH5  6BH5 

6BH6  6BH6  A4524A 

6BH8  6BH8 

6BJ3  6BJ3 

6BJ5  6BJ5 

6BJ6  6BJ6 

6BJ6A  JBJ6A 

6BJ7  6BJ7 

6BJ8  6BJ8 

6BK4  6BK4 

6BK5  6BK5 

6BK6  6BK6 

6BK7  6BK7 

6BK7A  6BK7A 

6BK7B  6BK7B 

6BK8  6BK8 

6BL4  6BL4 

6BL5GT  6BL5GT 

6BL6  6BL6  SD835H 

6BL7GT  6BL7GT 

6BL7GTA  6BL7GTA 

6BL8  6BL8 


Class  Description 

Miniature  version  of  6SA7.  See  also 

5750.  See  5750/6BE6W 
Miniature  heptode  converter  (Dutch) 
Miniature  medium  mu  triode-sharp 

cut  off  pentode  (Dutch) 
Controlled  warm  up  version  of  6BE8 
Miniature  pentode  power  amplifier 
Miniature  duodiode  equivalent  electri- 
cally only,  to  6SR7) 
Subminiature  double  triode. 

See  also  6111. 
Subminiature  double  triode. 

See  also  6111 
Rugged  subminiature  twin  triode. 

Use  6111 
Miniature  sextuple  diode 
Rec.  double  pentode,  Compactron 
Receiving  beam  power  amplifier 
6BG6G  with  T- 12  envelope-Receiving 

beam  power  amplifier 
Beam  power  amplifier 
Subminiature  double  triode 
Rec.  half-wave  rectifier,  damper 
Miniature  pentode,  variable  mu. 
Miniature  sharp  cut  off  RF  pentode 
Miniature  triode-pentode  » 
Rec.  damping  diode,  Compactron 
Miniature  pentode  (Australian) 
Miniature  remote  cut  off  pentode 
Miniature  remote  cut  off  pentode 
Receiving  triple  diode,  miniature 
Miniature,  medium  mu  triode, 

duo-diode 
Triode  voltage  regulator 
Miniature  beam  power  pentode 
Double  diode  triode,  miniature 
Miniature  twin  triode 
Miniature  twin  triode,  equivalent  to 

and  interchangeable  with  6BK7 
Controlled  heater  warm  up  time  ver-  . 

sion  of  6BK7. 
'  Miniature  Af  pentode 
Half  wave  vacuum  rectifier 
Space  charge  tetrode,  similar  to  a 

beam  tube 
Klystron,  separate  cavity 
Receiving  twin  triode,  low-mu 
Improved  6BL7GT 

Receiving  triode  pentode-(Canadian) 
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T, 


Cu  rrent 

Service 

Tub©  Type 

Designation 

Other  Number 

Class  Description 

6BM5 

6BM5 

Miniature  wide  band  power  amplifier 

pentode 

6BM6 

6BM6 

SD835K 

Klystron,  separate  cavity  type 

6BM6A 

6BM6A 

Pulse  tested  6BM6 

6BM8 

6BM8 

Receiving  triode-pentode-  (Canadian) 

6BN4 

6BN4 

Medium  mu  triode 

6BN4A 

6BN4A 

Miniature  medium  mu  triode 

6BN5 

6BN5 

Output  pentode 

6BN6 

6BN6 

Miniature  beam  pentode 

6BN7 

6BN7 

Miniature  twin  triode 

6BN8 

6BN8 

Receiving  miniature,  hi  mu  triode, 

twin  diode 

6BQ5 

6BQ5 

EL84 

Receiving  power  pentode 

6BQ6G 

6BQ6G 

Receiving  beam  power  pentode 

6BQ6GA 

6BQ6GA 

6BQ6GA/6CU6 

Receiving  beam  power  pentode 

6BQ6GA/6CU6 

6BQ6GA/6CU6 

6BQ6GA 

Receiving  beam  power  pentode 

BQ6GT 

BQ6GT 

Receiving  beam  power  pentode 

6BQ6GTA 

6BQ6GTA 

Receiving  beam  power  pentode 

6BQ6GTB/6CU6 

6BQ6GTB/6CU6 

Receiving  beam  power  pentode 

6BQ7 

6BQ7 

Miniature  twin  triode,  use  6BQ7A 

6BQ7A 

6BQ7A 

Receiving  high  frequency  twin  triode 

6BR5 

6BR5 

Electron  ray  tuning  indicator, 

(Canadian) 

6BR7 

6BR7 

Miniature  pentode 

6BR8 

6BR8 

Receiving  triode-pentode 

6BS3 

6BS3 

Half-wave  high-voltage  vacuum 

6BR8A 

6BR8A 

rect. 

Same  as  6BR8  except  controlled 

heater  warming  time 

6BS5 

6BS5 

Rectifier  (French) 

6BS7 

6BS7 

Low  noise  amplifier  pentode  (British! 

6BS8 

6BS8 

Miniature  medium  mu  twin  triode 

6BT6 

6BT6 

Miniature  double-diode  triode 

6BT8 

6BT8 

Miniature  reliatron 

6BU4 

6BU4 

Receiving  sharp  cut  off  beam  triode 

6BU5 

6BU5 

Receiving  beam  pentode 

6BU6 

6BU6 

Miniature  double  diode  triode 

6BU8 

6BU8 

Receiving  miniature  twin  pentode 

6BV7 

6BV7 

Miniature  double  diode  power  output 

pentode  (Australian) 

6BW4 

6BW4 

Miniature  button  cathode  type  full 

wave  rectifier 

6BW6 

6BW6 

Miniature  beam  power  tetrode  ampli- 

fier (British) 

6BW7 

6BW7 

Miniature  receiving  RF  pentode 

(British) 

6BW8 

6BW8 

Receiving  duplex-diode  pentode,  mi-l- 

ot ure 

6BX4 

6BX4 

Receiving  miniature  HV  full  wave 

rectifier  (French) 
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Current 
Service 

Tube  Type  Designation  Other  Number 

6BX6  6BX6 

6BX7GT  6BX7GT 

6BX8  6BX8 

6BY4  6BY4 

6BY5G  6BY5G 

6BY5GA  6BY5GA 

6BY6  6BY6 

6BY7  6BY7  EF85 

6BY8  6BY8 

6BZ6  6BZ6 

6BZ7  6BZ7 

6BZ8  6BZ8 

6C  6C  EL6C 

6C4  6C4 

6C4W  6C4W 

6C4WA  6C4WA  6100 

6C5  6C5  VT-65 

6C5G  6C5G  VT-65A 

6C5GT  6C5GT  6C5GT/G 

6C5GT/G  6C5GT 

6C5MG  5C5MG 

6C6  6C6  10E/337,  VT-161(Br) 

6C8G  6C8G  VT-163 

6C9  6C9 

6C10  6C10 

6C21  6C21  1000  spec,  GL6C21, 

ZP527 

6C22  6C22  L600N 

6C23  6C23  X-126H 

6C24  6C24  A2255 

6C31  6C31 

6CA4  6CA4  EZ81 

6CA5  6CA5 

6CA7  6CA7  EL34 

6CB5  6CB5 

6CB5A  6CB5A 


Class  Description 

Miniature  RF  pentode  (Dutch) 
Receiving  twin  triode 
Miniature  twin  VHF  triode 
Ce  ramie  high  mu  triode,  micro  minia- 
ture 

Receiving  full  wave  rectifier 

6BY5G  in  T- 12  envelope 

Miniature  pentagrid  amplifier 

Miniature  RF  pentode  wide  band  am- 
plifier (Dutch) 

Miniature  diode  sharp  cutoff  pentode, 
controlled  heater  warmup  time 
characteristic 

Miniature  semi-remote  cutoff  pentode 

Miniature  medium  Mu  VHF,  twin 
triode,  similar  to  6BG7 

Miniature  button,  medium  Mu  twin 
triode 

Rectifier,  gas-filled  full  wave 
Miniature  HF  triode.  See  6C4WA 
Ruggedized  6C4.  See  6C4WA 
Reliable  6C4 

Receiving  triode  amplifier.  Nearest 

equivalent  is  6J5 
Replace  with  6C5GT 
Receiving  medium  Mu  triode  detector 

amplifier 
See  6C5GT 

Obsolete.  Equivalent  to  6C5GT 
Receiving  sharp  cutoff  RF  pentode. 
Equivalent  to  7700,  electrically  sim- 
ilar to  1620  and  6J7 
Receiving  twin  triode,  Medium  Mu 
Miniature  duo-tetrode 
Triple  triode,  Compactron 
Transmitting  triode  pulse  amplifier 

Transmitting  UHF  triode  oscillator, 

water  cooled 
Transmitting  UHF  tride  oscillator, 

forced  air  cooled 
Type  8014A  with  center  tap  filament. 

Similar  to  5786 
Triode-heptode 

High  vacuum  double  anode  rectifier 

(Canadian) 
AF  beam  power  pentode 
Receiving  power  pentode  (Dutch) 
High  perveance  beam  power  pentode 
6CB5  in  T-12  envelope 
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Current 
Service 

Tube  Type  Designation  Other  Number 

6CB6  6CB6 

6CB6A  6CB6A 

6CD6G  6CD6G 

6CD6GA  6CD6GA 

6CD7  6CD7  EM84 

6CF  4B25  38674A,  EL6CF,  6CF 

6CF6  6CF6 

6CG6  6CG5 

6CG7  6CG7 

6CG8  6CG8 

6CG8A  6CG8A 

6CHG  6CH6 

6CH7  6CH7 

6CHS  6CH8 

6CJ6  6CJ6 

6CK4  6CK4 

6CK6  6CK6 

6CL5  6CL5 

6CL6  6CL6 

6CL8  6CL8 

6CL8A  6CL8A 

6CM5  6CM5 

6CM6  6CM6 

6CM7  6CM7 

6CM8  6CM8 

6GN6  6CN6  EL-38 

6CN7  6CN7 

6CQ4  6CQ4 

6CQ6  6CQ6  EF92 

6CQ8  6CQ8 

6CR4  6CR4  A2521 

6CR5  6CR5 

6CR6  6CR6 

6CR8  6CR8 

6CS5  6CS5 


Class  Description 

Miniature  pentode  voltage  amplifier 
6CB6  with  controlled  heater  warm  up 

time  characteristic 
Beam  power  amplifier 
6CD6G  with  button  stem  in  a  T- 12 

bulb,  permits  operation  at  higher 

ratings 

Tuning  indicator  (Canadian) 
See  4B25 

Miniature  sharp  cutoff  RF  pentode 
Miniature  pentode,  remote  cut  off 
Miniature  button  medium  mu  twin 
triode. 

Receiving  miniature  triode-pentode 
converter 

6CG8  with  controlled  heater  warm  up 
time 

Miniature  button  pentode  (British) 
Miniature  medium  mu  twin  triode, 

similar  electrically  to  6BZ7. 
Receiving  miniature  medium  mu 

triode-sharp  cut  off  pentode 
Miniature  pentode  (Dutch) 
Low  Mu  triode 
Miniature  pentode  (Dutch)  . 
Receiving  beam  power  amplifier 
Miniature  version  of  6AG7 
Receiving  miniature  triode-tetrode 
Controlled  heater  warm  up  time  ver- 
sion of  6CL8 
Receiving  output  pentode.  (Canadian) 
Receiving  beam  pentode 
Receiving  medium  mu  duo  triode  with 

dissimilar  units 
Miniature  receiving  triode-pentode 
Receiving  pentode  (British) 
Receiving  hi  mu  duplex  diode-triode 
Receiving  damping  diode 
Variable  mu  H.F.  pentode,- miniature 
Miniature  medium  mu  triode,  sharp 

cut  off  tetrode 
Grounder  grid  triode 
Miniature  beam  power  tube 

(Canadian) 
Miniature  diode-remote  cut  off 

pentode 

Miniature  general  purpose  triode, 

sharp  cut  off  pentode 
Miniature  beam  pentode.  Similar  to 

6W6GT 
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Current 
Service 


Tube  Type 

DesiQnotion 

Other  Number 

Class  Description 

6CS6 

6CS6 

Miniature  button  heptode,  dual 

control 

6CS7 

6CS7 

Miniature  button  double  triode  with 

dissimilar  sections 

6CS8 

6CS8 

Miniature  triode-pentode 

6CT7 

6CT7 

EAF42 

Single  diode,  remote  cut  off  R.F.  pen- 

tode (Dutch) 

6CU5 

6CU5 

Receiving  miniature  button  beam 

power  pentode 

6CU6 

6CU6 

Receiving  beam  power  pentode,  simi- 

lar to  6BQ6GA  and  6BQ6GTB 

6CU7 

6CU7 

ECH42 

Triode-Hexode  converter 

6CU8 

6CU8 

Receiving  miniature  medium  mu  tri- 

ode, sharp  cut  off  pentode 

6CV7 

6CV7 

EBC41 

Double  diode  -  high  mu  triode 

6CW4 

6CW4 

Receiving  high-mu  triode,  Nuvistor 

6CW5 

6CW5 

EL86 

A.F.  output  pentode;  receiving 

(Canadian) 

6CW7 

6CW7 

ECC84 

Miniature 

6CX7 

6CX7 

Receiving  medium  mu  twin  triode 

6CX8 

6CX8 

Receiving  miniature  triode  -  sharp  cut 

off  pentode 

6CY5 

6CY5 

Miniature  sharp  cut  off  tetrode,  see 

also  8113  for  Military  version 

6CY7 

6CY7 

Miniature  dissimilar  double  triode 

6CZ5 

6CZ5 

Receiving  beam  power  amplifier 

6D4 

6D4 

Thyratron,  gas  triode 

6D5 

6D5 

Receiving  power  amplifier  triode 

6D5G 

6D5G 

Receiving  power  amplifier  triode 

(discontinued) 

6D6 

6D6 

10E/338,  VT160(Br.), 

Receiving  pentode  amplifier  (nearest 

VT-69 

eguivalent  is  6E7) 

6D7 

6D7 

Sharp  cutoff  R.F.  pentode 

6D8 

6D8 

VR57(Br.) 

Receiving  pentagrid  converter 

(obsolete) 

6D8G 

6D8G 

Receiving  pentagrid  converter  (obso- 

lete). Similar  to  6A8GT 

6D10 

6D10 

Triple  triode,  Compactron 

6D21 

6D21 

RK6D21,  RKR71 

Transmitting  tetrode  power  amplifier 

6D22 

6D22 

RK6D22 

Transmitting  beam  power  amplifier. 

Similar  to  4X500A 

6DA4 

6DA4 

Half  wave  indirectly  heated  rectifier 

6DA5 

6DA5 

EM81 

Tuning  indicator,  miniature 

6DA6 

6DA6 

EF89 

Miniature  RF  pentode 

6DA7 

6DA7 

Miniature  duo  triode,  with  dissimilar 

sections 

6DB5 

6DB5 

Miniature  beam  power  pentode 

6DB6 

6DB5 

Miniature  sharp  cut  off  pentode 

6DC6 

6DC6 

Miniature  semi  remote  cut  off  pentode 
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Current 

Service 

Tube  Type 

Designation 

Other  Number 

Class  Description 

Heceiving  -  double  diode  remote  cut 

off  pentode  (Canadian) 

Half  wave  rectifier  for  TV  damper 

service 

ULJILD 

Receiving  sharp  cut  off  pentode 

6DE7 

6DE7 

ncuciviriy  uuu~inuuc  iriiniuiurc  wnn 

dissimilar  sections 

Receiving  beam  power  pentode 

6DG7 

6DG7 

Receiving  miniature  pentode,  remote 

cut  off  (French) 

finift 

OUJu 

Miniature  double  triode 

sniff; 

OUlxO 

Sharp  cut  off  pentode 

OULJ 

FT 

Power  out  put  pentode 

fiflT  7 

Electron  ray  tuning  indicator 

(Japanese) 

DUM1 

0UM4 

Half-wave  vacuum  rectifier  for 

damping  diode  service 

Receiving  beam  power  amplifier 

D1J1N  / 

Receiving  dissimilar  double  triode 

finP7 

Our  / 

V19fiOD7  7vMQ(; 

Cathode  ray  tube,  three  beam,  round, 

citruuubiuiic  utriitrciiun  unu  iucus 

Half-wave  vacuum  diode 

6DQ5 

6DQ5 

i  icL-ci  vii  iy  ucruiii  ynj wci  iuuc  iui  i  v 

color  receivers 

Receiving  beam  power  tube 

6DR6 

6DR6 

Rpcpi  vinrt  npntrwip  fFrpnpnl 

finR7 
oun  / 

KnR7 

Miniature  double  triode  with  dissimi- 

lar sections 

finRR 
uurio 

Double  diode  remote  cut  off  pentode 

I  (  /"i  ft    /n  f  <ir\  l 

voanuuianj 

uUo4 

01Jo4 

Receiving  high-mu  triode,  Nuvistor 

\JLJO*J 

UUOJ 

Receiving  beam  power  tube,  7  pin 

miniature 

6DS8 

6DS8 

Triode-Heptode  changer 

6DTS 

finTs 

UU  1  J 

Receiving  beam  power  pentode,  mini- 

ature 

Sharp  cut  off  miniature  pentode 

finTR 

High  Mu  twin  triode 

DU  V  4 

DUV4 

Receiving  UHF  triode,  Nuvistor 

6DW4 

6DW4 

Wn  1  t.uiniro  wn^*iniTn  raftiriar 
null  WUVC  VULUUIII  ItrLUIiCl 

6DW5 

6DW5 

Miniature  beam  power  pentodes 

6DX4 

6DX4 

Miniature  UHF  triode 

6DX8 

6DX8 

Miniature  triode-pentode  (Canadian) 

6DY5 

6DY5 

Miniature  audio  pentode  (Canadian) 

6DY7 

6DY7 

Receiving  dual  beam  power  pentode 

6DZ7 

6DZ7 

AF  power  amplifier 

6DZ8 

6DZ8 

Miniature  high  mu  triode  power 

pentode 

6E5 

6E5 

VT-215 

Electron  ray  tuning  indicator.  Sim- 

ilar  to  6AB5,  6N5 
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Current 
Service 

Tube  Type  Designation  Other  Number  Class  Description 

6E6  6E6  Receiving  twin  triode  amplifier 

6E7  6E7  Receiving  pentode  amplifier  (Type 

6U7G  characteristics) 

6E8  6E8  Receiving  triode-hexode  (French) 

6E8G  6E8G  Receiving  triode-hexode  converter 

(French).  Obsolete 

6EA5  6EA5  Sharp  cut  off  miniature  tetrode 

6EA7  6EA7  Dual  triode  with  dissimilar  sections 

6EA8  6EA8  Miniature  triode  pentode 

6EB5  6EB5  Miniature  double  diode 

6EB8  6EB8  Miniature  triode-pentode 

6EC7  6EC7  Variable  mu  h-f  pentode  (British) 

6EF6  6EF6  Receiving  beam  power  pentode. 

6EH5  6EH5  Miniature  power  pentode 

6EH7  6EH7/EF183  EF183  Receiving  i-f  pentode  (Canadian) 

6EH8  6EH8  Miniature  triode-pentode  with  a  con- 

trolled heater  warm  up  time  char- 
acteristic 

6EJ7  6EJ7  Receiving  i-f  pentode  (Canadian) 

6EL7  6EL7  6F23  Miniature  h-f  pentode  (British) 

6EM5  6EM5  Miniature  beam  power  tube 

6EM7  6EM7  Dual  triode,  dissimilar  sections 

6EP   6EP   Cathode  ray-electrostatic  focus  and 

deflection  (British) 

6EQ7  6EQ7  Miniature  diode  pentode 

6ER5  6ER5  Miniature  tetrode,  frame  grid 

6ES5  6ES5  Miniature  high  mu  triode 

6ES6  6ES6  EF97  Receiving  remote  pentode  cut  off 

(Canadian) 

6ES8  6ES8  Miniature  high  mu,  variable  mu  twin 

triode  (Canadian) 

6ET6  6ET6  EF98  Receiving  IF-AF  amplifier  pentode 

(Canadian) 

6ET7  6ET7  Miniature  duo-diode  pentode 

6EU7  6EU7  Miniature  high-mu  twin  triode 

6EU8  6EU8  Miniature  triode  pentode 

6EV5  6EV5  Miniature  sharp  cut  off  tetrode 

6EW6  6EW6  Miniature  sharp  cut  off  pentode 

6EW7  6EV/7  Dissimilar  double  triode 

6EX6  6EX6  Beam  power  pentode 

6EY6  6EY6  Beam  power  pentode 

6EZ5  6EZ5  Beam  pentode,  deflection  amplifier 

6EZ8  6EZ8  Miniature  triple  triode 

6F4  6F4  A2227  Receiving  acorn-type  UHF  triode 

oscillator 

6F5  6F5  Receiving  triode  amplifier  (6Q7  will 

replace  if  lead  on  pin  #4  is  put  on 
pin  #3) 

6F5G  6F5G  Replace  with  6F5GT 
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Current 

Service 

Tube  Type 

De  si  gnatton 

Other  Number 

Class  Description 

6F5GT 

6F5GT 

Receiving  triode  amplifier  (6Q7GT 

will  replace  if  lead  on  pin  #4  is 

put  on  pin  #3) 

6F5MG 

6F5MG 

Obsolete-equivalent  to  6F5  and 

6F5GT 

6F6 

6F6 

VT-66 

Receiving  pentode  power  amplifier 

6F6G 

6F6G 

10E/346,  NR85,  ARP17, 

Use  6F6GT 

W1535,  VT-66  A, 

KT63(Br) 

6F6GT 

6F6GT 

6F6  in  T-9  envelope 

6F6MG 

6F6MG 

Obsolete;  equivalent  to  6F6  and 

6F6GT 

6F7 

6F7 

VT-70 

Receiving  triode  pentode 

6F7S 

6F7S 

Receiving  triode  pentode.  Obsolete  u 

6F7 

6F8G 

6F8G 

VT-99 

Receiving  twin  triode.  Similar  to 

6SN7GT,  7N7,  6AH7GT 

6FA7 

6FA7 

Miniature  diode  tetrode 

6FC7 

6FC7 

Double  triode,  frame  grid  (British) 

6FD6 

6FD6 

Miniature  sharp  cutoff  pentode 

6FD7 

6FD7 

Dissimilar  double  triode 

6FE5 

6FE5 

Beam  power  tube 

6FG6 

6FG6 

Indicator  tube  with  amplifying  triode 

for  use  as  tuning  indicator  or  for 

modulation  control  (Canadian) 

6FG7 

6FG7 

Triode  pentode  for  vhf 

6FH5 

6FH5 

Miniature  triode,  sharp  cutoff 

6FH6 

6FH6 

Beam  power  pentode-TV  horizontal 

deflection 

6FH8 

6FH8 

Miniature  medium-mu  triode-three 

plate  tetrode 

6FJ7 

6FJ7 

Dissimilar  double  triode,  deflection 

oscillator  and  amplifier 

6FM8 

6FM8 

Duplex  diode-high  mu  triode 

6FP  

6FP-  

Cathode  ray  tube,  rectangular, 

electrostatic  focus  &  deflection 

6FN5 

6FN5 

Pentode  deflection  amplifier  (French) 

6FQ5 

6FQ5 

Miniature  vhf  triode,  frame  grid 

6FQ7 

6FQ7 

Miniature  twin  triode,  medium. mu 

6FR7 

6FR7 

Dissimilar  double  triode 

6FS5 

6FS5 

Miniature  vhf  bean  pentode 

6FV6 

6FV6 

Miniature  sharp  cut  off  pentode 

6FV8 

6FV8 

Miniature  triode  pentode 

6FW5 

6FW5 

Beam  pentode  deflection  amplifier 

6FW7 

6FW7 

Subminiature  dual  triode  (Japan) 

6FW8 

6FW8 

Medium  mu  twin  triode 

6FY5 

6FY5 

Miniature  vhf  triode,  frame  grid 

6G4 

6G4 

X102B 

Receiving  UHF  triode  amplifier 

6G5 

6G5 

Electron  ray  tuning  indicator, 

see  6U5 
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Current 

Service 

Tube  Type 

Designation 

Other  Number 

Class  Description 

ObOb 

bbob 

VI-  19oA 

Receiving  pentode  power  amplifis 

Ol^b  1 

ObOb  1 

Receiving  pentode  power  amplifier 

Ob/ 

bo/ 

Receiving  pentode  duo-diode 

(Canadian) 

OoOVJ 

obob 

Receiving  duodiode  remote  cut  off 

pentode  (Australian) 

bbl  1 

col  1 
bbli 

Dissimilar  double  pentode, 

Compactron 

ublz 

■7141  0 

/Ml/ 

See  7H12 

ObAo 

cpa  q 
bbAo 

Twin  tnode  (British) 

6GB5 

6GB5 

Beam  power  pentode 

6GC5 

6GC5 

Beam  power  pentode,  audio 

bbbb 

bbbb 

Beam  power  pentode,  deflection 

amplifier 

bbD7 

6GD7 

Miniature  triode  pentode 

bbho 

6GE5 

Beam  pentode,  deflection 

amplifier,  Compactron 

bbho 

bbho 

Miniature  triode  pentode 

bur  o 

core 
bGr  b 

Beam  pentode,  Compactron 

com 
bbr  / 

bbr  / 

Miniature  dissimilar  dual  triodes 

RHHfi 
Ouno 

Dbno 

Medium  mu  triode- sharp  cut  off 

pentode 

CO  TC 

bGJ5 

6GJ5 

Miniature  beam  power 

Co  vi 

bbJ  / 

co  n 

bGJ7 

ECF-801 

Miniature  triode  pentode 

Co  to 
Ob  JO 

CO  TO 

Miniature  triode  pentode 

6GK5 

6GK5 

Miniature  whf  triode,  frame  grid 

bGKo 

6GK6 

Miniature  beam  power  pentode 

6GK7 

6GK7 

Miniature  high  gain  pentode 

(Canadian) 

Cowe 
bbMo 

comc 
bbMo 

Beam  power  amplifier 

6GM6 

6GM6 

Miniature  semi-remote  pentode 

COl  IO 

bGMo 

6GM8 

Miniature  double  triode  (Canadian) 

6GN8 

6GN8 

Miniature  triode  pentode 

con 

bGr  

con 

6GF-  

/""•    .1       J                 .1  ill 

Cathode  ray  tube,  dual  beam, 

electrostatic  deflection  and  focus 

bG(J/ 

6GQ7 

Miniature  triple  triode 

coco 
bGbo 

bbbo 

Miniature  dual  pentode 

6GT5 

6GT5 

Beam  power  tube,  deflection 

amplifier 

6GU7 

6GU7 

Miniature  twin  triode  for  color  TV 

6GV7 

6GV7 

VHF  triode  pentode  (British) 

6GW5 

6GW5 

Miniature  triode,  frame  grid 

6GW6 

6GW6 

Beam  power,  deflection  amplifier 

6GW8 

6GW8 

Miniature  triode  pentode 

6GX6 

6GX6 

Miniature  sharp  cutoff  perSPde 

6GY5 

6GY5 

Beam  pentode  deflection  amplifier 

6GY6 

6GY6 

Miniature  sharp  cutoff  pentode 

6GY8 

6GY8 

Miniature  triple  triode 

6GZ5 

6GZ5 

Miniature  audio  power  pentode 

H-6 

H-6 

Transistor 
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Current 

Service 

Tube  Type 

Designation 

Other  Number 

Class  Description 

6H-4 

6H-4 

Ballast  tube 

6H4/XXL 

6H4/XXL 

Receiving  diode  rectifier  (obsolete) 

6H4GT 

6H4GT 

Receiving  diode  rectifier  (obsolete) 

6H5 

6H5/6G5 

See  6H5/6G5 

6H5/6G5 

6H5/6G5 

6H5 

Electron  ray  tuning  indicator  obso- 

lete-replace  with  6U5/6G5 

6H6 

6H6 

VT-90 

Receiving  duodiode  rectifier 

6H6G 

6H6G 

Replace  with  6H6GT 

6H6GT 

6H6GT 

Vt-90A,  6J6GT/G 

6H6  in  T-9  envelope 

6H6GT/G 

6H6GT 

See  6H6GT 

6H6MG 

6H6MG 

Obsolete,  equivalent  to  6H6  and 

6H6GT/G 

6H6WGT 

6H6WGT 

Ruggedized  version  of  6H6G 1 

6H7M 

6H7M 

Receiving  high  mu-triode,  power  pen- 

tode (spray  shield)  Canadian 

6H7S 

6H7S 

Receiving  high  mu-triode,  power  pen- 

iJ       /                  i'    1J\    P  J- 

tode  (spray  shield)  Canadian 

6H8G 

6H8G 

Receiving  duodiode  pentode 

6HA5 

6HA5 

EC900 

Miniature  r-f  triode 

6HB5 

6HB5 

Beam  pentode  deflection  amplifier, 

Compactron 

6HB6 

6HB6 

Power  pentode  deflection  amplifier 

6HC8 

6HC8 

rn    ■       1                  .1            >     f  I         .''  "11*. 

Triode  pentode,  deflection  oscillator 

and  amplifier 

6HD5 

6HD5 

Beam  power  pentode,  Compactron 

6HE5 

6HE5 

Beam  power  pentode,  Compactron 

6HF5 

6HF5 

Beam  power  pentode,  Compactron 

6HF8 

6HF8 

Miniature  triode  pentode 

6HG8 

6HG8 

Miniature  triode  pentode  (British) 

6HJ8 

6HJ8 

Miniature  diode  pentode 

6HK5 

6HK5 

Miniature  vhf  triode,  frame  grid 

6HK8 

6HK8 

Miniature  twin  triodes  (Japan) 

6HQ6 

6HQ6 

Miniature  semi-remote  pentode 

(Canadian) 

6HR6 

6HR6 

Miniature  semi-remote  pentode 

6HS8 

6HS8 

Miniature  twin  pentode 

6HU6 

6HU6 

EM87 

Miniature  amplifier-level  indicator 

6HU8 

6HU8 

ELL80 

Miniature  twin  pentode  (German) 

6HW8 

6HW8 

Miniature  sheet  beam  tube  - 

6HZ6 

6HZ6 

Miniature  dual  control  pentode 

6HZ8 

6HZ8 

Miniature  triode  pentode 

6HI6 

6H16 

Ballast  tube 

6IT6 

6IT6 

Ion  trap;  hi  voltage  switching 

pentode 

6J4 

6J4 

A2209,  A2209A 

Miniature  triode,  hi  frequency 

6J4WA 

6J4WA 

Reliable  version  of  6J4,  see  also 

7137 

6J5 

6J5 

VT-94 

Receiving  medium  mu  triode  amplifier 

fier.  Similar  to  6C5 
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Current 

Service 

TUT 

lube  1  y  pe 

0  esiQnotion 

fl  t  h  ^  r  Mm  m  hpr 

6J5G 

6J5G 

British  NR78A  &  VR67, 

VT-94A  L63(Brl 

R  1  ^f-I  Snpci n  1 

UJ  J<J  1JUC1.1U1 

UJ  *JVJ  -"V-lkiX 

VT-94C 

St?l^Ct6cl 

6J5GT 

6J5GT 

SS6J5GT/G,  VT-94D, 

10E/11448 

615GTX 

6J5GTX 

HY6J5GTX 

6J5GX 

6J5GX 

6J5MG 

6J5MG 

RTS  SnprinI 

6J5  Special  VT-94B 

Jspl  pptprl 

Selected 

6J5WGT 

6J5WGT 

6J6 

6J6 

A4434 

6J6A 

6J6A 

6J6W 

6J6W 

6W6WA 

6J6WA 

6101,  6101/6J6WA 

6J7 

6J7 

VR56(Br.),  VT-91 

6J7G 

6J7G 

6J7GT 

6J7GT 

VT-91A 

6J7GTX 

6J7GTX 

HY6J7GTX 

6J7MG 

6J7MG 

6J8G 

6J8G 

6J10  6J10 

6JT1  6J11 

6J21  6J21  L3000 

6JB6  6JB6 

6JC6  6JC6 

6JC8  6JC8 

6JE6  6JE6 

6JE8  6JE8 

6JH6  6JH6 

6JH8  6JH8 

6JK6  6JK6 

6JK8  6JK8 

6JL6  6JL6 

6JN8  6JN8 

6JU8  6JU8 

6JV8  6JV8 

6JZ8  6JZ8 

6K4  6K4  SB834 

6K4A  6K4A 

6K5  6Kb 

6KbG  6KbG 


Class  Description 

Replace  with  6JbGT 

Receiving  medium  mu  triode  ampli- 
fier 

Receiving  triode  amplifier  (similar  to 
6C5GT) 

Type  6JbGT  with  ceramic  base 
Type  6J5G  with  ceramic  base 
Obsolete,  equivalent  to  6Jb  and  6J5GT 


Ruggedized  version  of  6JbGT 
Miniature  UHF  twin  triode 
Miniature  twin  triode,  UHF. 

See  6J6WA 
Ruggedized  6J6.  See  6J6WA 
Reliable  version  of  6J6W 
Receiving  sharp  cut  off  R.F.  pentode 
Replace  with  6J7GT 
6J7  in  T-9  envelope 
Type  6J7GT  with  ceramic  base 
Obsolete-equivalent  to  6J7,  6J7G,  and 

6J7GT 

Receiving  triode  heptode  converter 
(similar  to  6A8GT,  6D8G,  and 
7J7) 

Pentode-Gated  beam  discriminator, 

Compactron 
Twin  pentode,  Compactron 
CW  magnetron.  Obsolete.  Use  5607 
Beam  power  tube 
Miniature  sharp  cutoff  pentode 
Miniature  triode-pentode 
Beam  power  tube,  deflection 
amplifier 

Miniature  triode-pentode 
Miniature  semi-remote  pentode 
Miniature  double  plate  sheet  beam 
Miniature  sharp  cutoff  pentode 
Miniature  dissimilar  dual  triode 
Miniature  semi-remote  pentode 
Miniature  triode  pentode 
Miniature  quadruple  diode 
Miniature  triode  pentode 
Triode  and  beam  pentode,  Compactron 
Subminiature  triode. 
Improved  6K4. 

Receiving  triode  amplifier.  Nearest 

equivalent  6Q7;  similar  to  6F5 
Replace  with  6K5GT 
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Current 
Service 

Tube  Type  Designation  Other  Number 

6K5GT  6K5GT 

6K5WGT  6K5WGT 

6K6  6K6 

6K6G  6K6G  VT-152A 

6K6GT  6K6GT  6K6GT/G,  VT-152 

6K6GT/G  6K6GT 

6K7  6K7  VR53(Br.),  VT-86 

6K7G  6K7G  British  NR81,  SS6K7G, 

VT-86A 

6K7GT  6K7-5  VT-86B 

6K7GTX  6K7GTX  HY6K7GTX 

6K7MG  6K7MG 

6K8  6K8  VT-167 

6K8G  6K8G  VT-167A 

6K8GT  6K8GT 

6K8GTX  6K8GTX  HY6K8GTX 

6K11  6K11 

6KA8  6KA8 

6KE8  6KE8 

6KM8  6KM8 

6KN8  6KN8 

6KR8  6KR8 

6KS8  6KS8 

6KT8  6KT8 

6KU8  6KU8 

6KV8  6KV8 

6KZ8  6KZ8 

6L4  6L4  A2297 

,6L5G  6L5G  VT-213A 

6L6  6L6  VT-115 

6L6A  6L6W 

6L6G  6L6G  VT-115A 

6L6GA  6L6GA 

6L6GAY  6L6GAY 

6L6GB  6L6GB 

6L6GT  6L6GT 


Class  Description 

Receiving  hi  mu  triode  amplifier 
nearest  equivalent  6Q7GT;  similar 
to  6F5GT) 

Rugged  version  of  6K5GT 

Power  out  put  pentode 

Replace  with  6K6GT,  miniature  ver- 
sion is  6AR5 

Power  amplifier  pentode 

See  6K6GT 

Receiving  pentode  amplifier,  similar 
to  78 

Receiving  pentode  amplifier 

Receiving  pentode  amplifier  (similar 

to  6S7G,  6U7G,  6W7G) 
Type  6K7GT  with  ceramic  base 
Obsolete-equivalent  to  6K7,  6K7G,  and 

6K7GT 

Receiving  triode  hexode  converter 
Receiving  triode  hexode  converter 
Receiving  triode  hexode  converter 

(equipped  with  special  shield) 
Type  6K8GT  with  ceramic  base 
Three  section  triode,  Compactron 
Miniature  triode  pentode 
Miniature  triode  pentode  ' 
Miniature  diode  triple-plate  tetrode 
Miniature  twin  triode  (Japan) 
Miniature  triode  pentode 
Miniature  triode  pentode 
Miniature  triode  pentode 
Double  diode,  pentode 
Miniature  triode  pentode 
Miniature  triode  pentode 
Acom  type  UHF  triode,  selected  6F4 
Receiving  triode  detector  amplifier 

(150  ma  heater  version  of  6J5G) 
Transmitting  and  receiving  pentode 

power  amplifier.  1614  is  a  selected 

6L6.  Use6L6WGB 
Obsolete,  superseded  by  6L6W 
Obsolete,  nearest  equivalent  6L6GA- 

Similar  to  British  NR77 
Type6L6Gin  ST- 14  envelope.  See 

also  5932.  Not  directly  interchange- 
able 

6L6GA  with  micanol  base 
Receiving  beam  power  amplifier;  sim- 
ilar to  5932,  6L6,  6L6G  and  6L6GA 
6L6  in  T-9  envelope 
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Current 
Service 

Tube  Type  Designation  Other  Number 

6L6GTX  6L6GTX 

6L6GX  6L6GX  HY6L6GX 

6L6W  6L6W 

6L6WGA  5932 

6L6WGB  6L6WGB  5881 

6L6WGT  6L6WGT 

6L6Y  6L6Y 

6L7  6L7  VT-87 

6L7G  6L7G  VT-87A 


6LB8  6LB8 

6M3  6M3 

6M5  6M5 

6M6G  6M6G 

6M7G  6M7G 

6M8GT  6M8GT 

6M11  6M11 

6N3  6N3 

6N4  6N4 

6N5  6AB5/6N5 

6N5G  6N5G 

6N6G  6N6G 

6N6MG  6N6MG 

6N7  6N7  VT-96 

6N7G  6N7G 

6N7GT  6N7GT  6N7GT/G 

6N7GT/G  6N7GT 

6N8  6N8 

6N045  6N045 

6P5G  6P5G 

6P5GT  6P5GT  6P5GT/G 

6P5GT/G  6P-5 

6P7G  6P7G 

6P8G  6P8G 

6P12  6P12 

6P90  6P90 


Class  Description 

See  6L6GX;  the  6L6GTX  never 
existed 

Type  6L6G  with  ceramic  base  (sim- 
ilar to  T21) 

Ruqgedized  version  of  6L6.  Replaced 
by  6L6WG 

See  5932 

Receiving  beam  power  pentode. 
Reliable  version  of  6L6 

Ruggedized  6L6 

6L6  with  micanol  base 

Receiving  pentagrid  mixer  amplifier 

Receiving  pentagrid  mixer  amplifier- 
obsolete.  Nearest  equivalent  6L7, 
tuned  circuits  may  require  realign- 
ment 

Triode  pentode,  frame  grid 
Half  wave  diode 

Miniature  pentode  power  amplifier 
Receiving  pentode  power  amplifier 
Receiving  remote  cut  off  pentode  am- 
plifier 

Receiving  diode  triode  pentode 
Twin  triode,  pentode,  Compactron 
High  voltage  rectifier  (Canadian) 
Miniature  triode  amplifier-oscillator 
See  6AB5/6N5 
See  6AB5/6N5 

Receiving  direct  coupled  double  triode. 

Obsolete.  Similar  to  6B5,  6AB6G 
Obsolete,  equivalent  to  6N6G 
Receiving  twin  triode  power  ampli- 
fier 

Replace  with  6N7GT.  Similar  to  Brit- 
ish NR73 

Receiving  twin  triode  power  amplifier 
See  6N7GT 

Miniature  pentode-twin  diode 
Thermostatic  relay  tube  (not  an  elec- 
tron tube) 
Replace  with  6P5GT 
Receiving  triode  amplifier  detector 
(similar  to  6AG5G,  76) 
See6P5GT 

Receiving  triode  pentode  (Type  6F7 

characteristics) 
Receiving  triode  hexode  converter 

(British) 
British-logarithmic  pentode 
Ballast  tube 
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Current 
Service 

Tube  Type  Designation  Other  Number 

6PEB  6PEB 

6Q4  6Q4  EC80 

6Q4  6Q4  A2298,  A2304 

6Q5G  884 

6Q6  6Q6 

6Q6G  6Q6G  6Q6 

6Q7  6Q7  VT-92 

6Q7G  607G  ■  British  NR68  &  DH63, 

VT-92A 

6Q7GT  6Q7GT 

6Q7MG  6Q7MG 

6Q11  6011 

6R3  6R3 

6R4  6R4 

6R6G  6R6G 

6R7  6R7  VR55  (Br.),  VT-88 

6R7G  6R7G  VT-88A 

6R7GT  6R7GT  6R7GT/G,  VT-88B 

6R7GT/G  6R7GT 

6R7MG  6R7MG 

6R8  6R8 

6S2  6S2 

6S2A  6S2A 

654  6S4 
6S4A  6S4A 

655  6S5 
6S6GT  6S6GT 
6S7  6S7 

6S7G  6S7G 

6S8GT  6S8GT 

6SA7  6SA7  VT-150 

6SA7G  6SA7G 

6SA7GT  6SA7GT  VT-150A,  6SA6GT/G 

6SA7GT/G  6SA7GT 

6SA7GTX  6SA7GTX  HY6SA7GTX 

6SA7GTY  6SASGTY 

6SA7WGT  6SA7WGT 

6SA7Y  6SA7Y 


Class  Description 

Phototube  multiplier 
Miniature  grounded  grid  triode 
(Dutch) 

Receiving  acorn  triode,  selected  6F4. 

Obsolete 
See  884 

Obsolete.  See6Q6G 
Diode  triode.  Obsolete,  nearest  equiv- 
alent is  6T7G 
Receiving  duodiode  triode 
Replace  with  6Q7GT 

Receiving  duodiode  triode  (equipped 
with  special  shield,  similar  to  6T7G 
and  6Q6G) 

Obsolete,  equivalent  to  6Q7  and 
6Q7GT 

Triple  triode 

Booster  diode  (Canadian) 

Triode  power  amplifier  oscillator 

Receiving  pentode  voltage  amplifier 

Receiving  duodiode  triode 

See  6R7GT;  replace  with  6R7GT 

Receiving  duodiode  triode 

See  6R7GT 

Obsolete,  equivalent  to  6R7  and 
6R7GT 

Miniature  triple  diode,  triode  power 

amplifier 
Hi  vacuum  single  anode  rectifier 

(Canadian) 
6S2  with  chemically  treated  envelope 
Triode  voltage  amplifier,  miniature 
Miniature  triode  amplifier;  6S4  with 
controlled  warm  up  characteristic 
Electron  ray  tuning  indicator 
Receiving  pentode  amplifier 
Receiving  remote  cut  off  pentode  am- 
plifier 

Receiving  pentode  amplifier  ' 
Receiving  triple  diode,  triode 
Receiving  pentagrid  converter 

See  6BE6 
Replace  with  6SA7GT 
Receiving  pentagrid  converter 
See  6SA7GT 

Type  5SA7GT  with  ceramic  base 
6SA7GT  with  Micanol  base 
Ruggedized  version  of  6SA7GT 
6SA7  with  Micanol  base 
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Current 
Service 

Tube  Type  Designation  Other  Number 

6SB7  6SB7 

6SB7Y  6SB7Y 

6SC7  6SC7  VT-105 

6SG7GT  6SC7GT 

6SG7GTY  6SC7GTY 

6SD7GT  6SD7GT 

6SE7GT  6SE7GT 

6SF5  6SF5  - 

6SF5GT  6SF5GT 

6SF7  6SF7 

6SF7GT  6SF7GT 

6SG7  6SG7  VT-211 

6SG7GT  6SG7GT 

6SG7Y  6SG7Y 

6SH7  6SH7 

6SH7GT  6SH7GT 

6SH7L  6SH7L 

6SJ7  6SJ7  VT-116 

6SJ7GT  6SJ7GT  VT-116A 

6SJ7GTX  6SJ7GTX  HY6SJ7GTX 

6SJ7GTY  6SJ7GTY 

6SJ7W  6SJ7W 

6SJ7WGT  6SJ7WGT 

6SJ7WGTY  6SJ7WGTY 

6SJ7Y  6SJ7X  VT-116B 

6SK7  6SK7  VT-117 

6SK7G  6SK7G 

6SK7GT  6SK7GT  6SK7GT/G,  VT117A 

6SK7GT/G  6SK7GT 

6SK7GTX  6SK7GTX  HY6SK7GTX 

6SK7GTY  6SK7GTY 

6SK7W  6SK7W 

6SK7WA  6SK7WA 

6SK7WGT  6SK7WGT 

6SK7Y  6SK7Y 


Class  Description 

Receiving  pentagrid  converter  (sim- 
ilar to  6SA7) 

6SB7  with  Micanol  base. 

Receiving  twin  trlode  amplifier 

Receiving  twin  trlode  amplifier. 
Similar  to  6SL7GT 

Type  6SC7GT  with  phenolic  base 

Receiving  pentode  amplifier.  Similar 
to  6SE7GT,  6SG7,  6SH7GT 

Receiving  triple  grid  amplifier. 
Similar  to  6SD7GT,  6SG7, 
6SH7GT 

Receiving  triode  amplifier 

Receiving  trlode  amplifier 

Receiving  diode,  RF  remote  cut  off 
pentode 

Receiving  voltage  amplifier 

Receiving  pentode  amplifier. 
See  also  6BA6 

Receiving  RF  pentode  amplifier,  semi 
remote  cut  off. 

6SG7  with  Micanol  base.  Obsolete 

Receiving  pentode  amplifier. 
See  also  6AU6 

Receiving  pentode  amplifier.  Similar 
to  6SG7,  6SD7GT,  6SE7GT 

Ruggedized  receiving  pentode  ampli- 
fier 

Receiving  RF  pentode  amplifier. 

See  also  5693 
Receiving  pentode  amplifier 
6SJ7GT  with  ceramic  base 
6SJ7GT  with  Micanol  base 
Ruggedized  version  of  6SJ7 
Ruggedized  version  of  6SJ7GT 
Ruggedized  version  of  6SJ7GT  with 

Micanol  base 
6SJ7  with  Micanol  base 
Receiving  pentode  amplifier,  see  , 

6SK7WA  for  rugged  military 

version 
Replace  with  6SK7GT 
Receiving  pentode  amplifier 
See  6SK7GT 

6SK7GT  with  ceramic  base 
6SK7GT  with  Micanol  base 
Ruggedized  version  of  6SK7. 
Reliable  6SK7. 

Ruggedized  version  of  6SK7GT 
6SK7  with  Micanol  base 
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Current 
Service 

Tube  Type  Designation  Other  Number 

6SL7A  6SL7A 

6SL7GT  6SL7GT  VT-229 

6SL7L  6SL7L 

6SL7W  6SL7WGT 

6SL7WGT  6SL7WGT 

6SN7A  6SN7WGT 

6SN7GT  6SN7GT  VT-231 

6SN7GTA  6SN7GTA 

6SN7GTB  6SN7GTB 

6SN7GTY  6SN7GTY 

6SN7L  6SN7WGT 

6SN7W  6SN7WGT  A4273B 

6SN7WGT  6SN7WGT  6SN7W 

6SN7WGTA  6SN7WGTA 

6SQ7  6S07  VT-103 

6SQ7G  6S07G 

6S07GT  6SQ7GT  6SQ7GT/G 

6SQ7GT/G  6SQ7GT 

6SR7  6SR7  VT-233 

6SR7GT  6SR7GT 

6SS7  6SS7  VT-199 

6SS7GT  6SS7GT 

6ST7  6ST7  VT-205 

6SU7GT  6SU7GT 

6SU7GTX  6SU7GTX 

6SU7GTY  6SU7GTY 

6SU7WGT  6188 

6SV7  6SV7 

6SV7GT  6SV7GT 

6SZ7  6SZ7 

6T4  6T4 

6T5  6T5 

6T6GM  6T6GM 

6T7G  6T7G  6T7G/6Q6G 

6T7G/606G  6T7G 


Class  Description 

Obsolete  (superseded  by  6SL7WGT) 
Receiving  twin  triode  amplifier.  Sim- 
ilar to  6SC7GT.  See  also  5691 
Ovsolete  (superseded  by  6SL7WGT) 
See  6SL7WGT,  see  also  5691  for  re- 
liable similar  type. 
Ruggedlzed  version  of  6SL7GT 
Obsolete  (superseded  by  6SN7WGT) 
Receiving  twin  triode  amplifier.  See 

also  5692. 
Receiving  double  triode 
6SN7GTA  with  controlled  warm  up 

characteristic 
6SN7GT  with  micanol  base 
Obsolete  (superseded  by  6SN7WGT) 
See  6SN6WGT 

Ruggedized  6SN7GT,  see  also  5692 
Reliable  medium  mu  twin  triode  am- 
plifier 

Receiving  duodlode  hi  mu  triode 
Replace  with  6SQ7GT 
Receiving  duodlode  triode 
See  6SQ7GT 

Receiving  duodiode  triode 
Receiving  duodiode  triode.  Similar  to 
6ST7 

Receiving  pentode  amplifier.  150  ma 

heater  version  of  6SK7 
Receiving  pentode  amplifier 
Receiving  duodiode  triode.  150  ma 

heater  version  of  6SR7 
Receiving  triode 

Receiving  triode  with  ceramic  base. 

Selected  6SL7GT 
Receiving  triode  with  micanol  base. 

Selected  6SL7GT 
See  6188 

Receiving  metal  diode,  sharp  cut  off 

RF  pentode 
Receiving  metal  diode  pentode 
Receiving  duodiode  high  mu  triode 
Miniature  receiving  UHF  oscillator 

triode.  See  also  2T4 
Electron  ray  tuning  indicator.  Re- 
place with  6U5/6G5 
Receiving  triple  grid  amplifier 
Receiving  duodiode  triode  (obsolete, 
nearest  equivalent  are  6B6G  and 
6Q7GT) 
See6T7G 
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Current 
Service 

Tube  Type  Designation  Other  Number 

6T8  6T8 

6T8A  6T8A 

6T10  6T10 

6U3  6U3 

6U4GT  6U4GT 

6U5  6U5  6G5, 6U5/6G5 

6U5/6G5  6U5  6G5, 6U5,  VT-98 

6U6GT  6U6GT 

6U6WGT  6U6WGT 

6U7G  6N7G 


6U8  6U8 

6U8A  6U8A 

6U10  6U10 

6V3  6V3 

6V3A  6V3A 

6V4  6V4 

6V5GT  6V5GT 

6V6  6V6  VT-107 

6V6G  6V6G  VT-107B 

6V6GT  6V6GT  VT-107A,  6V6GT/G 

6V6GT/G  6V6GT 

6V6GTX  6V6GTX  HY6V6GTX 

6V6GTY  6V6GTY 

6V60X  6V6GX 

6V6Y  6V6Y 

6V7G  6V7G 

6V8  6V8 

6W2  6W2 

6W4GT  6W4GT  X1730/6W4GT 

6W5G  6W5G 

6W5GT  6W5GT  VT-196 

6W6  6W6 

6W6GT  6W6G5 


Class  Description 

Miniature  triple  diode  hi  mu  trlode 

6T8  with  quick  heater  warm  up  char- 
acteristic 

Dissimilar  double  pentode, 
Compactron 

Miniature  diode  (Dutch) 

Half  wave  rectifier 
Electron  ray  tuning  indicator 

See6U5 

Receiving  tetrode  power  amplifier. 
Similar  to  6W6GT,  6Y6G 

Ruggedized  version  of  6U6GT 

Receiving  pentode  amplifier.  Similar 
to  6D6,  6K7GT,  6S7G,  6W7G, 
6J7GT 

Miniature  triode  pentode 

6U8  with  controlled  warm  up  char- 
acteristic 

Triple  triode,  Compactron 

Miniature  half  wave  vacuum  rectifier 

6V3  with  slightly  larger  bulb. 

Miniature  hi  vacuum  full  wave  recti- 
fier 

Receiving  beam  pentode 
Transmitting  and  receiving  tetrode 

amplifier  ' 
Replace  with  6V6GT 
Receiving  UHF  tetrode  amplifier. 

Similar  to  6K6GT,  6F6GT 
See  6V6GT 

Type  6V6GT  with  ceramic  base 

6V6GT  with  Micanol  base 

Type  6V6G  with  ceramic  base 

6V6  with  Micanol  base 

Receiving  duodiode  triode.  Similar  to 
85  and  6R7GT 

Miniature  triple  diode  triode,  hi  mu 

Half  wave  hi  voltage  rectifier 
(British) 

Half  wave  vacuum  rectifier 

Receiving  duodiode  rectifier  (obsolete, 
replace  with  6X5GT) 

Receiving  duodiode  rectifier 

Receiving  pentode  amplifier.  Similar 
to  6U6GT,  6Y6G 

Receiving  pentode  amplifier  (obso- 
lete) (nearest  equivalent  6U6GT, 
6Y6G);  similar  to  7A5,  12A6GT, 
14A5 
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Current 
Service 

Tube  Type  Designation  Other  Number 

6W7G  6W7G 

6X2  6X2 

6X4  6X4 

6X4W  6X4W  QM556 

6X4WA  6X4WA 

6X5  6X5  VT-126 

6X5G  6X5G  VT-126A 

6X5GT  6X5GT  6X5GT/G,  VT-126B 

6X5GT/G  6X5GT 

6X5L  6X5WGT 

6X5MG  6X5MG 

6X5S  6Y5 

6X5W  6X5WGT 

6X5WGT  6X5WGT  6X5L,  6X5W 

6X6G  6X6G 

6X8  6X8 

6X8A  6X8A 

6Y3G  6Y3G 

6Y5  6Y5  6X5S 

6Y5G  6Y5G 

6Y5GT  6Y5GT 

6Y5V  6Y5V 

Y6YG  6Y6G  VT-168A 

6Y6GA  6Y6GA 

6Y7G  6Y7G 

6Z3  IV 

6Z4  84/6Z4 

6Z5  6Z5 

6Z6MG  6Z6MG 

6Z7G  6Z7G 

6Z5YG  6ZY5G 

B-7  B-7 

BC-7  BC-7 


Class  Description 

Receiving  triple  grid  pentode  ampli- 
fier (obsolete)  6J7GT  nearest  equiv- 
alent 

Subminiature  high  voltage,  hi  vacuum 

rectifier.  (Dutch) 
Miniature  duodiode  vacuum  rectifier 
Ruggedized  version  of  6X4. 
Reliable,  miniature  duodiode  vacuum 

rectifier. 
Replace  with  6X5GT 
Replace  with  6X5GT 
Receiving  duodiode  rectifier.  Similar 

to  6W5G,  0Z4,  6ZU5G 
See  6X5GT 
See  6X5WGT 

Obsolete.  Equivalent  to  6X5  and 

6X5GT 
See6Y5 
See  6X5WGT 

Ruggedized  version  of  6X5GT. 
See  5852 

Electron  ray  tuning  indicator  (Cana- 
dian), same  as  6E5  except  base. 

Miniature  triode  pentode  converter 

6X8  with  controlled  heater  warm  up 
characteristic. 

Receiving  diode  rectifier  (Canadian) 

Receiving  duodiode  rectifier  (type 
84/6Z4  characteristic) 

Receiving  duodiode  rectifier  (obsolete, 
6X5  nearest  equivalent) 

Receivinq  duodiode  rectifier  (obsolete, 
6X5  nearest  equivalent) 

Receiving  duodiode  rectifier 

Receiving  tetrode  amplifier.  Similar 
to  6U6GT,  6W6GT 

6Y6G  in  T-12  envelope 

Receiving  twin  triode  amplifier.  Obso- 
lete (Type  79  characteristics) 

See  IV 

See  84/6Z4 

Receiving  duodiode  rectifier.  Obsolete 

(Type  84/6Z4  characteristics) 
Receiving  duodiode  rectifier 
Receiving  twin  triode  amplifier 
Receiving  duodiode  rectifier.  Low  fila- 
ment current  type  6X5G;  similar  to 
6X5GT/G,  6W5G,  0Z4 
Geiger-Mueller  counter  tube 
Geiger-Mueller  counter  tube 
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Current 
Service 

Tube  Type  Designation  Other  Number 

BS7  BS7  VG15 

CE7  CE7A/B,  C,  D  75A,  G7,  NU7 

CE7C  CE7C 

ET7-20  D7-20 

G7  G7 

G7R  G7R 

GL7C29  GL7C29 

GL7D21  GL7D21 

HK-7T  6695 

HK7  HK7 

K7  K7  VT-257 

K7RF4  K7RF4 

K7T1  K7T1 

K7T2  K7T2 

K7T3  K7T3 

K7T4  K7T4 

NB7  NB7 

NE7  NE7 

NU7  NU7  CE7 

PJ7  PJ7 

PM-7  PM-7 

REL7  VC92/4C27 

SRL-7A  SRL7A 

SRL-7C  SRL-7C 

SRL-7F  SRL-7F 

SRL-7G  SRL-7G 

SRL-7H  SRL-7H 

V7  V7 

WE7A  7A 

7  7 

7A  7A  WE7A 

7A4  7A4  VT-192 

7A5  7A5 

7A6  7A6 

7A7  7A7 

7A7LM  7A7LM 

7A8  7A8 


7A10  7A10 

7AB7/1204  7AB7/1204  1204 

7  A  BP   7ABP   K1195.K1304P7 


Class  Description 

Beta-Gamma  counter  tube 

Phototube 

Phototube 

Ballast  tube 

Gas  phototube 

Submlniature  pentode 

See7C29 

See7D21 

See  6695.  Similar  to  5586.  See  QK253 

See  4J31-35 

See  2J30-34 

See  2J32 

See  2J66 

See  2J67 

See  2J68 

See  2J69 

Resistance  tube-obsolete 

Neon  lamp 

Gas  phototube 

Special  vacuum-control  tube 

Power  measurement  lamp 

See  CV92/4C27 

Klystron  oscillator 

Klystron  oscillator,  1.8  to  2.1  KMc, 

Po  5  to  10W 
Klystron  oscillator,  1.7  to  1.9  KMc, 

Po  5.7  to  9.2W 
Klystron,  1.9  to  2.1  KMc,  Po  6.5  to 

9.6W 

Klystron,  2.1  to  2.4  KMc,  Po  7  to  10W 
Vacuum  phototube 
See7A 
Ballast  tube 

Photoelectric  cell  (obsolete) 
Receiving  lock-in  type  triode  amplifier 
Receiving  lock-in  type  pentode  power 
amplifier 

Receiving  lock-in  type  duodiode  recti- 
fier (similar  to  7X4,  7Z4) 

Receiving  lock-in  type  pentode  ampli-  • 
fier  (similar  to  7B7,  7C7) 

Receiving  RF  amplifier  (obsolete,  re- 
place with  7A7) 

Receiving  lock-in  type  octode  con- 
verter (similar  to  7B8,  7S7,  7J7, 
6D8G) 

Ballast  tube 

Receiving  lock-in  type  UHF  pentode 
Cathode  ray  tube,  magnetic  deflection, 
electrostatic  focus 
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Tube  Type 

7ACP  

7AD7 

7ADP  

7AEP  

7AF7 

7AFP  

7AG7 

7AGP  

7AH7 

7AHP1 
7AJ7 

7AJP  

7AK7 

7AKP  

7aLP  

7  AMP  

7AP4 

7AQP  

7ARP  

7  ATP  

7AU7 

7AUP  

7AVP 
7AWP5 
7AXP  

7AYP19 


Current 
Service 
De  signation 

7ACP  

7AD7 

7ADP  

7AEP  

7AF7 

7AFP  

7AG7 

7  AGP-  

7AH7 

7AHP1 
7AJ7 

7AJP  

7AK7 

7AKP  

7  ALP  

7  AMP  

7AP4 

7AQP  

7ARP  ■ 

7  ATP  

7AU7 

7AUP  

7AVP 

7AWP5 
7AXP  

7AYP19 


Other  Number 

K1097 

KU49P 
K1268P 

K1123 


K1413 

K1440,  GL4386 

K1148 
B1175 


GL4475,  71WHP, 
K1070,  K1582P- 


Z4414 


MIL-HDBK-213A 
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Class  Description 

Cathode  ray  tube,  electrostatic  focus 
and  deflection 

Receiving  lock-in  type  pentode  ampli- 
fier, similar  to  6AG7,  6AQ5. 

Cathode  ray  tube,  electrostatic  focus 
and  deflection. 

Cathode  ray  tube,  electrostatic  focus 
and  deflection 

Receiving  lock-in  type  twin  triode 
amplifier 

Cathode  ray  tube,  magnetic  focus  and 
deflection,  Flying  spot  scanner 

Receiving  lock-in  type  pentode  ampli- 
fier 

Cathode  ray  tube,  electrostatic  focus 
and  deflection 

Receiving  lock-in  type  pentode  ampli- 
fier 

Cathode  ray  tube  (British) 

Receiving  sharp  cut-off  pentode 

Cathode  ray  tube 

Receiving  pentode-lock-ln 

Cathode  ray  tube,  electrostatic  focus 
and  deflection.  Dual  beam.  Rectang- 
ular face 

Cathode  ray  tube,  electrostatic  focus 
and  deflection 

Cathode  ray  tube,  sguare  face, 
two  beam,  electrostatic  focus  and 
deflection 

Cathode  ray  tube,  obsolete 

Miniaturized  cathode  ray  tube,  elec- 
trostatic focus,  magnetic  deflection 

Cathode  ray  tube,  electrostatic  focus, 
magnetic  deflection 

Electrostatic  focus  and  deflection 
cathode  ray  tube 

Receiving  miniature  medium  mu  twin 
triode,  see  also  12AU7 

Cathode  ray  tube,  small  neak,  mag- 
netic focus  and  deflection 

Cathode  ray  tube,  magnetic  focus 
and  deflection 

Cathode  ray  tube,  magnetic  deflec- 
tion and  focus 

Cathode  ray  tube,  four-beam, 

square  face,  electrostatic  deflec- 
tion and  focus 

Cathode  ray  tube,  rectangular, 
electrostatic  focus  and  deflection 


69 


MIL-HDBK-213A 
5  Hevember  1963 


C  u  rrcn  t 

T    L  T 

l/  e  9  ( y  ii  u  1 1  u  1 1 

fitl"i»r  NiimnMr 

[  Iacc  Diicrrintinn 

7R 

See  4E27 

7R4 

7B4 

Rpceivinn  lock-in  tvoe  triode  amDli- 

fipr    hi  mn 

kid  f  111  111U 

7RS 

7RS 

Rpppfvinn  loHc-in  tvDP  npntode  dowpt 

nmnllfipr  (similar  to  7C5} 

7RSI  T 

7B5LT 

Obsolete,  replace  with  7B5 

7B6 

7B6 

Receiving  lock-in  type  duodiode-triode 

(similar  to  7C6) 

7RfiI  U 

7RfiI  u 

Oh<?n1**tp  rpnlnpp  with  7Rh 

7R7 

7B7 

Remote  cut  off  receiving  lock-in  type 

RF  pentode  amplifier  (similar  to 

7A7,  7C7) 

7Rfl 

/  DO 

7B8 

VT-208 

Rpceivinn  lock-in  tvoe  Dpntaarid  con- 

verier  (similar  to  6A8  7A8  7S7 

7J7) 

7RBT  M 

7RRT  y 

Rpppivinn  npntnnrid  fonvprtpr 

7RT3 

3JJC> 

See  953E 

7RAP  

7BAP  

f*!nthndp  rnv  tnhp  Hunl-hpnm  rpp- 

tnnniilnr  plpf-tro^tntir*  for*  &  Hpfl 

7R(-,P1S  P94 

(*!nthnnp  rnv  tnhp   flvinn  ^nnt  ^rnn 

magnetic  focus  and  deflection 

7Rnp  

/  Dur 

7BQP  

Cathode  ray  tube,  square,  five-beam, 

electrostatic  focus  &  deflection 

7RFP 1 n 

7RPPin 

fntVinnp  rnv  tnhp  Hnrlc  trnpp  with 

WUUIVJUC  l\Jj                     UU1  rv    Li  L-IL^G  ,  Willi 

internal  erase  filament 

7RPP9  P7 

7RFP9  P7 

fnthnHp  rnv  tnhp   thrpp-hpnm  rpf- 

tnnniilnr  plpptro^tntir  fop  &  dflpr 

7RHP  

7RUP  

vJl-.'iJUU 

f"*nthnHp  rnv  tnhp   Hunl-hpnm  ^nnnrp 

electrostatic  focus  <Sc  deflection 

f*!nthndp  rnv  tnhp  fivp-nnn  ^nnnrp 

electrostatic  focus  &  deflection 

7RKP  

7RKP  

fnthonp  rnv  tnHp   ^mmrp  p|pr*trn- 

^tntir*  fnnic;  nnH  Hpflprtinn 

7Rf  P7 

7R[  P7 

r^nthnHp  rnv  tnKp   twn-min  pipptrn- 

^tntif  fricuc;  nnH  Hpflprtinn 

7BMP  

7BMP  

71TCP- 

Cathode  ray  tube,  rectangular,  elec- 

trostatic focus  and  deflection 

7RP  

7BP  

ZP468  1813P  

,     Cathode  ray  tube,  magnetic  deflection 

C7475A 

and  focus 

7RRP.  

7BRP  

K1513 

Cathode  ray  tube,  five-beam,  square, 

electrostatic  focus  &  deflection 

7BSP7 

7BSP7 

K1813P7 

Cathode  ray  tube,  five-beam,  elec- 

trostatic focus  and  deflection 

7C4 

7C4 

1203A,  7C4/1203A, 

Receiving  UHF  diode  detector 

NU1203A,  1203 

7C4/1203A 

7C4 

VT-243 

See  7C4 

7C5 

7C5 

Receiving  lock-in  type  tetrode  power 

amplifier  (similar  to  6V6,  7B5). 

See  2C48,  2C50 

7C5LT 

7C5LT 

Obsolete,  replace  with  7C5 
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Current 
Service 

Tube  Type  Designation  Other  Number 

7C6  7C6 

7C7  7C7  VT-193 

7C22  7C22  D164714 

7C23  7C23  Modified  F5303 

7C24  7C24  WX3074 

7C25  7C25  F5303 

7C26  7C26 

7C27  7C27 

7C29  7C29  GL7C29 

7C30  7C30 

7CP   7CP   1811P  ,  C7466A 

7D21  7D21  GL7D21 

7DJ8  7DJ8 

7DP   7DP  

7E5  7E5  7E5/1201,  NU1201, 

1201,  1201A 

7E5/1201  7E5  VT-241 

7E6  7E6  VT-188 

7E7  7E7 

7EY6  7EY6 

7F7  7F7  VT-189 

7F7W  7F7W 

7F8  7F8 

7F8W  7F8W 

7G7  7G7  1232, 7G7/1232 

7G7/1232  7G7 

7G8  7G8 

7G8/1206  7G8 

7GP   7GP  

7H4  7H4 

7H7  7H7  1206, 7G8/1206  .  3D705 

7H12  7H12  VT-19C 


Class  Description 

Receiving  lock-In  type  duodlode  hi  mu 

triode  (similar  to  7B6) 
Receiving  lock-in  type  triple  grid 

pentode  amplifier  (similar  to  7A7, 

7B7) 

Transmitting  twin  triode  UHF 

oscillator 
Transmitting  triode  oscillator,  forced 

air  cooled 
Transmitting  UHF  power  triode. 

Superseded  by  5762 
Transmitting,  forced  air  cooled  triode 
Transmitting,  forced  air  cooled  triode 
Transmitting,  forced  air  cooled  triode 
Transmitting,  forced  air  cooled  triode 
Transmitting,  forced  air  cooled  triode 
Cathode  ray  tube,  magnetic  deflection, 

electrostatic  focus 
Transmitting  forced  air  cooled  tetrode 
Receiving  double  triode  (Canadian) 
Cathode  ray  tube,  electrostatic  focus, 

magnetic  deflection. 
Receiving  UHF  triode  amplifier 

(type  6C6  characteristics) 
See  7E5 

Receiving  lock-in  type  duodi6de  triode 
Receiving  lock-in  type  duodlode 
pentode 

Beam  power  pentode  for  vertical 

deflection 
Receiving  lock-in  type  twin  triode 

amplifier 
Ruggedized  version  of  7F7.  Never 

made 

Receiving  lock-in  type  twin  triode, 
sub-miniature  version  is  6193 

Ruggedized  version  of  7F8 

Receiving  lock-in  type  triple  grid  pen- 
tode 

See  7G7 

Receiving  lock-in  type  UHF  twin 

tetrode 
See7G8 

Cathode  ray  tube,  electrostatic  focus 

and  deflection 
Ballast  tube 

Receiving  lock-in  type  pentode  ampli- 
fier (similar  to  7G7,  7L7,  7T7) 
Ballast  tube 
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Current 
Service 

Tube  Type  Designation  Other  Number 

7J7  7J7  VT-194 

7JP   7JP  — 

7K7  7K7 

7L7  7L7 

7LP  -  7LP  

7MP   7MP  — 

7N7  7N7 

7NP4  7NP4 

7Q7  7Q7 

7R7  7R7 

7S7  7S7 

7SP7  7SP7  BR700 

in  7T7  7T7GL 

7T7  7T7 

7UP   7UP-  --  Z4081 

7V7  7V7 

7  VP   7  VP  

7W7  7W7  1282 

7X6  7X6 

7X7  7X7/XXFM 

7X7/XXFM  7X7/XXFM  XXFM,  7X7 

7XP-   7XP   K1052 

7X4  7X4 

7YP—   7YP   K  11.24 

7Z4  7Z4  VT-181 


Class  Description 

Receiving  lock-in  type  triode  heptode 
converter  (similar  to  7A8,  7B8, 
7S7) 

Superseded  by  7VP 
Receiving  lock-in  double  diode,  hi  mu 
triode 

Receiving  lock-in  type  RF  pentode 
amplifier  (similar  to  7G7,  7H7, 
7T7) 

Cathode  ray  tube,  electrostatic  focus, 

magnetic  deflection 
Cathode  ray  tube,  magnetic  focus  and 

deflection 
Receiving  lock-in  type  twin  triode 

amplifier 
Projection  cathode  ray  tube 
Receiving  lock-in  type  pentagrid 

converter 
Receiving  lock-in  type  duodiode 

pentode 

Receiving  lock-In  type  triode  heptode 
converter  (similar  to  7J7,  7A8, 
7B8) 

Cathode  ray  tube,  magnetic  deflection 

and  focus 
Receiving  lock-in  type  triple  grid 

amplifier  (similar  to  7L7,  7G7, 

7H7) 
See  7T7 

Cathode  ray  tube,  magnetic  focus  and 
deflection 

Receiving  lock-in  type  pentode  ampli- 
fier 

Cathode  ray  tube,  electrostatic  deflec- 
tion and  focus.  Supersedes  7JP 

Receiving  lock-in  type  pentode  hi  fre- 
quency amplifier 

Receiving  lock-in  type  full  wave  recti- 
fier 

See  7X7/XXFM 

Receiving  lock-in  type  twin  diode  hi 
mu  triode 

Cathode  ray  tube,  electrostatic  focus 
and  deflection.  Five  guns 

Receiving  lock-in  type  duodiode  recti- 
fier (similar  to  7Z4,  84/6Z4) 

Cathode  ray  tube,  electrostatic  focus 
and  deflection.  Five  guns 

Receiving  lock-in  type  dupdiode-recti- 
fier  (similar  to  7X4) 
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Current 

Service 

Tube  Type 

Designation 

Other  Number 

Class  Description 

7Z5P  

7Z5P  - 

Cathode  ray  tube-5  gun 

BL8 

BL8 

TR  tube 

CE8 

CE8A/B,  C,  D 

Phototube 

CE8A/B 

CE8A/B 

Phototube 

CE8C 

CE8C 

Phototube 

CE8D 

CE8D 

Phototube 

G-8 

G-8 

Geranium  crystal  diode.  Matched 

1N48 

G-8A 

G-8A 

Geranium  crystal  diode.  Matched 

1N52 

G8 

G8 

Gas  phototube 

G8B 

G-8B 

/-i           ,                    .1J>J         w    .    I  J 

Geranium  crystal  diode.  Matched 

1N53 

GL8D21 

8D21 

See  8D21 

L-8 

L-8 

Planar  tetrode 

NAVY  VG-8 

991 

See  991 

NB8 

NB8 

Resistance  tube-Obsolete 

PJ8 

5556 

See  5556 

PM8 

PM8 

Power  measurement  lamp 

REL8A 

REL8A 

Receiving  UHF  oscillator  (Canadian) 

REL8B 

REL8B 

Receiving  UHF  oscillator  (Canadian) 

REL8C 

REL8C 

Heceiving  UHF  oscillator  (Canadian) 

REL8D 

REL8D 

Receiving  UHF  oscillator  (Canadian) 

SRC8 

SRC8 

Klystron 

V8 

V8 

Vacuum  phototube 

WE8A 

8A 

See  8A 

8-11 

8-11 

Ballast  tube 

8-20 

8-20 

Ballast  tube 

8A 

8A 

WE8A 

Ballast  tube 

8AP4 

8AP4 

Cathode  ray  tube 

8AP4A 

8AP4A 

Cathode  ray  tube 

8AU8 

8AU8 

Miniature  trlode-pentode 

8AU8A 

8AU8A 

8AU8  with  controlled  plate  knee  char- 

acteristic 

8AW8A 

8AW8A 

Miniature  receiving  pentode-hl  mu 

triode 

8BA8A 

8BA8A 

Miniature  pentode.  See  also  6BA8A 

8BH8 

8BH8 

Miniature  triode-pentode.  See  also 

6BH8 

8BW8 

8BW8 

Miniature  hi  mu  triode-double  diode. 

See  6BN8 

8BP4 

8BP4 

Television  picture  tube 

8B05 

8B05 

Receiving  pentode 

8BQ7A 

8BQ7A 

Miniature  receiving  medium  mu  twin 

triode  (French) 

8C22 

BC22 

X111B 

Transmitting  UHF  triode  oscillator 

8C23 

8C23 

XI  HAD 

Transmitting  UHF  triode  oscillator 

8C25 

8C25 

Transmitting,  air  cooled  triode 

8CG7 

8CG7 

Miniature  twin  triode 

8CM7 

8CM7 

Miniature  twin  triode 
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Current 
Service 

Tube  Type  Designation  Other  Number 

8CN7  8CN7 

8CP   8CP  

8CS7  8CS7 

8CX8  8CX8 

8CY7  8CY7 

8D21  8D21  GL8D21 

8DC15  8DC15 

8DP4  8DP4 

8DS15  84S15 

8EB8  8EB8 

8EM5  8EM5 

8H/8H/3  8H/8H/3  AMP-VR 

8MP18  8MP18  B1167P18 

8SN7GTB  8SN7GTB 

8SP7  8SP7  Z4870P7 

8U6GTA  8U6GTA 

8XP4  8XP4 

A9T2S1  A9T2S1 

AX-9  SAC-9B 

BL9  SAC-9G 

G-9  SAC-9H 

G9  SAC-9K 

GV9A-600  GV9A-600 

GV9A-2000  GV9A-2000 

NE9  PJ22 

SAC-9B  9A 

SAC-9G  AX-9 

SAC-9H  BL9 

SAC-9K  G-9 

V9  868 

WE9A  NE9 

YTU9  185R4 

9  9A 

9-11  9-11 

9A  9A  WE9A,  9 

9A8  9A8 

9AP   9AP   1804P  

9AU7  9AU7 

9BM5  9BM5 

9BR7  9BR7 
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Class  Description 

Miniature  duo-dlode-trlode 

Cathode  ray  tube,  electrostatic  focus 

and  deflection 
Miniature  double  triode,  dissimilar 

sections 

Receiving  miniature  triode-pentode 

T&i)  identical  to  6CX8  except 

heater 
Dissimilar  double  triode 
Transmitting,  twin  tetrode,  water  and 

forced  air  cooled 
Diode  gas  rectifier,  temperature  limited 
Cathode  ray  tube  (Kinescope) 
Diode,  temperature  limited 
Triode-pentode 
Miniature  beam  power  tube  for 

vertical  deflection 
Ballast  tube 

Cathode  ray  tube,  rectangular,  elec- 
trostatic focus,  magnetic  deflection 

Receiving  medium  mu  double  triode, 
see  also  6SN7GTB 

Cathode  ray  tube,  two  beam, 
electrostatic  focus  and  deflection 

Receiving  beam  power  pentode 

Cathode  ray  tube-receiver  check  tube  ' 

Tungar  bulb 

Packaged  magnetron 

TR  tube 

Subminiature  pentode 
See  868 

Corona  voltage  regulator 
Corona  voltage  regulator 
Neon  lamp 

Klystron,  forced  air  cooled 

Klystron 

Klystron 

Klystron 

See  PJ22 

See9A 

See  185R4 

See9A 

Ballast  tube 

Photoelectric  cell 

Receiving  triode-pentode  (Canadian) 
Cathode  ray  tube 

Miniature  twin  triode,  see  also  7AU7 
Miniature  wide  band  power  amplifier 

pentode,  see  also  6BM5 
Miniature  double  diode-triode 


Current 
Service 

Tube  Type  Designation  Other  Number 

9BR8  9BR8 

9BW6  9BW6 

9C21  9C21 

9C22  9C22 

9C23  9C23 

9C24  9C24 

9C25  9C25 

9C26  9C26 

9C27  9C27 

9C28  9C28 

9C29  9C29 

9C30  9C30 

9CL3  9C31 

9C31  9CL8 

9  CP   9  CP  

9DZ8  9DZ8 

9EF6  9EF6 

9GP7  9GP7  VCR  140,  ZP549 

9HP7  9HP7 

9JP1  9JP1  1809P1,  C7431 

9LP7  9LP7  GL455,  ZP455 

9MP   9MP   REL43 

9NP   9NP  

9RP33  9RP33 

9U8  9U8 

9X8  9X8 

9Z8P7  9Z8P7 

A10  A 10 

BL10  BL10 

CE10  CE10A/B,C,D  NU10 

CE10A/B  CE10A/B 

CE10C  CE10C 

CE10D  CE10D 

CR10  CR10 
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Class  Description 

Miniature  triode  pentode  (British) 
Miniature  beam  power  amplifier 

pentode  (British) 
Transmitting  triode,  water  cooled 
Transmitting  triode,  forced  air  cooled 
Transmitting,  water  cooled  triode 
Transmitting,  water  and  forced  air 

cooled  triode 
Transmitting,  forced  air  cooled  triode 
Transmitting,  forced  air  cooled  triode 
Transmitting,  water  and  forced  air 

cooled  triode 
Transmitting,  water  cooled  triode, 

power  amplifier  and  modulator 
Transmitting,  air  cooled  triode,  power 

amplifier  and  modulator 
Transmitting,  water  cooled  triode, 

power  amplifier  oscillator 
Transmitting,  air  cooled  triode 
Miniature  button  triode-tetrode 
Cathode  ray  tube,  magnetic  deflection 

and  focus 
Miniature  triode-pentode 
Receiving  beam  power  pentode,  identi- 
cal to  6EF6  and  12EF6  except 

heater  , 
Cathode  ray  tube.  Similar  to  9MP7. 

Obsolete 
Cathode  ray  tube 
Cathode  ray  tube.  Obsolete 
Cathode  ray  tube 
Cathode  ray  tube 
Cathode  ray  tube 

Cathode  ray  tube,  electrostatic  focus 

magnetic  deflection  (British) 
Receiving  triode  pentode,  see  also 

6CU8.  (British) 
Miniature  receiving  triode-pentode, 

see  also  6X8 
Cathode  ray  tube-8  gun 
Therapy  type  HF  triode  (obsolete; 

similar  to  111H) 
TR  tube,  fixed  tuned 
Phototube 
Phototube 
Phototube 
Phototube 
Thyratron 
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Current 
Service 

Tube  Type  Designation  Other  Number 

CW10  CW10  REL10,  6048 

D10  2C26 

G10  1P31 

G1DT  G10T 

GLC10  GLC10 

GS-10B  GS-10B 

GS-10C  '  GS-10C 

MCM-10  7417/MCM-10  BL244 

HA- ION  1  HA- ION  1 

HP-10V  HP-10V. 

MO- 10  6700 

MO-10K  6704 

MO-10R  MO-10R 

MPD-10  MPD-10 

NU10  NU10  CE10 

P10  5806 

RCA  10  10 

REL10  CW10 

SAC- 10  SAC-10-, 

TD10  6356  % 

TGC-10  TGC-10 

TW-10  TW10 

VG10  BS-6 

VG10A  1B67 

VX10  VX10 

10  10  PT210,  210,  RCA10, 


CX310,  UX210,  310, 
VT-25 

10-3 

10-4A 

10-4B 

10-4D 

10-4E 

5960 

10AHP7 


10-3 

10-4A 

10-4B 

10-4D 

10-4E 

10-54448 

10AHP7 


10AKP7  10AKP7 

10ALP-   10ALP  

10AMP7  10AMP7 

10ANP7  10ANP7  SC2862,  K1983 

10-B4  10-B4 

10C8  10C8 


Class  Description 

Receiving  acorn  type  UHF  diode  rec- 
tifier-similar to  9004,  except  for 
pin  connection  (Canadian) 

See  2C26 

See  F31 

Subminiature  triode 
Geiger-Mueller  counter  tube 
Cold  cathode  counting  tube 
Cold  cathode  counting  tube 
See  7417/MCM-10 
Travelling  wave  tube 
Magnetron 
See  6700 
See  6704 

Beam  switching  tube 

TR  tube 

Phototube 

See  5806 

See  10 

SeeCWIO 

Klystron 

See  6356 

Geiger-Mueller  counter  tube 
Traveling  wave  tube 
See  BS-6 
See  1B67 

Subminiature  time  delay  thermal 
relay 

See  10Y  (replace  with  JOY) 


Ballast  tube 
Ballast  tube 
Ballast  tube 
Ballast  tube 
Ballast  tube 
See  5960 

Cathode  ray  tube,  magnetic  deflec- 
tion &  focus  with  triode  amplifier 
gun 

Cathode  ray  tube,  version  of  10KP7 

with  high  voltage  grid  no.  2 
Cathode  ray  tube,  electrostatic  focus 

&  deflection,  collar  base 
Cathode  ray  tube,  same  as  10AHP7 

except  electrostatic  focus 
Cathode  ray  tube,  magnetic  deflectio 

and  focus,  low  drive 
Ballast  tube 
Miniature  triode-pentode 
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Current 

Service 

Tube  Type 

Designation 

Other  Number 

Class  Description 

10D 

10D 

Ballast  tube 

10DA7 

10DA7 

Miniature  duo  triode,  see  also  6DA7 

10DE7 

10DE7 

Receiving  miniature  duo-triode,  see 

also  6DE7 

IDE 

1B73 

See  1B73 

10E/9 

832 

See  832 

10E/92 

91 

See  91 

10E/95 

FG95 

See  FG95 

10E/97 

VT90  (Br.)/8011 

See  VT90  (Br.)/8011 

10E/105 

VR92  (Br.) 

See  VR92  (Br.) 

10E/1Q8 

VT94  (Br.) 

See  VT94  (Br.) 

10E/142 

VT61A  (Br.) 

See  VT61A  (Br.) 

10E/146 

VU111 

See  VU111 

10E/130 

VU504 

See  VU504 

10E/168 

VT114  (Br.) 

See  VT114  (Br.) 

10E/176 

VR117  (Br.) 

See  VR117  (Br.) 

10E/211 

V0133 

See  VO 133 

10E/215 

VT104(Br.) 

See  VT 104  (Br.) 

10E/224 

VT98(Br.) 

See  VT98  (Br.) 

10E/231 

VT127(Br.) 

See  VT127  (Br.) 

10E/244 

VT98(Br.) 

See  VT98  (Br.) 

10E/287 

VR91A(Br.) 

See  VR91A  (Br.) 

1QE/333 

42 

See  42 

10E/337 

6C6 

See  606 

10E/338 

6D6 

See  6D6 

10E/340 

6B7 

See  6B7 

10E/346 

6F6G 

See  6F6G 

WE/466 

1810P1 

See  1810P1 

10E/587 

807 

See  807 

10E/1540 

VR78(Br.) 

See  VR78  (Br.) 

10E/7312 

VT25(Br.) 

See  VT25  (Br.) 

10E/8087 

VU29(Br.) 

See  VU29  (Br.) 

10E/8739 

VT31(Br.) 

See  VT31  (Br.) 

10E/11398 

VT52(Br.) 

See  VT52  (Br.) 

10E/11399 

VR53(Br.) 

See  VR53  (Br.) 

10E/ 11400 

VR54(Br.) 

See  VR54  (Br.) 

10E/11401 

VR55(Br.) 

See  VR55  (Br.) 

10E/11402 

VR55(Br.) 

See  VR56  (Br.) 

10E/11441 

8018 

See  8018 

10E/ 11443 

8019 

See  8019 

10E/ 11448 

6J5GT 

See  6J5GT 

10E/ 11449 

VS68 

See  VS68 

10E/ 11452 

955 

See  955 

10E/11529 

VU71(Br.) 

See  VU71  (Br.) 

10E/11534 

TZ40 

SeeTZ40 

10E/ 11540 

VR78(Br.) 

See  VR78  (Br.) 

10EB8 

10EB8 

Receiving  triode  pentode,  same  as 

6EB8  except  filament  voltage 

10FP4 

10FP4 

R6025 

Cathode  ray  tube.  Magnetic  deflection 

and  focus. 
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Current 

Service 

Tube  Type 

Designation 

Other  Number 

Class  Description 

10KP  

10KP  

Cathode  ray  tube  magnetic  deflection 

and  focus 

10KP7A 

10KP7A 

Cathode  ray  tube-high  resolution 

version  of  10KP7 

1QKP7B 

10KP7B 

Aluminized,  high  resolutions  version 

of  10KP7 

10M 

1B74 

See  1B74 

10NP11 

10NP11 

Cathode  ray  tube 

10PEK 

10PEK 

Phototube  multiplier 

1DQP7 

10QP7 

BR  1000 

Cathode  ray  tube,  magnetic  deflections 

and  focus 

10  SPECIAL 

VT25A 

See  VT25A 

10  SPCL  (RCA) 

1602 

See  1602 

10T1 

10T1 

Ballast  tube 

10T2 

10T2 

Ballast  tube 

10UP  

10UP  

Cathode  ray  tube  electrostatic  focus, 

magnetic  deflection 

10VP7,  P15 

10VP7,  P15 

Flying  spot  scanner  cathode  ray  tube 

10WP  

10  WP  

B1038 

Cathode  ray  tube,  electrostatic  focus, 

magnetic  deflection 

10X 

10X 

Transmitting  triode  amplifier  ( 10 

with  ceramic  base) 

10Y 

10Y 

2566A,  2C23,  410 

Transmitting  and  receiving  triode 

amplifier  oscillator  ( 10  with 

Micanol  base) 

All 

All 

Therapy  type  TF  triode 

BL-11 

6232 

See  6282 

BW11 

834 

See  834 

CE11A/B 

CE11A/B 

Phototube 

CE11C 

CE11C 

Phototube 

CE11D 

CE11D 

Phototube 

CE11V 

917 

See  9 17 

CV11 

VC11 

Therapy  type  HF  triode  (similar  to 

UXCV11,  211H,  A331) 

F11X 

F11X 

Transmitting  triode-water  cooled 

(2QKW) 

G-ll 

5850 

See  5850 

Gil 

Gil 

Gas  phototube 

G-11A 

MK1MOD10D 

See  MK1MOD10D 

Kll 

1B68 

See  1B68 

MCT-11 

BL973/MCT-11 

See  BL973/MCT-11 

NU11V 

917 

See  9 17 

P-ll 

5849 

See  5849 

PJ11 

PJ11 

Special  purpose  triode  vacuum  control 

tube  (inactive) 

RK11 

RK11 

TZ40 

Transmitting  triode  amplifier 

(discontinued) 

SMC-11 

SMC-11 

Frequency  multipler  klystron,  forced 

air  cooled 

SMC-11A 

SMC-11A 

Klystron 
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Current 
Service 

Tube  Type  Designation  Other  Number 

SMC- 1  IB  SMC- 1  IB 

SMC- 11C  SMC-11C 

SMC-11D  SMC-11D 

SMC- 1  IF  SMC-11F 

SMC-11G  SMC-11G 

SMC-11I  SMC-11I 

SMC-11J  SMC-1U 

SMC-11L  SMC-11L 

SMC-11N  SMC-11N 

SMC- UN  SMC- 1  IN 

SMC-11S  SMC-11S 

TD11  6357 

UXCV11  UXCV11 

Vll  Vll 

V-ll  V-ll 

VG-11  VG-11  GET2 

VGX11  1B87 

WD11  WD11  11 

11  WD11 

11C5  11C5 

11CY7  11CY7 

11V  917 

CE12A/B  CE12A/B  NU12 

CE12C  CE12C 

CE12D  CE12D 

G12  G12 

G12-2  G12-2 

GE12X825  4B35 

GU12  (Br.)  866A 

HV  112  HV12/T814 

HV12/T814  HV12/T814  4C24,  T814 

MK12  BL967 

MPT12  7821MPT12 

NU12  NU12  CE12 

P-12  P-12 

PJ12  PJ12 

RBE-12A-1  RBE-12A-1 

RBE-12A-2  RBE-12A-2 

RBE-12G-2  RBE-12G-2 

RK12  RK12 

SRG12  5817 
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Class  Description 

Klystron 
Klystron 
Klystron 
Klystron 
Klystron 
Klystron 
Klystron 
Klystron 
Klystron 
Klystron 
Klystron 
See  6357 

CVII  with  UX  base  (similar  to 

HY-51-A,  332,  T841SW) 
Vacuum  phototube 
Two  resonator  klystron 
Neon  lamp 
See  1B87 

Receiving  triode  detector  amplifier 

(obsolete) 
Receiving  triode  detector  amplifier 

(obsolete) 
Miniature  beam  power  pentode 
Dissimilar  double  triode  similar  to 

6CY7  and  8CY7 
See  917  Type  CE1  with  anode  at  top 
Phototube 
Phototube 
Phototube 
Gas  phototube 
Geiger-Mueller  counter  tube 
See  4B35 
See  866A 

Transmitting  triode  amplifier  (re- 
place with  8 14) 
Transmitting  triode  amplifier 
See  BL967 
See  7821/MPT12 

Phototube  (same  as  NU1  exgept  bulb 

is  round  instead  of  tubular) 
Subminiature  pentode  power  amplifier 
Similar  to  211  (discontinued) 
Radial  beam  tube,  miniature  version 
of  6090 

Radial  beam  tube,  miniature  version 

of  6090 
Radial  beam  tube 

Transmitting  triode  amplifier  (obso- 
lete, similar  to  908) 
See  5817 
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Current 

Service 

Tube  Type 

Designation 

Other  Number 

Class  Description 

T12S(SV) 

T12S(SV) 

Transmitting  triode  power  amplifier 

TD12 

6358 

See  6358 

V12 

V12 

Vacuum  phototube 

VC12 

VC12 

British 

WX12 

WX12 

12,  VT-7 

Receiving  triode  detector  amplifier 

(obsolete) 

X-12 

X-12 

Klystron,  wave  guide  output,  reflex 

type.  See  also  VA94 

12 

WX12 

See  WX12 

12A 

12A/112A 

See  12A/112A 

12A/112A 

12A/112A 

UX112A,  3382,  12A, 

Receiving  triode  detector  amplifier 

112A 

(obsolete).  Similar  to  7 1A 

12A4 

12A4 

Miniature  receiving  triode,  medium 

mu,  hi  perveance 

12A5 

12A5 

Receiving  pentode  power  amplifier 

12A6 

12A6 

VT-134 

Receiving  pentode  beam  power  ampli- 

fier. See  also  5659 

12A6GT 

12A6GT 

Receiving  pentode  beam  power  ampli- 

fier 

12A6GTY 

12A6GTY 

12A6GT  with  Micanol  base 

12A6Y 

12A6Y 

12A6  with  Micanol  base 

12A7 

12A7 

Receiving  diode  rectifier  pentode 

amplifier 

12A8G 

12A8G 

Replace  with  12A8GT 

12A8GT 

12A8GT 

.Receiving  pentagrid  converter  (type 

618  characteristics) 

12AB5 

12AB5 

Miniature  receiving  beam  power 

pentode 

12ABP  

12ABP  

Cathode  ray  tube,  electrostatic  focus, 

magnetic  deflection 

12A06 

12AG6 

Miniature  pentode 

12ACP19 

12ACP19 

Cathode  ray  tube,  2  gun,  electro- 

static focus  and  deflection,  same 

electrically  as  K1137P19  but 

different  bulb 

12AD5 

12AD5 

Receiving  miniature  remote  cut  off, 

RF  pentode  (Canadian) 

12AD6 

12AD6 

Miniature  heptode,  oscillator-mixer 

12AD7 

12AD7 

Miniature  receiving  hi  mu  double 

triode 

12AE6 

12AE6 

Miniature  double  diode-triode,  medium 

12AE6A 

12AE6A 

mu 

Miniature  double  diode-triode 

12AE7 

12AE7 

Miniature  dual  triode  for  hybrid  auto 

radios 

12AF3 

12AF3 

Indirectly  heated  diode,  same  as 

6AF3  except  filament 

12AF6 

12AF6 

Miniature  remote  cut  off  pentode, 

see  12BL6 
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Current 
Service 

Tube  Type  Designation  Other  Number 

12AFP  12AFP 
12AG6  12AG6 
12 AGP  12AGP 

12AH7GT  12AH7GT  VT-207 

112AH8  12AH8 
12AJ6  12AJ6 

12AJ7  12AJ7 

12AKP7  12AKP7 

12AL5  12AL5 
12AL8  12AL8 

12AMP   12 AMP   Z4718,  K1949 

12ANP   12ANP  

12AP7  12AP7  C7442,  1803P7 

12AQ5  12AQ5 

12AQP-   12AQP  

12ARP19  12ARP19 

12ASP  —  12ASP   Z4652 

12AT6  12AT6 

12AT7  12AT7 

12AT7WA  12AT7WA  6201,  6201/12AT7WA 

12AT7WB  12AT7WB 

12ATP28  12ATP28  K2105P28 

12AU6  12AU6 

12AU7  12AU7 

12AU7A  12AU7A 

12AU7W  5814A 

12AU5GA  12AV5GA 

12AV5GT  12AV5GT 

12AV6  12AV6 

12AV7  12AV7 


Class  Description 

Cathode  ray  tube,  magnetic  deflection 

and  focus 
Miniature  receiving  heptode  for  auto 

receivers 

Cathode  ray  tube  electrostatic  focus, 
magnetic  deflection,  round  metal  en- 
velope flat  face 

Receiving  twin  triode 

Receiving  triode  heptode  (British) 

Miniature  receiving  medium  mu  twin 
triode 

Receiving  triode-heptode  small  button 
type  (Canadian) 

Cathode  ray  tube  electrostatic  focus 
and  deflection 

Miniature  receiving  twin  diode,  VHF 

Receiving  triode-tetrode,  miniature 
button,  9  pin 

Cathode  ray  tube,  electrostatic 
focus  &  deflection,  low  drive 

Cathode  ray  tube,  electrostatic  focus 
and  deflection 

Cathode  ray  tube,  magnetic  deflec- 
tion, electrostatic  focus 

Miniature  button  receiving  beam 
power  pentode  » 

Cathode  ray  tube,  electrostatic  focus 
and  deflection,  low  drive 

Cathode  ray  tube,  same  as  12ACP19 
except  bulb  shape 

Cathode  ray  tube,  electrostatic  focus 
and  deflection 

Miniature  version  of  12SQ7 

Miniature  twin  triode 

Reliable  miniature  twin  triode 

Receiving  miniature  twin  triode 

Cathode  ray  tube,  three-beam, 
electrostatic  focus  and  deflection 

Miniature  version  of  12SQ7 

Miniature  twin  triode,  separate  ca- 
thodes (twin  6C4).  See  also  5814 

Nonmicrophonic  version  of  12AU7 
and  direct  replacement  for  12AU7 

See5814A 

Receiving  b^am  power  amplifier,  T- 12 

envelope 
Receiving  beam  power  amplifier 
Miniature  double  diode,  high  mu 

triode 

Miniature  low  noise  twin  triode 
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Current 
Service 


Tube  Type  Designation  Other  Number 

12AW6  12AVS 

12AWP12  12AWP12  B1217P12 

12AX4GT  12AX4GT 

12AX4GTA  12AX4GTA 

12AX7  12AX7 


12AX7A 

12AY3 

12AY7 

12AZ7 
12B3 

12B4 
12B4A 

12B6M 
12B7 
12B7ML 
12B8GT 

12BA6 
12BA7 

12BD6 
12BE6 
12BF6 

12BH7 
12BH7A 

12BK5 


12AX7A 

12AY3 

12AY7 

12AZ7 
12B3 

12B4 
12B4A 

12B6M 
14A7/12B7 
14A7ML/12B7ML 
12B8GT 

12BA6 
12BA7 

12BD6 
12BE6 
12BF6 

122BH7 
12BH7A 

12BK5 


12BK6 
12BL6 

12BN6 

12BQ6KA 

12BQ6GA/12CU6 

12BQ6GT 

12BQ6KTB 

12BQ6GTB/12CU6 


12BK6 
12BL 

12BN6 

122BQ6GTB/12CU6 
122B06GTB/12CU6 
12BQ6GT 

12BQ6GTB/12CU6 
12BQ6GTB/12CU6 


12BQ6GA,  12CU6, 
12BQ6/CU6 


Class  Description 

Miniature  RF  pentode.  (Similar  to 
6AG5) 

Cathode  ray  tube,  magnetic  deflec- 
tion, electrostatic  focus,  miniature 
neck 

Half  wave  vacuum  rectifier,  damper 
tube  for  TV 

12AX4GT  with  controlled  heater 
warm  up  characteristics 

Miniature  low  noise  twin  triode  am- 
plifier, separate  cathodes.  See  also 
5751- not  directly  interchangeable 

Similar  to  12AX7  (Canadian) 

Half-wave  rectifier,  damper,  Novar 

Miniature  twin  triode,  low  noise,  me- 
dium mu 

Miniature  double  triode,  high  mu 

Receiving  half  wave  rectifier 
(Canadian) 

Miniature  triode,  low  mu 

12B4  with  controlled  heater  warm  up 
characteristic 

Receiving  diode  triode  (Canadian) 

See  14A7/12B7 

See  14A7ML/12B7ML 

Receiving  triode  pentode  amplifier  • 
(obsolete) 

Miniature  version  of  12SG7 

Receiving  miniature  pentagrid  con- 
verter 

Receiving  miniature  RF  pentode 
Miniature  pentagrid  converter 
Miniature  duodiode,  low  mu  triode, 

miniature  version  of  12SR7GT 
Miniature  double  triode,  medium  mu 
12BH7  with  controlled  heater  warm 

up  characteristic 
Receiving  beam  power  amplifier  with 

controlled  heater  warm  up  charac- 

teristlc 

Miniature  double  diode  triode,  hi  mu 
Receiving  miniature  sharp  cut  off 
pentode 

Miniature  gated-beam  discriminator 
See  12BQ6GTB/12CU6 
See  12B06GTB/12CU6 
Receiving  beam  power  tube 
See  12BQ6GTB/12CU6 
Receiving  beam  power  tube 
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Current 

Service 

Tubs  Type 

DesiQnotion 

12BR7 

12BR7 

12BR7A 

12BR7A 

12BT3 

12BT3 

12BT6 

12BT6 

12BX6 

12BX6 

12BU6 

12BU6 

12BV7 

12BV7 

12BW4 

12BW4 

12BY7 

12BY7 

12BY7A 

12BY7A 

12BZ7 

12BZ7 

12C5 

12C5 

12C8 

12C8 

12C8-K9 

VT153 

12C8  SPECIAL 

VT153 

12C8Y 

VT153 

12CA5 

12CA5 

12CN6 

12CN6 

12CN5 

12CN5 

12CR5 

12CR5 

12CR6 

12CR6 

12CS5 

12CS5 

12CS6 

12CS5 

12CT8 

12CT8 

12CU5 

12CU5 

12CU6 

12CU6 

12CX6 

12CX6 

122CY6 

12CY6 

12D4 

12D4 

12DB5 

12DB5 

12DE8 

12DE8 

12DF5 

12DF5 

12DF7 

12CF7 

12DK5 

12DK5 

VT-169 


Class  Description 

Miniature  receiving  double  diode- 
triode 

Miniature  double  diode  triode 
Damping  diode,  Compactron 
Miniature  double  diode  triode,  medium 
mu 

Miniature  video  pentode  (Canadian) 
Miniature  double  diode  triode,  low  mu 
Miniature  button  receiving  hi  trans- 
conductance  pentode 
Miniature  button  full  wave  rectifier 
Receiving  miniature  sharp  cut  off 
pentode 

12BY7  with  controlled  warm  up  char- 
acteristic 

Miniature  twin  triode,  hi  mu,  similar 
to  12AU7,  12AX7 

Receiving  miniature  beam  power  am- 
plifier. See  also  50C5  and  50L6GT 

Receiving  duodiode  pentode  amplifier 

See  VT 153 

See  VT 153 

See  VT153 

Receiving  beam  power  tube,  miniature 
Receiving  beam  power  amplifier 

miniature  > 
Miniature  receiving  pentode  for  auto 

radio  receivers 
Miniature  beam  power  tube 

(Canadian) 
Miniature  button  diode-pentode 
Miniature  beam  pentode 
Miniature  button  dual  control  heptode 
Miniature  pentode 
Receiving  miniature  button  beam 

power  tube 
Receiving  beam  power  amplifier.  See 

12BQ6GTB/12CU6 
Pentode,  miniature  button  sharp  cut 

off 

Miniature  button  sharp  cut  off  pen- 
tode 

Half  wave  hi  vacuum  rectifier 
Miniature  beam  power  pentode 
Miniature  diode-pentode  remote  cut 

off,  for  battery  circuits 
Full  wave  rectifier,  9  pin  miniature 
Receiving  low  level  twin  triode, 

miniature 
Miniature  RF  and  IF  pentode 
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Current 

Service 

Tube  Type 

Designation 

Other  Number 

Class  Description 

12DK7 

12DK7 

Miniature  receiving  double  diode 

tetrode 

12DL8 

12DL8 

Receiving  twin-diode  tetrode,  minia- 

ture button  9  pin 

12DM5 

12DM5 

Receiving  beam  pentode  with  con- 

trolled warm  up  characteristics 

12DP7 

12DP7 

ZP477,  C7485B, 

Cathode  ray  tube,  magnetic  focus  and 

VCR516 

deflection,  obsolete,  superseded  by 

12DP7A 

12DP7A 

12DP7A 

12DP7Z 

Cathode  ray  tube,  magnetic  focus  and 

deflection 

12DP7B 

12DP7B 

Cathode  ray  tube,  magnetic  deflection 

and  focus 

12DP7C 

12DP7C 

Z4300,  Z4303 

Cathode  ray  tube,  magnetic  deflection 

and  focus 

12DP7Z 

-12DP7A 

See  12DP7A 

12DP8 

12DP8 

REL25 

Cathode  ray  tube  (Canadian) 

12DQ6 

12DQ6 

Receiving  hi  perveance  beam  power 

tube 

12DQ6A 

12DQ6A 

12DQ6  with  higher  ratings 

12DQ7 

12DQ7 

Receiving  pentode  TV  video  amplifier 

12DS7 

12DS7 

Miniature  twin  diode  power  tetrode 

12DT5 

12DT5 

Miniature  receiving  beam  power 

pentode 

12DT7 

12DT7 

Miniature  hi-mu  double  triode,  sim- 

ilar to  12AX7 

12DT8 

12DT8 

Receiving  hi  mu  twin  triode,  minia- 

ture 

12DU7 

12DU7 

Miniature  duo-diode  tetrode 

12DV7 

12DV7 

Miniature  double  diode  tridoe 

12DV8 

12DV8 

Duplex-diode  tetrode;  receiving  mini- 

ature 

12DW7 

12DW7 

Miniature  duo-triode,  dissimilar  sec- 

tions 

12DW8 

12DW8 

Diode,  dual  triode  for  hybrid  auto 

radios 

12DY8 

12DY8 

Miniature  tetrode-sharp  cut  off  triode 

12DZ6 

12DZ6 

Receiving  pentode  for  auto  receivers, 

miniature 

12DZ8 

12DZ8 

Miniature  hi  mu  triode,  power  pen- 

tode 

12E5GT 

12E5GT 

Receiving  triode  amplifier  (similar  to 

6P5GT) 

12EA6 

12EA6 

Receiving  pentode  for  auto  receivers, 

miniature 

12ED5 

12ED5 

Miniature  beam  power  audio  output 

pentode 

12EF6 

12EF6 

Receiving  beam  power  pentode,  ident- 

ical to  6EF6  and  9EF6  except 

heater 
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12EG6 

12EH5 
12EL6 
12EM6 
12EN6 
12EP1 
12EZ6 

12F5GT 


Current 
Service 

Designation  Other  Number 

12EG6 

12EH5 
12EL6 
12EM6 
12EN6 
12EP1 
12EZ6 

12F5GT 


12F8 

12F8 

12FA6 

12FA6 

l  LI  i\  O 

12FK6 

12FM.'! 

12FM6 

12FP  1 

12FP1 

19PO  > 

.  i.  ■ 

12FP7 

REL45,  ZP548 

12F,rG 

12FT6 

12G4 

•  12G4 

12G7'V 

12G7G 

12'. ; 

12G8 

12GP7 

12GP7 

GL488,  ZP488, 

12H 

1630 

12H4 

12H4 

12H6 

12H6 

VT214 

12HP1 

12HP1 

REL33A 

12HP3 

12HP3 

REL33 

12HP7 

12HP7 

REL37 

12J5 

12J5 

VT-135A 

12J5GT 

12J5GT 

VT-135 

12J5WGT 

12J5WGT 

12J7G 

12J7G 

12J7GT 

12J7GT 

12J8 

12J8 

12JP7 

12JP7 

12KS 

12K5 

12K7G 

12K7G 

Class  Description 

Receiving  dual  control  heptode,  mini- 
ature 

Miniature  power  pentode 
Miniature  double  diode  high  mu  triode 
Miniature  receiving  diode-tetrode 
Beam  power  pentode  receiving 
Cathode  ray  tube  (obsolete) 
Miniature  sharp  cut  off  pentode  for 

battery  supply 
Receiving  triode  amplifier  (type  6F5 

characteristics,  12Q7GT  will  replace 

if  lead  on  pin  #4  is  put  on  pin 

#3) 

Miniature  double  diode  pentode,  AF 
for  auto  receivers 

Miniature  heptode  for  battery  supply 

Miniature  twin  diode  low-mu  triode 

Miniature  double  diode  triode 

Cathode  ray  tube 

Cathode  ray  tube 

Miniature  duo-diode  triode 

Receiving  miniature,  medium  mu  tri- 
ode, center  tapped  heater 

Duodiode  triode 

Miniature  button  dissimilar  double 

triode  for  auto  receivers 
Cathode  ray  tube 
See  1630 

Miniature  button  receiving  triode 

Receiving  duodiode  rectifier  doubler 
(type  6H6  characteristics) 

Cathode  ray  tube 

Cathode  ray  tube 

Cathode  ray  tube  (Canadian) 

Receiving  triode  detector  amplifier. 
Obsolete 

Receiving  triode  detector  amplifier 
(type  6J5  characteristics) 

Ruggedized  version  of  12J5GT 

Replace  with  12J7GT 

Receiving  triple  grid  pentode  ampli- 
fier (similar  to  6J7,  12K7GT) 

Miniature  receiving  twin  diode 
tetrode 

Cathode  ray  tube 

Miniature  power  tetrode,  space  charge 

grid  type 
See  also  12K7GT;  replace  with 

12K7GT 
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Tube  Type 

12K7GT 

12K8 
12K8GT 

12K8  SPECIAL 
12K8Y 
12L6GT 
12L8GT 

12Q7G 
12C7GT 

12R5 

12S8GT 
12SA7 
12SA7G 
12SA7GT 

12SA7GT/G 
12SA7GTY 
12SA7Y 
12SC7 

12SF5 

12SF5GT 

12SF7 

12SF7GT 

12SF7Y 

12SG7 

12SG7GT 

12SG7Y 
12SH7 

12SH7GT 

12SJ7 

12SJ7GT 

12SK7 

12SK7G 

12SK7GT/G 


Current 
Service 

Designation  Other  Number 

12K7GT 

12K8 
12K8GT 

12K8Y  VT-132 
12K8Y  12K8  Special 

12L6GT 
12L8GT 

12Q7G 
12Q7GT 

12R5 

12S8GT 

12SA7  VT-161 
12SA7G 

12SA7GT  12SA7GT/G 

12SA7GT 

12SA7GTY 

12SA7Y 

12SC7  VT-268 

12SF5 

12SF5GT 

12SF7 

12SF7GT 
12SF7Y 

12SG7  VT-209 

12SG7GT 

12SG7Y 

12SH7  VT-288 
12SH7GT 

12SJ7  VT- 162 

12SJ7GT 

12SK7  VT-131 

12SK7G 

12SK7GT 


Class  Description 

Receiving  pentode  amplifier  (similar 

to  6K7,  12J7GT) 
Receiving  triode  hexode  converter 
Receiving  triode  hexode  converter 

(type  6K8  characteristics) 
See  12K8Y 

Type  12K8  with  Micanol  base 
Receiving  beam  power  amplifier 
Receiving  twin  pentode  power  ampli- 
fier 

See  12Q7GT;  replace  with  12Q7GT 
Receiving  duodiode-triode  (type  6Q7 

characteristics) 
Miniature  receiving  beam  power  am- 
plifier 

Receiving  triple  diode  triode 
Receiving  pentagrid  converter 
Replace  with  12SA7GT 
Receiving  pentagrid  converter  (type 

6SA7  characteristics) 
See  12SA7GT 

12SA7GT  with  Micanol  base 

12SA7  with  Micanol*base 

Receiving  twin  triode  amplifier. 
Similar  to  6SC7,  12SL7GT 

Receiving  hi  mu  triode  amplifier 
(Type  6SF5  characteristics) 

Receiving  triode  amplifier  ( 12S07  will 
replace  if  base  is  required) 

Receiving  diode  remote  cut  off  pen- 
tode (Type  6SF7  characteristics) 

Receiving  diode  pentode 

12SF7  with  Micanol  base 

Receiving  pentode  amplifier  (Type 
6SG7  characteristics) 

Receiving  pentode  amplifier  (Type 
6SG7  characteristics) 

12SG7  with  Micanol  base 

Receiving  sharp  cut  off  RF  pentode 
(Type  6SH7  characteristics) 

Receiving  pentode  amplifier  (Type 
6SH7  characteristics) 

Receiving  triple  grid  pentode  ampli- 
fier 

Receiving  triple  grid  pentode  ampli- 
fier (Type  6SJ7  characteristics) 
Receiving  pentode  amplifier 
Replace  with  12SK7GT 
See  12SK7GT 
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Current 
Service 

Tube  Type  Designation  Other  Number 

12SK7GT  12SK7GT  12SK7GT/G 

12SK7GTY  12SK7GTY 

12SK7Y  12SK7Y 

12SL7GT  12SL7GT  VT-289 

12SL7W  12SL7W 

12SN7  12SN7 
12SN7GT  12SN7GT 

12SN7GTA  12SN7GTA 

12SN7W  12SN7W 

12SP7  12SP7 

12SP7E  12SP7B 

12SP7D  12SP7U 

12SC7  12SQ7  VT-104 

12SQ7G  12SC7G 

12SQ7GT  12S07GT  12SQ7GT/G 

12SQ7GT/G  12SQ7GT 

12SR7  12SR7  VT-133 

12SR7GT  12SR7GT 

12SW7  12SW7 

12SW7GT  12SW7GT 

12SX7GT  12SX7GT 

12SY7  12SY7 

12SY7GT  12SY7GT 

12U7  12U7 

12V6GT  12V6GT 

12W6GT  12W6GT 

12X3  12X3 

12X4  12X4 

12X825  4B35 


Class  Description 

Receiving  pentode  amplifier.  Similar 
to  6SK7,  12SJ7GT  for  miniature 
verison  see  12BD6 

12SK7GT  with  micanol  base 

12SK7  with  micanol  base 

Receiving  twin  triode  amplifier  (Sim- 
ilar to  7SL7GT,  12SG7) 

Ruggedized  version  of  12SL7GT. 
Never  made 

Receiving  twin  triode  amplifier 

Receiving  twin  triode  amplifier 
(type  6SN7GT  characteristics) 

Receiving  twin  triode  amplifier 
( 12SN7GT  with  higher  ratings) 

Ruggedized  version  of  12SN7GT. 
Never  made 

Cathode  ray  tube-superseded  by 
12SP7D 

Cathode  ray  tube,  magnetic  focus  and 

deflection 
Cathode  ray  tube,  magnetic  focus  and 

deflection 
Receiving  duodiode  triode 
Replace  with  12SQ7GT 
Receiving  duodiode  triode  (Type 

6SG7  characteristics)  ' 
See  12SC7GT 

Receiving  duodiode  triode  (Type 
6SR7  characteristics) 

Receiving  duodiode  triode  (Type  6R7 
characteristics).  For  miniature  ver- 
sion, see  12BF6 

Version  of  12SR7  for  28-V  operation 

Discontinued  in  favor  of  12SW7 

Receiving  twin  triode  amplifier.  Se- 
lected 12SN7GT  for  28-V  operation 

Receiving  pentagrid  converter 
(28-volt  type  12SA7) 

Receiving  pentagrid  converter, 
(28-volt  type  12SA7GT)  • 

Miniature  double  triode  for  auto  re- 
ceivers 

Receiving  beam  power  pentode  ampli- 
fier 

Receiving  beam  power  amplifier 
Special  purpose  vacuum  diode  recti- 
fier (Canadian) 
Miniature  receiving  double  diode 
See  4B35 
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Current 
Service 

Tube  Type  Designotion  Other  Number 

12Z2P7  12Z2P7 


12Z3  12Z3 

12Z5  12Z5 

CE13A/B  CE13A/B  NU13A/B 

CE13C  CE13C 

CE13D  CE13C 

CE13V  CE13V 

CV13  CV13 

FA13  FAD 

G13  G13 

L-B13  1P25 

MK-13  BL934 

MLT-13  7823 

MPT  13  7901 

NU13A/B  NU13A/B  CE13A/B 

SRC- 13  5818 

TD13  6359 

TRL-13  TRL-13 

V13  V13 

VG13  1B68 

X-13  X-13  8100-12 

X-13B  X-13B 

13  80 

13-4  13-4 

13-4B  13-4B 

13B  80 

13DE7  13DE7 

13DR7  13DR7 

13T4  13T4 

BW15  BW15 

CE14A/B  CE14A/B  NU14A/B 

CE14C  CE14C 

CE14D  CE14D 

FA14  FA  14 

G14  920 

G14T  G14T 

GL14  914  22100 

HK14  HK14 

MCT14  6639/BL46  BL46 

MK14  BL934A 

NU14A/B  NU14A/B  CE14A/B 

PJ14  PJ14  PJ14B 

PJ14B  PJ14 


Class  Description 

Cathode  ray  tube,  electrostatic  focus 
and  deflection,  dual  gun,  12  inch 
diameter. 

Receiving  diode  rectifier,  hi  vacuum 
Receiving  voltage  double  rectifier, 

obsolete 
Phototube 
Phototube 
Phototube 
Phototube 
Thyratron  (British) 
Indicator  tube 
Gas  phototube 
See  1P25 
See  BL934 
See  7823 
See  7901 

Phototube  (similar  to  NU2  with 

anode  at  top) 
See  5818 
See  6359 
Wamoscope 
Vacuum  phototube 
See  1B68 

Reflex  klystron,  8200-12400  mc  .... 
Reflex  klystron,  7500-11,000  mc 
See  80 
Ballast  tube 
Ballast  tube 
See  80 

Receiving  miniature  duo-triode 
Miniature  double  triode,  dissimilar 

sections 
Ballast  tube 

Backward  wave  oscillator 

Phototube 

Phototube 

Phototube 

Compensator  tube  for  resistance- 

vacuum  gauge 
See  920 
Gas  phototube 
See  914 

Transmitting  triode 
See  6639/BL46 
See  BL934A 

Phototube  (similar  to  NU13  with  grid 
1  surrounding  anode) 
Special  phototube 
SeeRJ14 
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Tube  Type 

Current 
Service 
Designation 

Other  N umber 

TG-14 

TG14 

V14T 

XM-14 

14 

V14T 

XM-14 

14 

14A4 

14A4 

14A5 

14A5 

14A7 

14A7/12B7 

14A7/12B7 
14A7/12B7 

12B7,  14A7 

14A7ML/12B7ML 

14A7ML/12B7ML 

12B7ML 

14AF7 

14AF7 

xxd 

HAP  1,  2,  5 
14B6 

14AP  1,  2,  5 
14B6 

2531A14-D14 

14B8 

14B8 

14C5 

14LD 

14C7 

14C7 

14D12 
14E6 

8078 
14E6 

14E7 

14E7 

14F7 

14F8 

14F8 

14G6 

14G6 

14H7 

14H7 

14J7 
14N7 

14J7 
14N7 

14Q7 

14Q7 

14R7 

14R7 

14S7 

14S7 

Class  Description 

Spark  gap,  two  electrode,  line  type 
modulator 

Vacuum  phototube 

Pulsed  hi-power  triode 

Receiving  screen  grid  RF  amplifier 
(similar  to  24A) 

Receiving  lock-in  type  triode  ampli- 
fier (type  7A4  characteristics) 

Receiving  lock-in  type  power  ampli- 
fier 

See  14A7/12B7 

Receiving  lock-in  pentode  amplifier 

(similar  to  7A7,  14C7) 
Receiving  pentode  amplifier  (replace 

with  14A7/12B7) 
Receiving  twin  triode  (similar  to 

XXD,  14N7) 
Cathode  ray  tube 

Receiving  lock -in  type  duodlode  triode 
(type  7B6  characteristics) 

Receiving  lock-in  type  pentagrid  con- 
verter (similar  to  7B8,  14J7,  14S7, 
12A8GT) 

Receiving  lock -in  type  pentode  power 
amplifier  (type  6V6  characteristics) 

Receiving  lock-in  type  triple.grid  de- 
tector amplifier  (similar  to 
14A7/12B7) 

See  8078 

Receiving  lock-in  type  duodiode  triode 
(type  7E6  characteristics) 

Receiving  lock-in  duodiode  pentode 
(type  7E7  characteristics) 

Receiving  lock -in  type  twin  triode  am- 
plifier (type7F7  characteristics) 

Receiving  lock-in  type  double  triode 
amplifier  type  7F8  characteristics) 

Double  diode,  hi  mu  triode,  miniature 
(Canadian) 

Receiving  lock -in  type  pentode  ampli- 
fier (type  7H7  characteristics) 

Receiving  triode-heptode  converter 

Receiving  lock-in  type  twin  triode 
amplifier  (similar  to  7N7,  14AF7) 

Receiving  lock-in  type  pentagrid  con- 
verter (type  707  characteristics) 

Receiving  lock-in  type  duodiode  pen- 
tode (type  7R7  characteristics) 

Receiving  lock-in  triode  heptode  con- 
verter (similar  to  14B8,  14J7) 
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Current 

Service 

Tube  Type 

Designati  on 

Other  Number 

Class  Description 

14W7 

14W7 

Receiving  lock-in  type  pentode  ampli- 

fier sharp  cut  off 

14X7 

14X7 

Receiving  lock-in  type  twin  diode  high 

mu  triode 

14Y4 

14Y4 

Receiving  lock-in  type  duodiode  recti- 

fier 

14Y7 

14Y7 

Receiving  triode  -  hexode  (Canadian) 

T6H  miniature 

14Z3 

14Z3 

Receiving  lock-in  type  diode  rectifier 

(replace  with  12Z3) 

BL15 

BL15 

Gas  switching  tube,  ATR 

BIN  15 

BW15 

NU15A/B 

Backward  wave  oscillator 

CE15A/B 

CE15A/B 

Phototube 

CE15C 

CE15C 

Phototube 

CE15D 

CE15D 

Phototube 

FA15 

FA15 

Vacuum  switch  (SPOT) 

G15 

G15 

Phototube  (obsolete) 

G15F 

927 

See  927 

GL15 

GL15 

Counter  tube,  obsolete 

GLM15 

GLM15 

Counter  tube,  obsolete 

GML-M15M1F 

MK15MOD1F 

See  MK15MOD1F 

H15S 

4J 36-41 

Magnetron  series-see  4J36-41 

HW15 

CE203 

See  CE203 

LM15 

LM15 

Superseded  by  2P21  (similar  to 

C7557) 

MK15M0D1F 

MK15MOD1F 

GML-M1S41F 

Beta-Gamma  counter  tube 

MK15MOD13 

MK15MOD13 

Replaced  by  MK1MOD10D 

NU15A/B 

NU15A/B 

CE15A/B 

Phototube 

PT15 

VT104(Br.) 

See  VT1Q4  (Br.) 

R15A 

5B21 

See  5B21 

RK15 

RK15 

Receiving  triode  power  amplifier  (dis- 

continued type  46  nearest  equivalent) 

SRX-15 

SRX-15 

Reflex  klystron 

TG-15 

TG15 

Chronotron  vacuum  type  relay 

TT15A 

TT15A 

Delay  tube  (relay) 

V15F 

V15F 

Vacuum  phototube 

VG15 

BS-7 

See  BS-7 

XM15-A 

XM15A 

Transmitting  triode 

15 

15 

Receiving  pentode  amplifier 

15A 

ISA 

Receiving  tetrode  amplifier 

15A6 

15A6 

Miniature  receiving  video  output  pen- 

tode (Dutch) 

15A8 

15A8 

Receiving  medium  mu  triode  and 

beam  pentode 

15E 

15E 

8023,  4C30, 

Transmitting  UHF  triode  amplifier 

3-15A3/15B 

15G 

15G 

Diode  gas  rectifier 

15GP22 

15GP22 

Cathode  ray  tube,  3  gun,  metal,  tri 

color  phosphor  dot 
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Current 

Service 

Tube  Type 

Designation 

Other  Number 

Class  Description 

15R 

15R 

2-15A/15R,  8022, 

Hi  vacuum  half  wave  rectifier 

4B30 

BL16 

BL16 

TH  tube,  tunable  with  integral 

cavity 

C16J 

5665 

See  5665 

LLlbA/B 

CE  loA  /B 

NUlbA/B 

Phototube 

CE16C 

CE16C 

Phototube 

CE16D 

Lhlob 

Phototube 

CV16 

CV16 

REL46,  S25A 

Grounded  grid  triode  (British) 

EL- 16 

EL- 16 

Diode  gas  rectifier 

EL16B 

16B 

See  16B 

EL16F 

16F 

See  16F 

E7T  PICT 

bobb 

See  abb 5 

ELC16J/A 

C 16 J  /A 

Thyratron 

G16 

G16 

Gas  phototube 

G16B 

G16B 

Gas  phototube 

/ion 
4Bz/ 

See  4BZ/ 

IC-16 

IC-16 

Image  converter  tube,  see  also 

c  ion   c  ji  i  i 

6380,  6411 

NE16 

991 

See  991 

Ml  I1C  A  /O 

NUlbA/B 

vtl  TICK  /D 

NU  IbA/B 

ChlbA/B 

Phototube  (similar  to  NU1  with  ca- 

thode in  independent  halves) 

T~»   (VI  1  C  A 

P-UUlbA 

P-UUloA 

GE  X-ray,  see  FP  265 

o nrin  lcn 

POUO  lfaB 

GL152 

See  GL 152 

DTTT       1  C 

HtL-lb 

0/0 

See  878 

HKlb 

HKlb 

Receiving  triode  power  amplifier  (dis- 

continued, type  59  nearest  equiva- 

lent 

CDV  1£ 

on  A- id 

onA-IO 

Mystron,  similar  to  zi\ 

V16 

V16 

Vacuum  phototube 

V16B 

V16B 

Vacuum  phototube 

lb 

Q  1 
til 

oee  oi 

lD-D 

i  c  c 

lb-b 

Ballast  tube 

16  A  5 

16A5 

Miniature  sound  output  tube  (Dutch) 

IbACF/ 

16ADP7 

Cathode  ray  tube,  magnetic  deflection 

and  focus 

16AFP19 

lbAFP19 

Cathode  ray  tube,  electrostatic  focus, 

magnetic  deflection  metal  backed 

screen 

IbAGP  

IbAbr  

Cathode  ray  tube,  electrostatic  focus, 

magnetic  deflection 

16AKP7 

16AKP7 

Cathode  ray  tube,  magnetic  deflection 

electrostatic  focus 

16AP2 

16AP2 

Cathode  ray  tube 

16B 

16B 

EL16B 

Gas  rectifier  half  wave 

16F 

16F 

EL16F 

Diode  gas  rectifier 

16JP19 

16JP19 

Cathode  ray  tube 

16PMI 

6836/16PMI 

See  6836/16PMI 

ARP17 

ARP17 

NR85,  6FG6 

Receiving  tetrode  power  amplifier 

BL17 

BL17 

TR  tube 
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Tube  Type 

CE17A/B 

CE17C 

CE17D 

EE17 

FG17 


G17F 
MPT- 17 
MST-17 
NU17A/B 

RK17 


SR17 

SRL-17 

TT-17 

V17F 

WL17 

17 

17-3 
17ADP7 

17AV5GA 
17AX4GT 

17BCP1 

17BQ6GTB 

17C5 

17C8 

17CA5 

17CA5 

17CU5 

17D4 

17DE4 

17DQ6 

17G2 

17H3 

17HP7 

17L6GT 

17R5 

17Z3 

BL18 

CE18A/B 

CE18B 


Current 
Service 
Designation 

CE17A/B 

CE17C 

CE17C 

FG17 

FG17 


G17F 

7902 

8048 

NU17A/B 


Other  Number 

NU17A/B 


EE17,  WL17,  WT272, 
272,  CE3Q9,  DE0517, 
NL715,  UE967,  967, 
4260,  4261,  5557, 
5557/FG17,  DG0517 


BL601 
CE17A/B 


RK17 


SR17 

SRL-17 

TT-17 

V17F 

FG17 

17 

171-3 
17ADP7 

17AV5GA 
17AX4GT 

17BCP1 

17BQ6GTB 

17C5 

17C8 

17CA5 

17CA5 

17CU5 

17D4 

17DE4 

17DQ6 

17G2 

17H3 

17HP7 

17L7GT 

17R5 

17Z3 

6632 

CE18A/B 
CE18B 


NU18A/B 


Class  Description 

Phototube 
Phototube 
Phototube 
See  FG17 
Thyratron,  mercury 


Gas  phototube 
See  7902 
See  8048 

Phototube  (similar  to  NU2  with  flat 
cathode) 

Receiving  pentode  power  amplifier 
(discontinued,  type  2A5  nearest 
equivalent) 

Vacuum  phototube 

Reflex  klystron  oscillator 

Chionotron  vacuum  type  relay 

Vacuum  phototube 

See  FG17 

Receiving  triode  (similar  to  type  27) 
Ballast  tube 

Cathode  ray  tube,  magnetic  deflection 

and  focus,  metal  backed  screen 
Receiving  beam  power  pentode 
Receiving  half  wave  hi  vacuum  recti- 
fier 

Cathode  ray  tube,  magnetic  deflection, 

electrostatic  focus 
Receiving  beam  power  pentode 
Receiving  miniature  pentode 
Receiving  double~<iiode-remote  cutoff 

pentode,  T6J4.  Canadian 
Receiving  beam  power  pentode 
Receiving  beam  power  pentode 
Receiving  beam  power  amplifier 
Receiving  half  wave  rectifier 
Receiving  diode 
Receiving  beam  pentode 
Ballast  tube 

Miniature  receiving  diode 
Cathode  ray  tube 
Receiving  beam  power  amplifier 
Miniature  beam  power  amplifier 
Receiving  booster  diode  (Dutch) 
See  6632 
Gas  phototube 
Gas  phototube 
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Current 

Service 

Tube  Type 

Designation 

Other  Number 

Class  Description 

CE18C 

CE18C 

uas  phototube 

CE18D 

CE18D 

uas  phototube 

CV18 

2C34 

oee 

CV18  (Br.) 

2C34 

oee  zUJ4 

G18T 

G18T 

bas  phototube 

HV18 

HF200 

oee  Hr  AJU 

M- 18  A 

M-18A 

Geiger-Mueller  counter  tube 

MCC18 

MCC18 

i  n-onutter  tube 

NU18 

NU18 

Gqs  phototube 

RBE-18A 

6090 

bee  ouyu 

RK18 

RK18 

Transmitting  triode  amplifier 

(discontinued) 

SRX18 

SRX18 

Klystron,  reflex 

TT-18 

TT-18 

Chronotron-vacuum  type  relay 

V18T 

V18T 

Vacuum  phototube 

18 

18 

Receiving  power  amplifier,  pentode 

18DZ8 

18DZ8 

Miniature  triode  pentode 

18FW6 

18FW6 

Miniature  pentode  for  broadcast 

receiver 

18FX6 

i  orvc 
lor  AO 

\A  (  n  (  frt  i  ira  i-iont  n/^fi  A  rVirn»or  t  or  c; 
MiniUlUrtr  ptrlllUyllU  UUIlVtrlLtrlb 

18FY6 

lor  Yd 

Miniature  duodiode  triode 

BL-19 

or    i  n 
BL-iy 

Ain  tUDe 

C19K 

Liyi\ 

L-nurcjcirun  ouiimjuc  luy  iudc 

C19Q 

C19Q 

Charactron  cathode  ray  tube 

DET19 

ZLo4 

oee  cx^-jh 

REL19 

LT  4  jo 

L/Unauian  uesiynuiiuii  iui  *L>rvjou 

RK19 

RK19 

Transmitting  duodiode  rectifier 

(discontinued) 

SAC- 19 

SAC- 19 

CW  amplifier  klystron 

SRX-19 

v  in 
bnA-iy 

Klystron 

TD-19 

1  L-iy 

oUDminiaiure  voiiuge  reguiuiur 

TE-19 

TXT  in 

1 1-  iy 

Ruggedized  version  of  2C50 

19 

iy 

Receiving  twin  triode  amplifier 

(Type  1J6G  characteristics) 

19AC5 

lyAwo 

Miniature  power  pentode,  similar 

tO  OAuO 

19AU4 

19AU4 

Receiving  damper  diode  for  series 

TV    T  Q   nlrtnc  KnIK   nrtnl  Knc;p 
1  V,             giUoo  DUIJJ,  UUlUl  UUoc 

19AU4GT 

19AU4 

TV  damping  diode 

IQil  MPT  A 
iy  AU4b  1  A 

TV  (-inmnfnn  HfnHp    1QAIM  with  hinhp'r 

19BG6G 

19BG6G 

Receiving  beam  power  amplifier 

19BG6GA 

19BG6G 

Receiving  beam  power  amplifier 

19C8 

19C8 

Miniature  triple  diode  triode 

19CS4 

19CS4 

Receiving  diode  (British) 

19D8 

19D8 

Receiving  trio  de-hep  tod  e  miniature 

(Canadian) 

19DE7 

19DES 

Miniature  double  triode,  dissimilar 

sections 

19J6 

19J6 

Miniature  medium  mu  twin  triode 
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Current 
Service 

Tube  Type  Designation  Other  Number  Class  Description 

19T8  19T8  Miniature  glass  button  triple  diode 

triode 

19TP22  19TP22  Tri-oolor  cathode  ray  tube 

19V8  19V8  Miniature  double  diode  hi  mu  triode 

19VP22  19VP22  "Colortron",  cathode  ray  tube 

19WP  -  19WP   Cathode  ray  tube,  metal  cone, 

electrostatic  focus,  electro- 
static &  magnetic  deflection 
19X3  19X3  Miniature  half  wave  rectifier 

(Dutch) 

19X8  19X8  Miniature  receiving  triode-pentode 

converter 

19Y3  19 Y  3  Miniature  half  wave  rectifier 

(Dutch) 

BL20  BL20  TR  tube,  X  band 

CE20A/B  CE2DA/B  NU20A/B  G  phototube,  obsolete,  superseded 

by  CE25 

GE20X672  4B36  See  4B36 

KR20  KR20  Receiving  special  detector 

NU20  927  See  927 

NU20C  927  See  927 

REL20  REL20  Watson  thyratron 

RK20  804  Transmitting  pentode  amplifier 

(discontinued,  replace  with  804) 
RK20A  RK2DA  CK70  Transmitting  pentode  amplifier. 

Type  RK20  (804)  and  RK46 
characteristics) 

SAC- 20  SAC- 20  Klystron  amplifier,  C  bank 

T-20  T-20  Transmitting  triode  amplifier, 

similar  to  1623 

TE-2Q  TE-20  Ruggedized  version  of  2C52 

TG20  TG20  Spark  gap 

TT-20  TT-20  Chronotron-vacuum  type  relay 

TUG20  TUF20  Transmitting  or  receiving  VHF 

triode 

TX-20  TZ-20  Transmitting  triode  amplifier- 

multiplier 

U20  CV31  SeeCV31 

20  20  01  Receiving  triode  amplifier 

(Obsolete) 

20-4  20-4  Ballast  tube 

20AP1  20AP1  2532A20  Cathode  ray  tube.  Obsolete,  superseded 

by  K-1019P1.  Not  directly  inter- 
changeable 

20BP1  20BP1  Cathode  ray  tube 

20J8  20J8  Receiving  triode  heptode  converter 

(Canadian) 

20X67  2  4B36  See  4B36 

A21  A21  Therapy  type  HF  triode 

AR21  VR55(Br.)  SeeVR55(Br.) 
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Current 

Service 

Tube  Type 

Designation 

Other  Number 

Class  Description 

AW91 
AWZ1 

A  UU91 
AWZ1 

Ttlode  vacuum  control  tube 

(similar  to  203A) 

PF91 A  /R 

wL&  In  /  D 

PF91  A  /R 

r*  no  to  tube 

CE21C 

J  ZU 

rnOtOtUDe 

CE21D 

PF91D 

rnOtOtUDe 

n9i 

.XJZ1 

oee  JuZl 

P9i 

UZ1 

Gas  phototube 

KY91 

KY91 

Thyratron 

KY91  A 

I\  I  Z1A 

Thyratron 

PT91 

PT91 

Triode  vacuum  control  tube 

REL21 

VI  w 

oee  v  i  jU  / 

RK21 

Diode  vacuum  rectifier  (obsolete, 

RY91 
nAZl 

nearest  equivalent  836) 

nAzl 

Diode  gas  rectifier  (superseded  by 

nAZiA/RX2i) 

RY91  4 

DY91  A  /DV01 

nAZiA/nAZl 

See  RX21A/RX21 

RY91  A  /RY91 
nAZl/\/  nAZl 

DY91  A  /D  YO  1 

nAZlA/nAZl 

nAZIA 

Transmitting  diode  gas  rectifier 

RY91 
r\  i  zi 

RY91 
nl  Zl 

Transmitting  triode  amplifier 

"\Ar  91 

cap  ni 
OAU-  Z 1 

Klystron  amplifier 

SRC21 

<^RP91 

OIlOZ  1 

Klystron,  reflex,  waveguide  output 

T21 

721 

Transmitting  tetrode  amplifier 

l  similar  to  dldljAJ 

TB-21 

UOU  1 

oee  oooi 

TT-21 

TT-91 
i  i  z  i 

Chronotron-vacuum  type  relay 

VW21 

VW21 

Subminiature  type  diode 

VX21 

S7QQ 

C__  C7QQ  k 

oee  j/yy 

Y  91 

A-  Zl 

Y  91 
A-  Z 1 

Velocity  variation  UHF  oscillator 

91-9 
z  i  z 

91  9 
Zl—  Z 

Ballast  tube 

91  Afi 

91  Afi 

Zl  AD 

Miniature  button  output  pentode 

9  IRK 

Z  1DU 

(Dutch) 

O  1  DC 

Z  lDD 

Receiving  beam  power  amplifier 

A22 

(r  rencn) 

A99 

/iZ  Z 

Receiving  tetrode  amplifier  (obsolete) 

AP99 

AP99 

AUZZ 

Receiving  tetrode  amplifier  (obsolete, 

nearest  equivalent  is  24A) 

BL22 

Rr  99 

DL-iZ  Z 

l  n  tube,  a  bana 

PF99A  /R 

PF99A  /R 
L-CZZA/  d 

MM99 A  /R 
INUZZA/D 

Gas  phototube,  red-infrared  sensitive 

PP09P 
L/OZZU 

bas  phototube,  red-infrared  sensitive 

PF99D 

Q94 

oee  yz4 

CE-  22WB- AB 

CE-22WB-AB 

rnuiuiujjtr  ^wiinoui  dqsg) 

CE22WB-S1 

CE-  22WB-S1 

Phototube  (without  base) 

D22 

D22 

Geiger-Mueller  counter  tube.  Replace 

with  MK1MOD10D 

D22S 

D22S 

Special  version  of  type  D22 

KR22 

KR22 

Receiving  special  detector 

M22 

M22 

Geiger-Mueller  counter  tube 

MPT22 

8088 

See  8088 

NU22A/B 

NU22A/B 

CE22A/B 

Gas  phototube 

PJ22 

PJ22 

V-9,  WL734,  CE1VC, 

Vacuum  phototube 

59 AV,  59AV3,  NU1V 
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Current 
Service 


1 ube  1 ype 

Desi  gn  oti  o  n 

REL22 

REL22 

RFt  T)  SPFPTAr 

REL22 

3B23 

SAX22 

Tn?9 

6782 

TT-  22 

TT-22 

V-22 

V-22 

V-22H 

V-22H 

X-  22 

X22/8D 

22 

22 

22-4 

22-4 

22AP1 

22AP1 

22CP  - 

22CP  

22DP  

22DP  

CE23A/B 

CE23A/B 

CFPT" 

CE23D 

CE23D 

E23 

E23 

K23B 

K23B 

KU23 

KU23 

L23 

L23 

MPT-23 

BL-T-041/8060/ 

MPT23 

NU23 

NU23 

PJ23 

868 

REL23 

REL23 

RK23 

RK23 

SAK23 

SAK23 

TD-  23 

6882 

V-23 

V-23 

X-  23 

X-23 

ZO— 0  Jtt 

i.  J  JJn 

23D4 

23D4 

BL24 

BL24 

CE24C 

CE24C 

HK24 

HK24 

HK24G 

3C24 

HY24 

HY24 

K24 

K24 

KU24 

KU24 

MPT24 

BL-T-059/8061/ 

MPT24 

RK24 

RK24 

SRC  24 

SRC24 

Other  Number 

REL  Special 


3222,  SE3222,  X222 
CK322,  VT-26 


NU300 

BL-T-041,  8060 


25T,  3-25A3/25T 

VT-204 

RX24 


BL-T-059,  8061 
HY24 


Class  Description 

Obsolete,  Canadian  number 
Obsolete,  Canadian  number 
See  3B23 

Klystron,  X  band,  pulsed 
See  6782 

Chronotron-vacuum  type  relay 
Klystron,  CW  tunable 
Klystron,  CW  tunable 
Klystron 

Receiving  tetrode  amplifier  (obsolete) 

Ballast  tube 
Cathode  ray  tube 

Cathode  ray  tube,  magnetic  deflection 

and  focus 
Cathode  ray  tube,  electrostatic  focus, 

magnetic  deflection 
Phototube,  replaced  by  923 
Gas  phototube,  replaced  with  923 
Gas  phototube,  replaced  with  923 
Thyratron 
Ballast  tube 

Trananitting  triode  amplifier 
Ceramic,  small,  signal  amplifier 
See  BL-T-041/8060/MPT23 

Gas  phototube 
See  868 

Canadian  number 
Transmitting  pentode  amplifier 

oscillator-ceramic  base 
Klystron 
See  6882 

Klystron  oscillator,  tunable 
Klystron 
Ballast  tube 
Ballast  tube 

Duplexer  (TR  and  ATR  complete) 
Obsolete  phototube 
Transmitting  triode  amplifier 
See  3024 

Transmitting  triode  amplifier 
Receiving  screen  grid  RF  amplifier 
Hydrogen  Thyratron 

See  BL-T-059/8061/MPT24 

Receiving  and  transmitting  triode 
amplifier  (obsolete) 

Velocity  variation  UHF  oscillator- 
klystron 
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Tube  Type 

TD-24 
TT-24 

TW24D 
V-24B 

VG24G 

X-24/XA 

24 

24A 

24G 

24S 

ATS25 

B25 

BK25B 

BL25 

CE25A 

CE25A/B 

CE25C 

CE25C/B 

CE25D 

CE25L 

CE25V 

CE-B25-V 
CV25 

D25 
FT25 
HY25 
KR25 

KU25 

L-25 

NU25A/B 

NU25C 

PEN-25 

REL25 

RK25 


RK25A 
RK25B 

S25A 

SCS-25 

TG25 


Current 
Service 
Designation 

685  2 
TT-24 

TW24D 
V-24B 

VG24G 

V-24B 

24 

24A 

24G 

24S 

807 

5622 

BK25B 

6322 

CE25A/B 

CE25A/B 

927 

927 

927 

CE25L 
CE25V 

CE-B25-V 

CV25 

2E25 
FT  25 
HY25 
KR25 

8474/KU25 

L-25 

NU25A/B 

927 

CV65 

12DP8 

RK25 


P.K25A 
F.K25E 

CV16 

SCS-25 

TG25 


Other  Number 


X-24/XA 


224,  VT-28 
3924,  124,  124 A, 
424A,  VT-28 


CE25A 


4242A 


CE25A/B 


Class  Description 

See  6852 

Chronohm  timing  tube  with  negative 

coefficient  of  resistance 
Traveling  wave  tube 
Klystron  power  amplifier,  pulsed  fixed 

frequency 
Transmitting-Special  purpose  tube, 

obsolete 
See  V-24B 
Superseded  by  24A 
Receiving  tetrode  amplifier 

(similar  to  35/51) 
Receiving  tetrode  amplifier.  Obsolete, 

use  24A 
Receiving  tetrode  amplifier 
See  807 
See  5622 
Ballast  tube 
See  6322 
SeeCE25A/B 
Gas  phototube 
See  927 
See  927 
See  927 
Phototube 

Gas  phototube,  see  CE25A/B, 

CE25C,  CE25C 
Mechanically  improved  CE-25V 
Transmitting  modulator  RF  amplifier 

(British) 
See  2E25 
Strobotron 

Transmitting  triode  amplifier 
Receiving  pentode  power  amplifier 
(Nearest  equivalent  2A5) 
See  8475/KU25 
Planar  tetrode 

Gas  phototube,  see  CE25C  and  CE25D 
See  927 
See  CV65 
See  12CP8 

Transmitting  pentode  cmplifier  oscil- 
lator. Ceramic  base.  Obsolete.  Near- 
est equivalent  802. 

Discontinued"  see  RK25  and  RK25B 

Similar  to  FX  25  except  for  phenolic 
base.  See  P.K25. 

See  CV16 

Klystron  (diathermy) 
Spark  gap  tube 
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TRG-25 

TT-25 

VT25(Br.) 

VT25A 

WT25 

25-4 

25-258 

25A 

25A6 

25A5G 
25A6GT 
25A6GT/G 
25A6MG 

25A7G 

25A7GT 

25A7GT/G 
25AC5G 

25AC5GT 

25AC5GT/G 

25AU4GT 

25AV5GA 

25AV5GT 

25AX4GT 

25AX4GTA 

25B5 

25B6 
25B6G 
25B5GT 
25B8GT 

25BK5 
25BQ6GA 

25BC6GA/25CU6 
25BQ6GT 
25B06GTB/25CU6 
25C5 

25C6G 

25C5GA 


Designation  Other  Number 

TRG-25 
6361 

VT25(Br.)  AT35,  10E/7312, 

CV1362 

VT25A  10  Special,  25A,  2C25 

WT25 

25-4 

1B5/25S 

VT25A 

25A6 

25A6GT 

25A6GT  25A6GT/G 

25A6GT 

25A6MG 

25A7G 

25A7GT  25A7GT/G 

25A7GT 
25AC5G 

25AC5GT  25AC5GT/G 

25AC5GT 

25AU4GT 

25AV5GT 

25AV5GT 

25AX4GT 

25AX4GTA 

25B5 

25B6 
25B6G 
25B6GT 
25B8GT 

25EK5 
25BC6GA 

25BC6GA/25CU6 
25BC6GT 

25BQ6GTB/25CUY6 
25C5 

25C6G 

25C6GA 


Class  Description 

Spark  gap  tube 
See  6361 

Transmitting  triode  amplifier 
(British) 

Transmitting  triode  amplifier- 
oscillator  (similar  to  10Y) 

Triode  vacuum  control  tube 

Ballast  tube 

See  1B5/25S 

See  VT25A 

Receiving  pentode  amplifier 

(obsolete,  see  25A6GT) 
See  also  25A6GT 
Receiving  pentode  amplifier 
See  25A6GT 

Obsolete,  equivalent  to  25A6  and 

25A6GT/G 
Receiving  diode  rectifier,  pentode 

amplifier.  Obsolete 
Receiving  diode  rectifier,  pentode 

amplifier.  Obsolete 
See  25A7GT 

Receiving  triode  amplifier. 

See  25A05GT 
Receiving  triode  amplifier 
See  25AC5GT 
Damper  diode  (British) 
Beam  power  amplifier 
Receiving  beam  power  amplifier 
Half  wave  hi  vacuum  rectifier 
Half  wave  hi  vacuum  rectifier 
Receiving  twin  triode  direct  coupled 

amplifier  (obsolete) 
Receiving  pentode  amplifier  (obsolete) 
Receiving  pentode  amplifier  (obsolete) 
Receiving  pentode  amplifier  (obsolete) 
Receiving  triode  pentode-obsolete 

(type  12B8GT  characteristics) 
Miniature  beam  power  pentode 
Receiving  beam  pentode  for  TV 

applications 
See  25B05GA 
Receiving  beam  pentode 
25BQ6GA  in  T-9  envelope 
Receiving  beam  pentode,  miniature. 

See  also  50C5 
Receiving  pentode  amplifier  (Type 

6Y6G  characteristics)  obsolete 
Receiving  beam  power  amplifier 
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Current 
Service 


Tube  Type  Designation  Other  Number 

25CA5  25CA5 

25CD6G  25CD6G 

25CD6GA  25CD6GA 

25CD6GB  25CD6GB 

25CR5  25CR5 

25CU6  25CU6 

25D4  25D4 

25D5  25D5 

25D8GT  25D8GT 

25DN6  25DN6 

25DC6  25DG6 

25DT5  25DT5 

25E5  25E5 

25EC6  25EC6 

25EM5  25EM5 

25F5  25F5 

25L6  25L6  VT-201 

25L6G  25L6G 

25L6GT  25L6GT  VT-201C,  25L6GT/G 

25L6GT/G  25L6GT 

25L7GT  25L7GT  25L7GT/G 

25L7GT/G  25L7GT 

25N6G  25N6G 

25Q6GT  25Q6GT 

25R  25R  2-25A/25R 

25S  1B5/25S 

25S25  1B5/25S 

25SC7GT  25SQ7GT 

25T  HK24 

25TG  3C24 
25U4GT  25AU4GT 
25W4GT  25W4GT 

25W6GT  25W6GT 


Class  Description 

Miniature  receiving  beam  pentode, 

similar  to  6CA5 
Receiving  beam  power  amplifier 
25CB6G  with  controlled  heater  warm 

up  characteristics 
25CD6G  with  higher  ratings,  similar 

to  25BC6 
Miniature  receiving  beam  power 

amplifier.  See  also  6CR5 

(Canadian) 
Receiving  beam  power  amplifier,  see 

also  6CU6  and  12CU6 
Receiving  half  wave  rectifier  same  as 

12D4  except  heater 
Beam  power  amplifier.  Obsolete 
Receiving  diode  triode  pentode 
Receiving  beam  power  amplifier 
Receiving  beam  power  amplifier 
Miniature  beam  power  tube  for  TV 

vertical  deflection 
Receiving  beam  power  amplifier 

(Canadian) 
Receiving  beam  pentode  T12  envelope 

Similar  to  25CD6-GB 
Miniature  power  pentode 
Miniature  receiving  beam  power  tube 
Receiving  pentode  ampliEer  (obsolete, 

replace  with  25L6GT). 
Replace  with  25L6GT 
Receiving  pentode  amplifier 
See  25L6GT 

Receiving  pentode  amplifier  diode 
rectifier  (obsolete) 

Receiving  pentode  amplifier  diode 
rectifier  (obsolete) 

Receiving  twin  triode  amplifier- 
Obsolete 

Beam  pentode 

Transmitting  diode  vacuum  .rectifier 
See  1B5/25S 
See  1B5/25S 

Receiving  double  diode  triode,  T-9 

envelope 
See  HK24 
See3C24 

Half  wave  rectifier  tube  (British) 
Receiving  rectifier,  half  wave. 

Obsolescent 
Receiving  beam  power  amplifier 
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Current 
Service 

Tube  Type  Designation  Other  Number 

25X6GT  25X6GT 

25X4  25X4 

25Y4GT  25Y4GT 

25Y5  25Y5 

25Z3  25Z3 

25Z4  25Z4 

25Z5  25Z5 

25Z5MG  25Z6MG  . 

25Z6  25Z6 

25Z6G  25Z6G 

25Z6GT  25Z6GT  25Z6GT/G 

25Z6GT/G  25Z6GT 

25Z5MG  25Z6MG  25Z5MG 

25Z6WGT  25Z6WGT 

BL26  6566 

CE26  CE26  NU26 

CE26D  IB33 

CV26  CV26 

MPT26  7309/MPT26  BL693 

MXK26  X-13 

NU26  NU26  CE26 

QK26  707B 

SAC  26  SAC26 

SRC26  SRC26 

TT-26  TT-26 

X-26B  X-26B 

X-26D  X-26D 

X-26E  X-26E 

X-26F  X-26F 

26  26  126,  326,  UX226,  226 

26A5  26A5 

26A6  26A6  A4465E 

26A7GT  26A7GT 

26B6  26B6 

26BK6  26BK6 

26C6  26C6  A4454 


Class  Description 

Receiving  duodiode  rectifier  doubler 

(similar  to  25Z6GT/G) 
Receiving  diode  rectifier 
Receiving  diode  rectifier  (similar 

to  25Z4) 

Receiving  duodiode  rectifier  doubler 
(nearest  equivalent  is  25Z5) 

Receiving  diode  rectifier.  Obsolete 

Receiving  diode  rectifier.  Obsolete 
(similar  to  25Y4GT) 

Receiving  duodiode  rectifier  doubler 
(nearest  equivalent  is  25Y5) 

See  25Z6MG 

See  25Z6GT  replace  with  25Z6GT 

Replace  with  25Z6GT 

Receiving  duodiode  rectifier  doubler 

(similar  to  25X6GT) 
See  25Z6GT 

Obsolete;  equivalent  to  25Z6  and 

25Z6GT/G 
Ruggedized  version  of  25Z6GT.  Not 

directly  interchangeable.  See  5839 
See  6566 

Phototube  (same  as  CE3  except  in 

basing)  See  1P33 
See  1P33 

Transmitting  tetrode 

See  7309/MPT26 
SeeX13 

Phototube.  Obsolete 

See  707B 

Klystron 

Klystron,  reflex 

D-C  convectron,  Y  type 

Reflex  klystron  oscillator  6.3-7.5  KMc 

Reflex  klystron  oscillator, 

5.8-7. 125  KMc 
Reflex  klystron  oscillator, 

5.3-6.6  KMc 
Reflex  klystron  oscillator, 

5.3-6.3  KMc 
Receiving  triode  amplifier 
Miniature  tetrode  (beam  power) 

amplifier 

Miniature  6SG7  RF  pentode  amplifier 
Receiving  twin  pentode  amplifier 
Obsolete,  superseded  by  26D6 
Miniature  duo-diode  triode 
Miniature  6SR7  duplex  diode  triode 
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Tube  Type 

26CG6 

26D6 

26E6G 

26E6WG 

26Z5 

26Z5W 

BL-27 

D-27 

FG-27A 

HK27 

MXT-27 

HV27 

HV27/T822 

K27 

SMS- 27 

TT-27 

V-27 

V-27B 

27 

HP 

T,M 

27M3 
27S 

A28 

BL28 

CE28A/B 

CE28C 

CE28D 

CV28 

CW28 

D28 

KR28 

OK28 

RK2B 

RK28A 

SAS-28 

V-28 

28A 

2BD7 

28D7W 


Current 
Service 
Designation 

26CG6 

26D6 

25E6G 

26E6WG 

26Z5 

26Z5W 

6334 

6AL5 

FG27A 

HK27 

BL651H/MXT27 
HV27/T822 
HV27/T822 
27 

SMS27 

TT-27 

V-27 

V-27B 

27 


27A 

27HM 

27M3 
27S 

A28 

6568  /BL28 

CE28A/B 

CE28C 

928 

CV28 

CW28 

6A06 

84/6Z4 

2K28 

RK28 

803 

SAS28 

V-28 

803 

28  D7 

28D7W 


Other  Number 


HV27,  T822 


3373,  DEI,  K27,  127, 
UY227,  227,  327, 
VT-29 


X28 


Class  Description 

Miniature  receiving  pentode,  remote 
cut  off 

Miniature  6SA7  pentagrid  converter 
Receiving  beam  power  amplifier 
Receiving  beam  power  amplifier 

(ruggedized) 
Miniature  twin  diode  rectifier 
Ruggedized  version  of  26Z5 
See  6334 
See  6AL5 
Thyratron,  mercury 
Receiving  VHF  beam  pentode 
See  BL651H/MXT27 
See  HV27/T822 
Transmitting  triode  amplifier 
See  27 

Klystron  multiplier 
Single  DC  convectrori 
Klystron  amplifier 

Klystron  amplifier,  two  resonator  type 
Receiving  triode  detector  amplifier 
(similar  to  56) 

Type  27  with  low  current  filament 

(discontinued,  see  27) 
Receiving  triode  detector  amplifier 

(obsolete) 
Photomultiplier-{  Briti  sh) 
Receiving  triode  detector  amplifier 

(similar  to  27) 
Receiving  triode  detector  amplifier 
See  6568 /BL28 
Gas  phototube 
Gas  phototube 
See  928 

Transmitting  triode  amplifier 

(British) 
Therapy  type  triode  (inactive) 
See  6AQ6 
See  84/6Z4 
See  2K28 

Transmitting  pentode  amplifier 
See  803 

Klystron,  CW  amplifier 
Klystron  oscillator 
See  803 

Receiving  lock -in  type  double  beam 

power  amplifier 
Ruggedized  version  of  28D7 
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Current 

Service 

Tube  Type 

Designation 

28Z5 

28Z5 

BK29B 

BK29B 

BK29D 

BK29D 

BL29 

BL29 

CE29A/B 

CE29A/B 

CE29C 

CE29C 

CE29D 

CE29D 

CV29 

CV29 

FG29 

FG29 

GL-29H1 

EP-GL29H1 

GLM29L1 

EP-GL29L1 

L29 

6299 

REL29 

REL29 

SAC29 

SAC29 

TG29 

TG29 

VU29 

VU29 

29 

29 

A3D 

A30 

BRITISH  VT30 

T259 

CE30 

CE30 

CE30C 

930 

CE30V 

CE30V 

CV30 

CV30 

HD30 

3B4 

HY30Z 

809 

L30C 

2C38 

L-30-P 

2C41 

MCT30 

MCT30/BL352A 

NU30 

NU30 

NU30Z 

809 

QK30 

QK30 

REL30 

REL30 

RK30 

800 

RW30 

RW30 

SAX- 30 

SAX30 

TE-30 

6531 

TWIN  30 

Twin  30 

30 

30 

30  A5 

30  A5 

30BP4 

30BP4 

30  SPECIAL 

VT67 

30Z 

809 

BL31 

6637 

CE31A/B 

CE31A/B 

CE31C 

CE31C 

CE31D 

CE31D 

Other  Number 


El  235 


10E/8087 

NU30,  930 
4270A 


BL352A 
CE30 


1B24 


3872,  330,  230,  130 
SE3872,  VT-27 


Class  Description 

Receiving  lock-in  type  duodiode 

rectifier 
Ballast  tube 
Ballast  tube 
Crossed  guide  duplexer 
Phototube 
Phototube 
Phototube 

Transmitting  UHF  triode  (British) 

Thyratron.  Superseded  by  GL44 

FM  counter  tube. 

GM  counter  tube. 

See  6299 

Canadian  number 

Klystron  amplifier 

Spark  gap  tube 

Diode  gas  rectifier"  (British) 

Receiving  special  detector 

Receiving  power  amplifier  triode 

SeeT250 

Phototube  (similar  to  CE15) 

See  930 

Phototube 

Transmitting  modulator  RF  amplifier 

(British) 
See3B4 
See  809 
See  2C38 
See  2C41 

TR  tube  with  shutter 

Phototube 

See  809 

Pirani  bulb  ionization  manometer 
Obsolete,  Canadian  number,  see  1B24 
See  800  (RK30  discontinued,  replace 
with  800) 

Obsolete  (similar  to  218  and  CG1861) 
Klystron  amplifier 
See  6531 

Transmitting  twin  triode  amplifier 
Receiving  triode  detector  amplifier 

Miniature  output  pentode  (Canadian) 

Television  picture  tube 

See  VT67  (Not  type  30) 

See  809 

See  6637 

Phototube 

Phototube 

Phototube 
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Current 

Service 

Tube  Type 

Designation 

Other  Number 

CE31V 

919 

CE31VD 

919 

CV31 

CV31 

U20 

HY31 

8354/HY31 

HY31Z 

HY31Z/HY1231Z 

HY31Z/HY1231Z 

HY31Z/HY1231Z 

NU31Z,  HY31Z, 

HY1231Z 

KR31 

KR31 

NU31V 

919 

NU31Z 

HY31Z/HY1231Z 

REL31 

REL31 

RK31 

RK31 

SMK-31 

SMK31 

TE-31 

7311 

VT31  (Br.) 

VT31  (Br.) 

536  ATS250  ME/W^ 

CV1031 

31 

31 

231,  QK264,  VT-31 

31SBP2 

4QP2 

A32 

A32 

BL32 

BL32 

CE32A/B 

CE32A/B 

CE32C 

CE32C 

CE32D 

CE32D 

CV32 

866A 

CV32  (Br.) 

866A 

EL32 

VT52(Br.) 

FG32 

FG32 

5558/FG-32,  5558 

GE  NE32 

CE  NE32 

REL32 

REL32 

BM313 

RK32 

RK32 

SMX-32 

SMX32 

TE-32 

7312 

T32P1 

T32P1 

VW32 

VW32 

VX-32 

5802 

VX32B 

5802 

32 

32 

3873,  232,  SE3873, 

VT-44 

32E 

932 

32ET5 

32ET5 

32L7GT 

32L7GT 

MIL-HDBK-213A 
5  November  1963 


Class  Description 

See  919  (Type  CE11V  cathode  at  top) 
See  919 

Transmitting  duodiode  rectifier 

(British) 
See  8354/HY31 
See  HY31Z/HY1231Z 
Transmitting  twin  triode  amplifier- 
modulator-multiplier 
Receiving  diode  rectifier 
See  919 

See  HY31Z/HY1231Z 

F.  C.  M.  similar  to  723A/B 

(Canadian) 
Transmitting  triode  amplifier 

(discontinued) 
Klystron  multiplier 
See  7311 

Transmitting  tetrode  amplifier 

Receiving  triode  power  amplifier 

See  4QP  

Receiving  triode  amplifier 
TR  tube.  Special  1B24A 
Vacuum  phototube 
Vacuum  phototube 
Vacuum  phototube  > 
See  866A 
See  866A 
See  VT52  (Br.) 
Diode  gas  rectifier 
1  watt  neon  lamp,  105-1 25V,  G10 
bulb 

F.  C.  M.  magnetron,  obsolete 

(Canadian) 
Transmitting  triode  amplifier 

(discontinued) 
Klystron  multiplier 
See  7312 

Cathode  ray  tube,  electrostatic  de- 
flection and  focus  (Tektronix) 
Subminiature  type  low  mu  triode 
See  5802 
See  5802 

Receiving  tetrode  amplifier 

(similar  to  34) 
See  932 

Miniature  audio  pentode 
Receiving  diode  rectifier,  pentode 
amplifier  (obsolete) 
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Current 
Service 

Tube  Type  Designation  Other  Number 

CE33  CE33  NU33 

CV33  CV33  4077A 

EBC33  VR55  (Br.) 

FG33  FG33 

NU33  NU33  CE33 

QK33  2K33 

REL33  12HP3 

REL33A  12HP1 

RK33  2C21 

SAC-33  SAC33 

TG-33  TG-33 

MXT-33  MA342 

V-33  V-33 

VX-33  VX-33 

VX33A  5801 

33  33  VT33,  333 
33NOP11  33NOP11 

ARP34  VR53  (Br.) 

BL34  BL34 

EL34  6CA7 

EM34  6CD7 

ER34  VR54(Br.) 

HD34  HD34 

REL34  2C40 

RK34  2C34  VT-224 

TD34  7148 

TE34  7314 

V-34  V-34 

X-34  X-34 

XA-34  6047 

34  34  VT54,  234,  334 
34XH  3AP1 

ARP35  ARP35  VR91  (Br.)  EF50  (MUL) 

AT35  VT25  (Br.) 

BL35  6560 

REL35  2B27 

RK35  RK35 

SAC35  SAC35 

TB35  3D23 

TE35  6582 

UH35  UH35 

35  35  4465,  551,  35/51 

35-25  35-25 

35/51  35  VT-35 

35A3  35A3 


Class  Description 

Phototube  (type  CE13  with  cathode 
at  top) 

Diode  gas  rectifier  (British) 
See  VR55  (Br.) 
Thyratron,  mercury 
Phototube 
See  2K33 
See  12HP3 
See  12HP1 
See  2C21 

Klystron,  CW  amplifier 
Spark  Gap 
See  MA342 

Klystron  oscillator,  8.2  to  15  KMc 
Subminiature  triode.  Replaced  by  5801 
See  5801 

Receiving  pentode  power  amplifier 
3  inch  cathode  ray  tube,  3  guns, 

electrostatic  focus  and  deflection 
See  VR53  (Br.) 
TR  Tube 
See  6CA7 
See  6CD7 
See  VR54  (Br.) 

Receiving  miniature  beam  amplifier 

See  445  and  2C40 

See  2C34 

See7148 

See  7314 

Klystron,  reflex  integral  cavity  type 
Klystron,  tunable  version  of  X-13 
See  6047 

Receiving  RF  pentode,  remote  cut  off 
See  3AP1 

Receiving  RF  pentode  amplifier 

(British) 
See  VT25  (Br.) 
See  6560 
See  2B27 

Transmitting  type  triode  amplifier 
Klystron  amplifier 
See  3C23 
See  6582 

Transmitting  type  triode  amplifier 
Receiving  type  tetrode  amplifier 

(similar  to  24A) 
Ballast  tube 
See  35 

Miniature  receiving  half  wave 
rectifier  (Italian) 
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Current 

Service 

Tube  Type 

Designation 

Other  Number 

Closs  Description 

OOAO 

OOAO 

Receiving  lock-in  type  pentode 

amplifier 

OOMOL.  1 

00  AOL  1 

Obsolete 

OODO 

00B0 

Miniature  beam  power  amplifier 

OOLJ 

(35L6GT  characteristics) 

oobo 

Miniature  half  wave  hi  vacuum  recti- 

final      /  P"«_  —  Ji  \ 

tier  tLanadian) 

^sps 

Oobo 

Miniature  beam  power  pentode 

OOoLOUrt 

O0bLA)bA 

Beam  power  amplifier 

35D5 

Miniature  beam  power  pentode 

35L6G 

"3  ST  RP 

See  JoLoG  1 

0  JbOb  1 

OOLDb  1 

OOLOb  I  /b 

Receiving  pentode  amplifier 

APT /P 

T^T  PPT 
OOLOb  1 

See  JbLbGT 

oon 

oOn 

i  cnA  /otrD 
Z-oUA/ooH 

Transmitting  diode  vacuum  rectifier 

oob 

35S/51S 

See  35S/51S 

OOo/O  io 

OCO  /rip 

ooo/olo 

r r i n    ore  cio 

55  IS,  35S,  51S 

Type  35/51  with  spray  shield  (obso- 

lete; replace  with  35  and  shield) 

J  J  1 

00  1 

3-5UA4/J5T 

Transmitting  type  triode  amplifier 

00  1  b 

00 1  b 

0-5UD4  /35TG 

Transmitting  type  triode  amplifier. 

oow-y 

Nearest  equivalent  is  4C25(HK54) 

00W4 

Miniature  version  of  35Z5GT 

00  I  4 

JOY  H 

Receiving  lock-in  type  diode  rectifier 

35Z3 

00-6OL.  i 

Receiving  lock-in  type  diode  rectifier 

0OZ.0L.  1 

OC'7'3 

oO^-o 

See  35Z3 

00Zi4 

00Z>4 

Use  35Z4GT 

Receiving  diode  rectifier 

00£Ob 

00/Ob 

Replace  with  35Z5GT 

X7CPT 

OoZ,Ob  1 

OO^Ob  1 

OC7CPT  //— • 

35Z5GT/G 

Receiving  diode  rectifier 

JJA  Ob  1  /  b 

00^  Ob  1 

See  35Z5GT 

oOZ.Ob 

00  ^Ob 

Receiving  duodiode  rectifier 

RT 

duod 

ATR  tube,  fixed  tuned 

LhoOb 

bhJob 

19210 

Gas  phototube  (similar  to  927,  except 

shorter  in  base) 

frxp 
b£.Oui_j 

LtobL 

Gas  phototube 

COD 

LLOD 

cncc  /croc 

Hydrogen  thyratron,  oil  immersed, 

see  also  5956/E36 

fc,r  Jo 

Vnob  (br.J 

See  VR56  (Br.) 

L.OOU 

LOOIJ 

Ballast  tube 

odzd 

oee  odzd 

REL36 

RFL36 

Grounded  grid  acorn  type  (Canadian) 

RK36 

100  TL 

See  100  TL 

SAL- 36 

SAL- 36 

Klystron 

SMC-36 

SMC-36 

Klystron  multiplier 

SRC36 

SRC36 

Klystron 

TD36 

TD36 

Gas  diode 

TE36 

6754 

See  6754 

TG36 

TG36 

MPS  105 

Spark  Gap 

V-35 

V36 

Klystron 

36 

36 

4610,  36A,  236,  VT-36 

Receiving  tetrode  amplifier 

(similar  to  39/44) 
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36A 

36AM3 

BL37 

CE37 

E-37 

E37A 

HA37D 

REL37 

RK37 

RL37 
RN37 
TE-37 
37 

37-4 

37A 

BL38 

BL38A 

CE38 

CV38 

E38 

EL38 

MST38 

REL38 

REL38A 

REL38B 

REL33C 

REL38D 

RK38 


SRV-38 

TD38 

TE-38 

V-38 

X38 

38 

38A 

38  A3 

BL39 
CE39 
EF39 
REL39 


Current 
Service 

Designation                  Other  Number  Class  Description 

36  See  36 

36AM3  Miniature  current  limiting  diode 

6633  See  6633 

CE37  Gas  phototube 

5957 /E-37  See  5957/E-37 

E37A  Hydrogen  thyratron,  similar  to  4C35 

8305  See  8305 

12HP7  See  12HP7 

RK37  Transmitting  triode  amplifier 

(obsolete) 

CV66  See  CV66 

CV66  See  CV66 

TE-37  Klystron,  integral  cavity 

37  4611,  37A,  337,  VT-37  Receiving  triode  detector  amplifier 

(similar  to  76) 

37-4  Ballast  tube 

37  See  37 
6228  See  6228 

BL38A  ATR  tube,  fixed  tuned 

CE38  Gas  phototube 

CV38                      E 1 198,  REL3C,  315B,  Transmitting  UHF  oscillator 

UK3108  (British) 

8370  See  8370 

6CN6  See  6CN6 

8099  See  8099 

REL38                    1923  Spark  gap  modulator  (Canadian) 

CV85  See  CV85 

CV100  See  CV100 

CV125  See  CV 125 

REL38D  Special  based  2027  spark  gap  modu- 
lator (Canadian) 

RK38  Transmitting  triode  amplifier  oscilla- 
tor (similar  to  100TH,  4C22/HF100 
and  HK254) 

SRV-38  Reflex  klystron  oscillator,  output 

power  30  mu 

8151  See  8151 

6584  See  6584 

X38  Klystron  oscillator,  S  band 

X38  Klystron  oscillator 

38  4612,  38 A,  338,  VT-38  Receiving  pentode  amplifier 
38  See  38 

38A3  Miniature  receiving  single  anode  rec- 
tifier (Canadian) 

BL39  TR  tube,  special  1B63A 

CE39  Gas  phototube 

VR53  (Br.)  See  VR53  (Br.) 

REL39  Canadian  6AC7  selected  for 

microphonics 
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Current 
Service 

Tube  Type  Designation  Other  Number 

RK39  RK39 

SAL-39  SAL-39 

SAL-39A  SAL- 39  A 

TD39  7999 

TE-39  6116 

V-39  V39 

X-39B  V39A 

V-39C  V39C 

WE39DY1  39DY1  VT-142 

X39  X39 

39  39  /44  444 

39  /  44  39  /44  44,  239  ,  39,  VT- 49 

39DY1  39DY1  WE39DY1 

A40  A40' 

BL40  BL40 

CE40  CE40 

E40  5958 /E40 

-HX40  HX40  NU40T 

HY40Z  HY40Z  NU40TZ 

L40G  L40C 

L40CT  L40CT 

NU40T  NU40T  NU40T,  T40 

NU40TZ  NU40TZ  HY40Z,  NU40TZ 

REL40  REL40 

SMK-40  SMK40 

T40  T40  NU40T 

TD40  8152 

TE-40  6888 

TZ40  TZ40  NU40TZ,  10E/11534 

VT-76(Br.),  RK11 

V-40  V40 

V-40B  V40B 

V-40C  V40C 

40  40  UX240,  240  WL435, 

440,  VT-40 

40-6D  40 -6  C 


Class  Description 

Transmitting  pentode  amplifier 

(similar  to  807  except  for 

capacitances) 
Klystron,  tunable,  pulsed,  air  cooled 
Klystron,  SAL39  with  increased 

power  for  cw  or  pulse  service 
See  7999 
See  6116 

Reflex  klystron  oscillator 

Reflex  klystron  oscillator,  10-15.5  KMc 

with  flying  leads 
Reflex  klystron  oscillator,  10-15.5  KMc 

with  3  pin  base 
See  39DY1 
Reflex  klystron 

Obsolete,  superseded  by  39/44 
Receiving  pentode  amplifier 

(similar  to  36) 
Transmitting  triode  UHF  oscillator 
Receiving  power  amplifier  triode 
ATR  tube 
Phototube 
See  5958/E-40 
Transmitting  triode  amplifier 

oscillator-modulator 
Transmitting  triode  amplifier 

modulator-multiplier  (similar  to 

NU40TZ).  Use  5514 
Ballast  tube 
Ballast  tube 

Transmitting  triode  amplifier 

modulator 
Transmitting  triode  amplifier 

modulator-multiplier 
Cathode  ray  tube  (Canadian) 
Klystron,  output  power  600  m.  watts 
Transmitting  triode  amplifier 
See  8152 
See  6888 

Transmitting  triode  (nearest  eguiva- 
lent  British  VT76,  10E/11534  and 
DA41) 

Reflex  klystron  oscillator 

Reflex  klystron  oscillator,  15-21  KMc, 

flying  leads 
Reflex  klystron  oscillator,  15-21  KMc, 

with  3  pin  base 
Receiving  triode  amplifier  (obsolete, 

similar  to  12A/112A) 
Ballast  tube  (superseded  by  40-6E) 
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Current 
Service 

Tube  Type  Designation  Other  Number  Class  Description 


40-6  E 

40-6E 

Ballast  tube 

40B2 

40B2 

Ballast  tube,  constant  current 

4oZoG  1 

bee  4oZiJb  l 

4UZ5/45Z5GT 

/  C7  COT1 

4oZoG  I 

oee  4oz,ou  1 

BL41 

BL41 

ATR  tube 

CE41 

CE41C 

Gas  phototube,  (bee  CL41C) 

CE41C 

CE41C  CE41 

Gas  phototube  (similar  to  921) 

E41 

5959 /E-41 

bee  o9oy/t41 

EBC41 

6CV7 

bee  bCV7 

FG41 

FG41 

Thyratron,  mercury 

REL41 

REL41 

Canadian  oAL7  selected  tor 

microphonics 

RK41 

RK41 

Transmitting  tetrode  amplifier 

(discontinued)  (similar  to 

Type  RK39,  HU7) 

SAC-41 

SAC41 

Klystron,  cw  amplifier,  power  output 

10  watts 

TD41 

8030 

bee  BU3U 

VW41 

VW41 

Subminiature  type  electrometer 

tetrode 

VX-41 

5800 

c  _  —  conn 

bee  ooUU 

VX41A 

5800 

c  conn 

bee  doUU 

VX41A-C 

VX41A-C 

VX41A  in  a  plastic  sleeve 

X41/KR 

X41/KR 

K  band  reflex  oscillator  klystron 

41 

41  VT48 

Receiving  pentode  amplifier 

(similar  to  bKoG,  42,  oBo) 

41HAP  series 

41HAP  

4  inch,  single  gun  cathode  ray  tube, 

electrostatic  focus  and  deflection 

a  l  Tin  t  r^n 

41WHP7 

4NP  

O  AID 

bee  4Nr —  

CE42 

CE42 

Vacuum  phototube 

CE42C 

CE42C 

Vacuum  phototube  (similar  to  922) 

E-42 

6130 

oee  blJU 

EAF42 

6CT7 

oee  bL  1  / 

EB-42 

EB-42 

o  o  cl  A  OCTD 

bee  bo/ A,  oo /B 

ECH42 

6CU7 

c  cot  n 

bee  bull  / 

1\4ZA 

OU11USI  LUDc 

K42B 

K42B 

Ballast  tube 

K42C 

K42C 

Ballast  tube 

KU-42 

6130 

See  6130 

L42B 

L42B 

Ballast  tube 

M-42A 

M-42A 

Ballast  tube 

REL42 

CV90 

See  CV90 

RK42 

RK42 

Receiving  triode  amplifier,  similar  to 

type  30  and  106GT 

SAC-42 

8361 

See  8361 

T42V4 

T42V4 

Noise  source  (Tucor) 

TD42 

8031 

See  8031 

V-42B 

V42B 

Klystron  amplifier,  three  resonator 

type.  475-425  Mc. 
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Current 

Service 

Tube  Type 

Designation 

Other  Number 

Class  Description 

V-42C 

V42C 

Klystron  amplifier,  three  resonator 

type.  890-960  Mc. 

42 

42 

10E/333 

Receiving  pentode  amplifier  (similar 

to6F6G,  41) 

42A 

42A 

Ballast  tube.  Obsolete.  Use  3-40 

42A1 

42A1 

Ballast  tube 

42A2 

42A2 

Ballast  tube 

42A/79 

42A/79 

Ballast  tube 

42B2 

42B2 

Ballast  tube 

BL43 

6304 

See  6304 

REL43 

9MP9 

See9MP9 

RK43 

RK43 

Receiving  twin  triode  amplifier 

TD43 

8287 

See  8287 

43 

43 

Receiving  pentode  amplifier 

(Type  25A6G  characteristics) 

43MC 

25A6 

See  25A6 

43MG 

43MG 

Obsolete,  equivalent  to  43 

BL44 

BL44 

TR  tube,  similar  to  1B63A 

QK44 

QK44 

Packaged  magnetron 

REL44 

CV129 

See  CV 129 

RK44 

837 

See  837 

T44L6C 

8341 

See  8341 

T44L11D 

T44L11D 

Gas  noise  source  (Tucor) 

T44S7A 

7154/T44S7A 

See  7154/T44S7A 

T44S15 

T44S15 

LR2000 

Gas  noise  source  (Tucor) 

TD44 

7988 

See  7988 

44 

39/44 

See  39/44 

BL45 

BL45 

ATR  tube 

CV45 

CV45 

Voltage  regulator  (British) 

GE45X674 

38674 

See  33674 

HP-45B 

HP-45B 

1941-0006 

Thyratron  (Hewlett  Packard) 

H45 

3C45 

See  3C45 

KL45 

KL45 

Ballast  tube 

M-45B-7 

M-45B-7 

Corona  voltage  regulator 

M-45C-10 

M-45C-10 

Corona  voltage  regulator 

M-45C-12 

8206 

See  8206 

REL45 

12FP7 

See  12FP7 

RK45 

RK45 

Transmitting  pentode  amplifier 

SAC-45 

SAC-45 

Klystron 

SAC-45A 

SAC-45A 

Klystron  amplifier 

SAC-45C 

SAC-45C 

Klystron 

TE45 

6853 

See  6853 

V-45 

V-45 

Klystron  multiplier,  X  band 

45 

45 

3921,  UX245,  MX245, 

Receiving  triode  amplifier 

245,  345,  VT-45 

(similar  to  2 A3) 

45-072-01 

45-072-01 

Noise  source  (Tucor) 

45A 

45A 

Receiving  power  amplifier  triode 

45B5 

45B5 

Receiving  power  pentode-(  Canadian) 

45  SPECIAL 

38142 

VT-52 

See  38142 

45X674 

38674 

See  38674.  Use  6C 
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Tube  Type 


Current 
Service 
Designation 


45Z3 

45Z3 

45Z5GT 

45Z5GT 

B46 

5524 

BL46 

6639 

CE46 

CE46 

LM46 

LM46 

QK46 

6003 

REL45 

CV16 

FK46 

RK46 

SAC-46 

8315 

V-46 

V46 

46 

46 

46A1 

46A1 

46B1 

46B1 

B47 

5623 

BL47 

BL47 

CE47 

CE47 

QK47 

2J55 

REL47 

CV58 

RK47 

814 

SAC- 47 

SAC-47 

47 

47 

A4S 

A48 

CE48 

1P34 

ESM-49 

ESM-48 

MXT-48 

8330 

NR48 

VR55  (Br.) 

REL48 

CV82 

RK48 

RK48 

RK48A 

RK48A/RK48 

RK48A/RK4B 

RK4SA/RK48 

STL-49 

STL-48 

T48U14 

T48U14 

T48U27 

'  T48U27 

T48V1D 

T48V1D 

48 

48 

CE49 

CE49 

CV49 

CV49 

K49B 

165R4 

MXT-49 

8331 

K49C 

165R8 

K49-B 

K49C-B 

NR49 

VR56  (Br.) 

REL49 

CV88 

RK49 

RK49 

Other  Number 

R6130 

40Z5/4525GT,  40Z5GT 


VT63 


PZ,  247,  447,  VT-47 


257,  RK48A 


348 


3B/501A,  HK54 


WE350A,  T21 


Class  Description 

Miniature  diode  rectifier 
Receiving  diode  rectifier 
See  5624 
See  6639 
Phototube 

Neon  bulb.  Equivalent  to  NE-16 
See  6003 

Obsolete,  Canadian  number;  see  CV16 
Transmitting  pentode  amplifier 

(Type  RK20A  characteristics, 

except  for  filament) 
See  8315 
Klystron 

Receiving  dual  grid  triode  amplifier 
Ballast  tube 
Ballast  tube 
See  5623 

TR  tube,  fixed  tuned 

Phototube 

See2J55 

See  CV58 

See  814 

Pulsed  amplifier  klystron 

Receiving  pentode  power  amplifier 

Receiving  triode  detector  amplifier 

See  1P34 

Magnetron 

See  8330 

See  VR55  (Br.) 

See  CV82 

Obsolete;  see  RK48A/RK48 
See  RK48A/RK48 
Transmitting  tetrode  amplifier 

(similar  to  814) 
Traveling  wave  tube 
Gas  noise  source  (Tucor) 
Gas  noise  source  (Tucor) 

Receiving  tetrode  power  amplifier 

(obsolete) 
Phototube 

Transmitting  UHF  triode  (British) 

See  165R4 

See  8331 

See  165R8 

Ballast  tube 

See  VR56  (Br.) 

SeeCV88 

Transmitting  tetrode  amplifier, 
Ceramic  base 
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Current 

Service 

Tub*  Type 

Designotion 

T49 

T49 

TD49 

8401 

UE49 

849 

49 

49 

49  A 1 

49A1 

49  A2 

49A2 

49B2 

49B2 

BL50 

BL50 

BM-50 

BM-50 

CE50 

CE50 

EA50 

VR92  (Bt.) 

EF50  (MUL) 

VR91  (Br.) 

EF50  (US) 

VR91A  (Br.) 

FB50 

896 

FP50 

FP50 

GK50 

5C22 

HD50 

3C30 

HZ50 

12Z3 

NU50 

NU50 

OK50 

5C22 

REL50 

CV95 

SR50 

SR50 

TD50 

7990 

TG50 

TG50 

UH50 

UH50 

V-50 

V-50 

50 

50 

50A1 

50A1 

50  A2 

165R8 

50A5 

50A5 

50AX6G 

50AX6G 

50AX6GT 

50AX6GT 

50B2 

165R4 

50B5 

50B5 

50BK5 

50BK5 

50BM8 

50BM8 

50C5 

50C5 

50C6G 

50C6G 

50CA5 

50CA5 

50CD6G 

50CD6G 

50DC4 

50DC4 

Other  Number 


NU50 


VT-250 


CE50 


3-50G2/UH50 


585,  3871,  UX250,  350 
450,  VT-50 


A4388 


Class  Description 

2-volt  60  ma  dial  lamp  (not  a  tube) 
See  8401 
See  849 

Receiving  dual  grid  triode  amplifier 

(similar  to  1F4,  19,  L16G) 
Ballast  tube 
Ballast  tube 
Ballast  tube 
Magnetron,  fixed  tuned 
Magnetron,  pulsed 
Phototube 
See  VR92  (Br.) 
See  VR91  (Br.) 
See  VR91A  (Br.) 
See  896  . 
Ballast  tube 
See5C22 
See3C30 
12Z3 

Phototube 
See  5C22 
SeeCV95 
Vacuum  phototube 
See  7990 

Spark  gap  > 
Transmitting  UHF  triode  amplifier 

(nearest  equivalent  is  834) 
Klystron,  integral  cavity,  tuner,  wave 

guide  output. 
Receiving  triode  amplifier 

Ballast  tube 
See  165R8 

Receiving  lock-in  type  tetrode 

amplifier 
Full  wave  rectifier 
Full  wave  rectifier 
See  165R4 

Miniature  version  of  50L6GT 
Miniature  beam  pentode.  Same  as 
6BK5  except  IF- 150mA,  EF-50V, 
IF- 150mA 
Receiving  triode  pentode  (Canadian) 
Miniature  beam  power  pentode 
Receiving  triode  amplifier  -  Equiva- 
lent to  50L6GT  (Type  6Y6G 
characteristics) 
Receiving  beam  power  pentode 
Beam  power  amplifier  (British) 
Miniature  half  wave  rectifier 
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Current 
Service 

Tube  Type  Designation  Other  Number 

50EH5  50EH5 

50L6G  50L6G 

50L6GT  50L6GT 

50T  50T 

50X6  50X6 

50XST  185R8 

50Y6GT  30Y6G 

50Y6GT  50Y6GT  50Y6GT/G 

30Y6GT/G  50Y6GT 

50Y7CT  50Y7GT 

50Z6G  50Z6G 

50Z7G  50Z7G 

BL51  BL51 

CV51  CV51  E1320 

HD51  0A2 

HY51A  HY51A  NU51A 

HY51B  HY51B 

HY51Z  HY51Z  NU51Z 

KP51  KP51 

NU51A  HY51A 

NU51Z  HY51Z 

QK51  QK51 

REL51  REL51 

RK51  RK51  4C 

SR51  SR51 

TD51  8291 

UH51  UH51  3-50M2/UH51 

V-51  V-51 

51  51  35  /51,  551 

51A  51A 

51A3  927 

51AV  51AV 

51LEP   51LEP  

51S  35S/51S 

51SA  51SA  35S 

51TCP7  5DNP  

51UCP   51UCP-  

BL52  BL52 

CE52  CE52 

HD52-   OB2 


Class  Description 

Miniature  power  pentode  t 
Receiving  pentode  amplifier 
Receiving  pentode  amplifier 

(Type  25L6GT  characteristics) 
Transmitting  triode  amplifier 
Receiving  lock-in  type  rectifier 
See  185R8 

See  50Y6GT;  replace  with  50Y6GT 
Receiving  duodiode  rectifier  doubler 

(similar  to  50Z6G,  25Z6GT) 
See  50Y6GT 

Receiving,  full  wave  rectifier 
Receiving  duodiode  rectifier  doubler 

(similar  to  50Y6GT) 
Receiving  duodiode  rectifier  doubler 

(obsolete,  similar  to  50Y6GT) 
TR  tube 

Electron  ray  tuning  indicator 

(British) 
SeeOA2 

Transmitting  triode  amplifier 

(Type  HY51B  characteristics) 
Transmitting  triode  amplifier 

(Type  HY51A  characteristics) 
Transmitting  triode  amplifier  (hi  mu 

version  of  HY51A) 
Submlniature  half  wave  high  vacuum 

rectifier 
See  HY51A 
See  HY51Z 

Packaged  magnetron.  Fixed  tuned 
RF  measuring  lamp  (Canadian) 
Transmitting  triode  amplifier 

(discontinued;  see.4C22/HF100) 
Vacuum  phototube 
See  8291 

Transmitting  triode  amplifier 

Klystron,  integral  cavity 

Obsolete,  nearest  equivalent  is  35 

Phototube 

See  927 

Phototube 

Cathode  ray,  5  inch,  1  gun 
See  35S/51S 
Phototube 

See  5DNP  

Cathode  ray  tube,  5  inch,  single  beam 
ATR  tube 
Phototube  vacuum 
SeeOB2 
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Tube  Type 

REL52 
RK52 

SRY-52 
TE52 
U52 
V-52 
V-52-1 
V-52-1A 
V-52- 2 
VT52  (Br.) 

52 

52.8 
52A3 

52HAP  

52HUP1 
52N 

52REP  

CE53 

KP53 

KU53 

MXT53 

REL53 

RK53 

SR53 

V-53B 

VR53  (Br.) 

VX53 

53 

53A 

53AB 

53ABB 

53AWB 

53B 

BL54 

CE54 

FP54 

HK54 

KU54 

L54 

M54 

SRU-54 
T54P2 
TD54 
TE54 


Current 
Service 
Designation 

878A 
RK52 

SRX-52 

6889 

VU71  (Bt.) 
V-52 
V-52-1 
7470 
V-52- 2 
VT52  (Br.) 

52 

60.8 

1P35 

52HAP  ■ 

52HUP1 
52N 

52REP-  

CE53 

KP53 

7178 

MXT53 

REL53 

53 

SR53 
V-53B 
VR53  (Br.) 
VX53 
53 

53A 

53AB 

53  ABB 

927 

53B 

6629 

CE54 

5740 

HK54 

KU54 

L54 

M54 

SRU-54 
5BHP2 
7991 
6900 


Other  Number 


Class  Description 


EL32,  10E/ 11398,  1637 


See  878A 

NU51Z  Transmitting  Mode  amplifier  oscil- 

lator (discontinued) 
Klystron 
See  6889 
See  VU71  (Br.) 
Klystron 
Klystron 
See  7470 
Klystron 

Transmitting  pentode  (British); 

see  38142 
Receiving  dual  grid  triode  amplifier. 

Obsolete  (similar  to  6A4/LA) 
See  60.8 
See  1P35 

5AVP7  Cathode  ray  tube,  5  inch,  two  beams 

Cathode  ray  tube,  5  inch,  two  beams 
Beta-Gama  counter  tube 
Cathode  ray  tube,  5  inch,  two  beams 
Phototube 

Subminiature  twin  diode  detector 
See  7178 

MA358,  BL970  Dual  TR  tube 

MRC001M  Transmitting  UHF  oscillator 

(Canadian)  , 
See  53 

Vacuum  phototube 

Reflex  klystrom  oscillator 
ARP34,  EF39,  10E/11399  Screened  pentode  (British) 

Subminiature  pentode 
RK53  Receiving  twin  triode  amplifier 

(Type  6A6,  6N7,  characteristics) 
3-  50J4/53A  UHF  triode  oscillator 

Phototube 

Phototube 

See  927 

Transmitting  special  purpose 
See  6629 
Phototube 
See  5740 

CV49,  4C25  Transmitting  triode  amplifier 

(nearest  eguivalent  is  35TG) 
Similar  to  5948  but  without  base 
Small  signal  amplifier 
Receiving  tetrode  power  amplifier 
Reflex  klystron,  power  output  100  mw 
See  5BHP2 
See  7991 
See  6900 
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Current 

Service 

Tube  Type 

Designation 

V-54 

V-54 

VR54  (Br.) 

VR54  (Br.) 

54- 8H 

54- 8H 

54-11T 

>  5LPI,  2,  4,5 

54B 

4C26 

54NCP11 

54NCP11 

BL55 

6630 

CE55 

CE55 

CV55 

CV55 

D-55-H 

D-55-H 

EC55 

EC55 

K55B 

K55B 

K55C 

185R4 

K55H 

K55H 

L55 

L55 

L55B 

L55B 

REL55 

CV108 

SRU-55 

SRU55 

SRU-55A 

SRU-55A 

T-55 

T55 

TD55 

8290 

TZ55 

TZ55 

V-55 

V-55 

VR-55  (Br.) 

VR-55  (Br.) 

55 

55 

55A1 

55A1 

55A2 

55A2 

55B2 

55B2 

55JGP2A 

55JGP2A 

55N3 

55N3 

55S 

55S 

BL56 

6649 

CE56 

CE56 

CV56 

CV56 

MDS56 

MDS56 

REL56 

CV114 

RK56 

RK56 

SRK-56 

SRK-56 

TD56 

8286 

V-56 

6315 

V- 56/6315 

6315 

VR56  (Bt.) 

VR56  (Br.) 

Other  Number 


ARD05,  EB34, 

10/E11400,  1638 
2507 


E1190 


NR48,  AR21,  EBC33, 
1639,  10E/11401 


E1326,  3DHP,  E1325, 
REL3DX 


HY60 


NR49,  EF36,  10E/11402 


Class  Description 

Reflex  klystron  oscillator 
Double  diode  (British) 

Cathode  ray  tube 
See  5LP 
See  4C26 

Cathode  ray  tube,  5  inch,  4  beams 

See  6630 

Phototube 

Transmitting  UHF  triode  oscillator 

(British) 
Ballast  tube 
UHF  triode 
Ballast  tube 
See  185R4 
Ballast  tube 
Small  signal  amplifier 
Ballast  tube 
See  CV108 
Klystron  oscillator 
Improved  ruggedized  SRU-55 
Transmitting  triode  amplifier 
See  8290 
Discontinued 
Reflex  klystron  oscillator 
Double  diode  triode  (British) 

Receiving  duodiode  triode.  Obsolete 

(Type  85  characteristics) 
Ballast  tube 
Ballast  tube 
Ballast  tube 

Cathode  ray  tube,  5  inch,  5  beams 
Miniature  half  wave  rectifier- 

(Canadian) 
Receiving  duodiode  triode 
See  6649 
Phototube 

Transmitting  UHF  oscillator 

(British) 
Spark  gap  tube 
SeeCV114 

Transmitting  tetrode  amplifier 

(discontinued) 
Klystron 
See  8286 
See  6315 
See  6315 

HF  pentode  (British) 
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Current 

Service 

Tube  Type 

Designotion 

flthjtr  Niimnar 
vinoi  iiumuvi 

Closs  Description 

AUJO 

AUJU 

F7779 

Hinh  vacuum  rectifier  forced  air 

cooled 

56 

456  VT-56 

Receiving  triode  detector  amplifier 

(similar  to  76,  27) 

C£  A 

Type      except  for  filament  current 

wV/\U 

55  AS 

Type  56A  with  spray  shield 

BL57 

6635 

See  6635 

CE57 

CE57 

Phototube 

FG57 

FG57 

1257,  5559,  5559/FG57 

Mercury  vapor  thyratron 

HDS7 

5516 

See  5516 

HK57 

HK57 

Transmitting  pentode 

HY57 

HY57 

Transmitting  triode  amplifier 

RFI  S7 

CV117 

See  CV117 

•JCC  \_/  111/ 

RKS7 
1  u\  J  / 

805 

See  805 

h^WW  Xx'W 

SRK-57 

SRK-57 

Klvstron 

V-S7 

V-57 

Klystron 

VR^7 

VRS7 

("*nronn  vnltnrtp  rpmilntor 

VR-  S7  f  Rr  ^ 

Til"  Jl  ^I_Jl»^ 

6D8 

See  6D8  (obsolete) 

S7 

S7S  VT-57 

Rppplvinn  trinlp  nrid  npntndp 

amr)lifier  ( similar  to 

S7A 

57A 

Receivinn  triDlp  nrid  Dentode  amDli- 

fipr    Mpnrp^t  pniiivnlpnt      77-  Si 

ilnr  to  fif*!fi  pyrPDt  for  filament 

57  AS 

Receivinn  trinle  arid  Dentode 

amrilifier 

W1J1L*  A  llitl 

57S 

57 

See  57  »' 

BL58 

BL58 

Shutter  tube,  gas  switching 

CT5B 

CE58 

Phototuhp  nfi<;  filled  rpd  ^en^itive 

1    1  lw  K\J  lUUCf    UUd  11I1WU|    1  Wwr   CwllulLl  V  W 

("V58 

CV58 

RE147  E1273 

UHF  diode  detector  (British) 

Ul  11      U1W\IC  Uw  Lw  W  Lwl     \      I  A  IX  wi  1/ 

IV1  1  w*J 

8019 

See  8019 

RK58 

838 

See  838 

SR58 

SR58 

Phototube 

TD58 

8293 

See  8293 

V-58 

V-58 

Reflex  klystron  oscillator 

58 

58 

58S  VT-58 

wWUf     V    1  wW 

Receivina  nentodp  amdifier 

(similar  to  571 

58A 

58A 

Phototube.  Obsolete. 

58  A3 

IP  36 

See  1P36 

www  41  wv 

SiAL 

58  AL 

Phototube 

58  AS 

58AS 

Type  58A  with  spray  shield- 

58AV 

58AV 

Phototube 

58AWB 

58AWB 

Gas  phototube 

58AWVB 

58AWVB 

Phototube 

58D 

58D 

Phototube 

58S 

58 

See  58 

BL59 

BL59 

TR  tube 

CE59 

CE59 

Phototube 

HD59 

2E30 

See  2E30 

QK59 

QK59 

Tunable  packaged  magnetron.  Replai 

with  4J62 
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Current 

Service 

Tube  Type 

Designation 

Other  N 

RK59 

RK59 

V-59 

V-59 

VR59  (Br.) 

955 

59 

59 

59A 

59A 

59A4 

868 

59  AP 

59AP 

1RBS 

59AR 

59  AR 

59AV 

PJ22 

59AV3 

PJ22 

59B 

59B 

59D 

928 

59DV1/2 

59DV1/2 

GL441 

59TAV3 

59TAV3 

917 

BL60 

6640 

CE60 

CE60 

917 

EL60B 

EL60B 

F60 

4B26 

HF-60 

HP60 

HY60 

HY60 

RK56 

L60B 

L60B 

NU60 

NU60 

QK60 

QK60 

RK60 

1641 

SAS-60A 

SAS-60A 

SAS-60B 

SAS-60B 

SK60 

SK60 

TE60 

TE60 

V60/XC 

V60/XC 

VT60  (Br.) 

8018 

VT60A  (Br.) 

807 

60.8 

60.8 

60A3 

920 

BL61 

6455 

CE61A/B 

GL441 

HY61 

807 

HY61/807 

807 

K-51-A 

K-61-A 

K-61-B 

K-61-B 

QK61 

QK61 

RK61 

RK61 

QF6 

SAS-61 

SAS-61 

SK61 

SK61 

Class  Description 

Transmitting  twin  triode  amplifier 

oscillator-ceramic  base 
Klystron 
See  955 

Receiving  pentode  amplifier 

Phototube.  Obsolete.  Use  868 

See  868. 

Phototube 

Phototube 

See  PJ22 

See  PJ22 

Receiving  power  amplifier  pentode 
See  928 

Vacuum  phototube 
Vacuum  phototube 
See  6640 
Phototube 
Diode  gas  rectifier 
See  4B26 

Transmitting  triode  amplifier 

oscillator 
Transmitting  tetrode  amplifier 
Ballast  tube 

Transmitting  triode  amplifier 

oscillator 
Tunable  packaged  magnetron. 

Replace  with  4J62 
See  1641 

Klystron  cw  amplifier,  improved 

version  2K35 
Klystron.  Pulsed  version  of 

SAS-60A 
Gas  phototube 
Klystron,  integral  cavity 
Klystron 
See  80 18 
See  807 
Gas  rectifier 
See  920 
See  6455 
See  GL441 
See  807 
See  807 
Ballast  tube 
Ballast  tube 

Tunable  packaged  magnetron. 

Replace  with  4163 
Thyratron,  subminiature 
Klystron,  pulsed,  10KW,  tunable 
Phototube 
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Current 

Service 

Tube  Type 

Designation 

Other  Number 

Class  Description 

TD61 

TD61 

Gas  diode 

V-61 

V61 

Klystron 

VT61A  (Br.) 

VT61A  (Br.) 

10E/142 

Double  triode  (British) 

61A3 

930 

See  930 

61A532 

STX297 

See  STX297 

61DV3 

929 

See  929 

BL62 

6378 

See  6378 

FP62 

FP62 

Triode  pressure  indicating  tube 

QK62 

QK62 

Tunable  packaged  magnetron. 

Replace  with  4J63 

RK62 

RK62 

Obsolete.  Use  RK61 

SAS-62 

SAS-62 

Klystron 

SK62 

SK62 

Phototube 

TD62 

7992 

See  7992 

V-62 

V-62 

Klystron 

VA62B 

VA62B 

Klystron  amplifier,  two  resonator 

type 

VT62 

801 A 

See  80 1A 

VT62.  (Br.) 

8019 

See  8019 

BL63 

BL63 

Dual  ATR  tube 

DH63 

6Q7G 

See  6Q7G 

HY63 

HY63 

Transmitting  tetrode  amplifier 

KT63  (3r.) 

6F6G 

See6F6G 

L63  (Br.) 

6J5G 

See  6J5G 

RK63 

250TH 

See  250TH 

RK63A 

250TH 

See  250TH 

SAS-63 

SAS-63 

Pulsed  klystron 

SK63 

SK63 

Gas  phototube 

V-63 

V-63 

Klystron  oscillator,  two  resonator 

type. 

BL64 

BL64 

Shutter  tube,  has  switching 

CV64 

CV64 

E1342 

Transmitting  UHF  oscillator 

(British) 

M64 

M64 

Receiving  tetrode  voltage  amplifier 

RK64 

RK64 

Transmitting  pentode  amplifier. 

Obsolete.  Similar  to  RK66 

SRC-64D-1 

SRC-64D-1 

CW  reflex  oscillator  klystron 

VA-64 

VA-64 

Klystron 

VA-64A 

VA-64A 

Klystron 

VA-64B 

VA64B 

Klystron 

VA-64C 

VA-64C 

Klystron 

VA64G 

8230 

See  8230 

64AV3 

64AV3 

Vacuum  phototube 

BL65 

BL65 

Shutter  tube,  has  switching 

CR65 

CR65 

Thyratron 

CV65 

CV65 

Pen.  25 

Receiving  pentode  (British) 

HY65 

65 

See  65 

QK65 

QK65 

Packaged  magnetron 

QK65A 

QK65A 

Packaged  magnetron 

STS-65 

STS-65 

Traveling  wave  tube  amplifier 
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Current 
Service 

Tube  Type  Designation  Other  Number 

VA-65  VA-65 

VA65B  VA-65B 

65  65  HY65 

65C7  65C7 

65Z7  65Z7 

BL66  BL66 

CV66  CV66  RN37,  RL37 

RK66  RK66  NU69 

VA-66  VA-66 

BL67  6650 

CV67  CV67 

FG67  FG67  1267 

HY67  HY67 

K67BJ  K67BJ 

L67D2  L67D2 

STC-67  STC-67 

TD67  8288 

VA-67  VA-67 

VA67B  VA67B 

VR67  (Br.)  6J5G 

VT67  VT67  30Spec 

BL68  6393 

British  NR68  6Q7G 

CE68  CE68 

SAC-68  SAC-68 

SK68  SK68 

VS68  VS68  AW4,  10E/11449 

BL69  BL69 

BL69-S  BL69-S 

HD69  5514 

HY69  HY69  NU69 


NU69 

QK69 

RK-69 

TK69 

69 

BL70 

BL70-S 

CK70 

DT-70 

QK70 

TR70 

TS70 


RK66 

QK69 

RK-69 

6584/TK69 

69 

BL70 

BL70-S 

RK20A 

2E22 

QK70 

2E22 

2E22 


Class  Description 

Klystron 
Klystron 

Transmitting  tetrode  amplifier 
oscillator-multiplier  (obsolete; 
similar  to  2E25) 

Receiving  tube 

Receiving  tube 

Shutter  tube,  has  switching 

UHF  amplifier  (British) 

Transmitting  tetrode  amplifier 

Klystron 

See  6650 

Klystron  (British) 
Thyratron 

Transmitting  tetrode  amplifier 

oscillator  multiplier 
Ballast  tube 
Ballast  tube 
Traveling  wave  tube 
See  8288 
Klystron 
Klystron 
See  6J5G 

Receiving  and  transmitting  triode 

amplifier 
See  6393 
See  6Q7G 
Gas  phototube 
Klystron 
Phototube 

Gas  filled  voltage  regulator 

(British) 
ATR  tube 
ATR  tube 
See  5514 

Transmitting  tetrode  amplifier 

oscillator  multiplier 

(See  HY1269) 
See  RK66 

Tunable  packaged  magnetron 

Transmitting  beam  power  amplifier 

See  6584/TK69 

Receiving  dual  grid  detector 

ATR  tube 

ATR  tube 

See  RK20A 

See  2E22 

Tunable  packaged  magnetron 
See  2E22 
See  2E22 
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Current 
Service 

Tube  Type                      Designation  Other  Number                      Class  Description 

V70  Transmitting  triode  amplifier 

V70A                      V70A  Transmitting  triode  amplifier 

V70B                      V70B  Transmitting  triode  amplifier 

(Type  V70  ratings) 

V70C                       V70C  Transmitting  triode  amplifier 

(Type  V70A  ratings) 

V70D                      V70D  Transmitting  triode  amplifier 

70  70  Receiving  dual  grid  detector 

(obsolete) 

70A7GT                    70A7GT  Receiving  diode  rectifier  pentode 

amplifier.  Obsolete 

70L7GT                    70L7GT  Receiving  diode  rectifier  pentode 

amplifier 

70N                         5941  See  5941 

70NB                       5942  See  5942 

BL71                      6564  See  6564 

CV71                       CV71  OSGLIM                        Voltage  regulator  (British) 

KU71                       7782  See  7782 

QK71                       QK71  Tunable  packaged  magnetron 

RKR71                     6D21  See6D21 

V-71                        V-71  CW  klystron 

VU71  (Br.)                VU71  (Br.)  U52,  10E/11529              Type  5U4G  as  made  in  Canada 

71  71  271                             Superseded  by  71A 

7*A                         71A  71B,  171,  17A,                Receiving  triode  amplifier  (similar 

4171,  CX371A  to  12A).  Obsolete.  UseOlA 

71A3                        1P30  SeelP30 

71AV                       71AV  Vacuum  phototube 

71B                         71A  See71A 

7  ID                          71D  Vacuum  phototube 

71TA                       71TA  Phototube 

71TCP19                   7BMP-  -  -   See7BMP  

71WHP7                    7ATB7  See  7ATP7 

BL72                       BL72  ATR  tube 

CE72                       72  See  72 

EP72M                     7616/EP72M  See  7616/EP72M 

KU72                       7665/KU72  See  7665/KU72 

QK72                       QK72  Tunable  packaged  magnetron 

RK72                       72  See  72 

RKR72                     72  See  72 

TD72                       8059  See  8059 

72  72  CE220,  RKR72,  CE72,       High  voltage  diode  vacuum  rectifier 

72R,  RK72  (obsolete;  replace  with  3B24) 

72R                         72  See  72 

72RAP7                    72RAP7  Cathode  ray  tube,  7  inch,  2  guns 

BL73                       BL73  ATR  tube 

CE-73WB-Q               CE-73WB-0  Phototube 

CE73WB-S4               CE-73vVB-S4  Phototube 

EP73                        EP73  Radiation  counter  tube,  gamma 

QK73                        CK73  Tunable  packaged  maqnetron 

RK73                       73  See  73 
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Current 
Service 

Tube  Type  Designation  Other  Number 

RKR73  73 

STC-73  STC-73 

73  73  RK73,  RKR73,  73R 

73A  73A 

73D  73D 

73R  73 

BL74  BL74 

CV74  CV74  XP,  POVT178 

EP74  EP74 

M74  M74 

NR74  NR74  W1301 

QK74  QK74 

QK74A  QK74A 

STL-74  STL-74 

BL75  BL75 

CE75V  CE75V  XR711 

CV75  CV75  4313C 

GL75-30  0A3  0A3,  VR75-30 

HF75  HF75 

HY75  HY75  NU75H 

HY-75A  HY-75A 

NU75H  NU75H 

QK75  QK75 

RK75  307A 

STS75  STS75 

TD75  8402 

TW75  TW75 

VR75-30  OA3  GL75-30,  VT-260 

75  75  VT-75 

75A  75A 

75AV  "75AV 

75D  75D  _ 

75N  5887 

75NB3  75NB3 

75RH  75TH 

75S  75S 

75T  75T 

75TH  75TH  75RH,  3-75A3/75TH 

75TL  75TL  3-75A2/75TL 

BL76  BL76 
CE76  CE76 
EP76  8378 
STX76  STX76 


Class  Description 

See  73 

Traveling  wave  tube 
Diode  rectifier 

Type  73  with  uni-potential  cathode. 

Obsolete.  Use  73 
Phototube 
See  73 
ATR  tube 

High  voltage  rectifier  (British) 
Radiation  counter  tube,  Beta  Gamma 
Receiving  tetrode  voltage  amplifier 
See  VT127  (Br.),  same  except  for 

basing 
Packaged  magnetron,  cw 
Magnetron  (superseded  by  QK155) 
CW  klystron 
ATR  tube 
Phototube 

Cold  cathode  relay  tube  (British) 
See  OA3 

Transmitting  triode  amplifier 

oscillator 
Transmitting  VHF  triode  amplifier 

oscillator 
Improved  version  of  HY75 
Transmitting  triode  amplifier 

oscillator 
Packaged  magnetron,  CW,  Superseded 

by  QK259 
See  307A 

Traveling  wave  tube 
See  8402 

Transmitting  triode  amplifier 
See  OA3 

Receiving  duodiode  triode 

Phototube 

Phototube 

Phototube 

See  5887 

Radiation  counter  tube 
See  75TH 

Receiving  duodiode  triode 
Transmitting  triode  (superseded 

by  75TL) 
Transmitting  triode 
Transmitting  triode  (low  mu) 
ATR 

Phototube  (CE36  with  S4  surface) 
See  8378 

Traveling  wave  tube 


120 


MIL-HDBK-213A 
5  November  1963 


0  u  rr  en  t 

Service 

Tube  Type 

Designation 

Other  Nurnber 

ri  n 

Valoss  description 

TD76 

7993 

See  7993 

VT76  (Br.) 

TZ40 

Spp  T740 

OCC    1  t-TTSJ 

76 

76 

VT-7R 

V  1  (U 

Receiving  triode  detector  amplifier 

76X13 

^similar  to  do,  J/,  orobj 

76X13 

nifldp  nnc  TPPtffipr     9imilt-ir  tn  ^R9  1 
U1UUC  yUo  ItXllllCli     OlIIIllUl    LU  JDZ1 

BL77 

BL77 

ATR  tuhp 

mil  l LiLytj 

TD77 

8292 

Oct:  OLOL 

QK77 

QK77 

racKuyeQ  magnetron,  L/W 

STX-77 

STX-77 

Traveling  wave  tube 

77 

77 

VT-77 

Rpppiwi'nn  trinlp  nHiH  Tvantrtrl**  nmnli- 

fipr  inpnrpQt  pntiiv/nlpnf  ic  fiPfi^ 

BL78 

BL78 

Dunl  TR  tuhp 

British  NR78A 

6J5G 

Quo  Rmr; 

oee  ojoo 

C78 

C78 

Recpivinn 

QK78 

QK78 

Tunable  packaged  magnetron 

VR78  (Br.) 

VT78  (Br  ) 

oee  v  i  /o  \dt*) 

1UL./              1UC/ 110*111, 

VR78  (Br ) 

VT78  fRr  \ 

VR7R  fRr  ) 

Heceiving  midget  UHF  diode  detector 

78 

78 

VT-78 

Receiving  pentode  amplifier  (nearest 

equivalent  is  ouoj 

BL79 

BL79 

TR  tnKo 

79 

79 

Ro/"*oi  vin/t  tiwiri  tri/"vlfi  nmn I  j  ti  or    ( t\ir\d 

l  ici,civiiiy  i win  iiiuuc  cuiipiiucr  ^type 

nY/f,  phnrnr'tpri ct l 

Ul  /  VJ  L.11U1  UL.  LCI  lollLo/ 

79A 

CE3A/B 

Spp  PF^A  /R 

79A4 

1P31 

Spp  lP^l 

79D 

79D 

Phototuhp 

BL80 

BL80 

TR  tube 

DC80 

DC80 

IVJIUiUlUiC  UlUUc 

EC80 

6Q4 

oee  oi^ki 

K80B 

K80B 

Rnllnct  tnKp 

L80D 

L80D 

Rnlliiet  tiiKa  nKcnlotQ 
LJUllUol  lUUC.  VjDSUlclC 

PG80 

PG80 

r  iiuiuLuucf  biiiuNc  inuicuiur.  UDSuieie. 

Mep  1PY1 
UoC  lr  JU 

SOC-80 

SOC-80 

KlvQtrnn  PW 

V80B 

V80B 

r\iysirun 

VA-80B 

VA-80B 

Klvctrnn  PW 

VA-80C 

VA-80C 

X80 

6303 

See  6303 

80 

80 

!IX9Qf)  RF1    IT  11R 

Receiving  duodiode  rectifier -(similar 

180  UV213  UX213 

tn  5Y3G 

213.WT270,  UX280, 

280,  CX313,  313,  480, 

3841,  VT-80,  313B 

80  A 1 

80  A 1 

Ballast  tube 

80A2 

80A2 

Ballast  tube 

80B2 

80B2 

Ballast  tube 

80M 

80M 

Receiving  duodiode  rectifier 

BL81 

6643 

See  6643 

British  NR81 

6K7G 

See  6K70 
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Tube  Type 

CE81 

EC81 

EM81 

EZ81 

FG81A 

QK81 

QK81A 

SAL-81 

TE81 

81 


81/81A 

81A 

81M 

BL82 

CV82 

ECC82 

KU82 

R82A 

SAC-82 

V-82 

82 

82AV4 

BL83 

CE83 

EBF83 

ECH83 

SAL-83 

V-83 

V-83B 

V-83C 

83 

83V 

BL84 

ECC84 

EL84 

EM84 

G84 

SRC-84 

V-84 

84 

84/6Z4 

84A3 
BL85 
CV85 


Current 
Service 
Designation 

CE81 

EC81 

6DA5 

6CA4 

FG81A 

QK81 

QK81A 

SAL81 

7757 

81 


81 

81A 

81M 

BL82 

CV82 

ECC82/12AU7 

7583 

R82A 

SAC-82 

V-82 

82 

919 

BL83 

CE83 

6DR8 

6DS8 

SAL-83 

V-83 

V-83B 

V-83C 

83 

83V 

BL84 

6CWL 

6BQ5 

6FG6 

2Z2/G84 

SRC-84 

V-84 

8416Z4 

84/6Z4 

923 

BL85 

CV85 


Other  Number 


2935A,  81/81A.16, 
UV216,  UX216B, 
UX281,  316,  481. 
2935A 


REL48 


RE2, 


AF,  482 


VT-83,  AG 


6Z4,  84,  98,  KR28, 
VT-84 


1923F,  REL38A 


Class  Description 

Phototube,  gas  filled 

Miniature  oscillator  triode 

See6DA5 

SeeCA4 

Thyratron 

Packaged  magnetron,  CW 
Packaged  magnetron 
Klystron,  pulsed,  tunable 
See  7757 

Receiving  diode  rectifier 


See  81 
Thyratron 

Receiving  diode  rectifier 
TR  tube 

Receiving  triode  HF  oscillator 

(British) 
Similar  to  12AU7 
See  7583 
Phototube 
Klystron 

Pulse  amplifier  klystron 
Receiving  duodiode  gas  rectifier 
See  919 
ATR  tube 

Phototube  (CE3  with  blue  sensitivity) 

See  6DR8 

See6DS8 

CW  klystron 

Pulse  klystron 

Klystron 

Klystron 

Receiving  duodiode  gas  rectifier 
Receiving  duodiode  rectifier 

(nearest  equivalent  is  5U4G) 
Dual  TR  tube 
See  6CW7 
See  5BQ5 
See  6FG6 
See  2Z2/G84 
Klystron 
Klystron 
See  84/6Z4 

Receiving  duodiode  rectifier 

See  923 
TR  tube 

Spark  gap  modulator  (British) 
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Current 

Service 

Tube  Type 

Designation 

Other  Number 

Class  Description 

EF85 

6BY7 

See  6BY7 

FP85 

FP85 

Triode  vacuum  control  tube 

(inactive) 

FP85A 

FP85A 

Diode  vacuum  rectifier  (inactive) 

IBM-85 

IBM-85 

Cathode  ray  tube,  storage 

NR85 

6F6G 

See  6F6G 

QK85 

QK85 

Ar/  A  A            ■  *  1        1          ill  i 

2K28  with  build-in  cavity 

R85A 

R85AV 

Phototube.  Obsolete.  Use  CE23A/B 

R85AV 

R85AV 

Phototube.  Obsolete.  Use  CE23A/B 

SAS-85 

SAS-85 

Klystron 

V-85 

V-85 

Klystron 

85 

85 

85S 

Receiving  duodiode  triode 

(Type  6V7G  characteristics) 

85A2 

OG3/85A2 

See  OG3/85A2 

85A4 

928 

See  928 

85AS 

85AS 

Receiving  duodiode  triode 

85S 

85 

See  85 

BL86 

6641 

See  6641 

EL86 

6CW5 

See  6CW5 

QK86 

QK86 

Packaged  magnetron 

V-86 

V-86 

Klystron 

86A1 

86A1 

Ballast  tube 

86A2 

86A2 

Ballast  tube 

86B2 

86B2 

Ballast  tube 

BL37 

6636 

See  6636 

CV37 

CV87 

KRN2 

Velocity  modulation  tube  (British) 

0K87 

QK87 

Packaged  magnetron 

V-87 

V-87 

Klystron 

V-87B 

V-87B 

Klystron 

V-87C 

V-87C 

Klystron 

VA-87B 

7662/VA-87B 

See  7662/VA87B 

VA-87C 

7663/VA-87C 

See  7663AA87C 

VA-87E 

VA-87E 

Klystron 

BL88 

BL88 

TR  tube 

CV88 

CV88 

REL49 

Transmitting  HF  triode  (British) 

ECC88 

6DJ8 

See  6DJ8 

QK88 

QK88 

Packaged  magnetron 

SAC-88 

SAC-88 

Klystron 

VA-88B 

VA-88B 

Klystron 

VA-88C 

VA-88C 

Klystron 

VT88  (Br.) 

832 

See  832 

88 

88 

Receiving  duodiode  rectifier 

BL89 

BL89 

TRtube 

EBF89 

6DC8 

See6DC8 

EF89 

6DA6 

See6DA6 

QK89 

0K89 

Packaged  magnetron 

SAL89 

SAL89 

Pulsed  amplifier  klystron,  air  cooled 

89 

89 

VT-89 

Receiving  pentode  amplifier 

(replace  with  89Y) 

89RS 

6G7 

See  6G7  (Canadian) 
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Current 

Tun*  Tvnt 
■ uuc  i 

Designoti  on 

Other  Number 

Class  Description 

89Y 

89Y 

Type  89  with  Micanol  base 

BL90 

6634 

See  6634 

CV90 

CV90 

E1368  REL42 

Triode  oscillator  (British) 

GL90-30 

0B3 

See  0B3 

M90B 

M90B 

Ballast  tube 

QK90 

QK90 

Packaged  magnetron 

SRX-90 

SRX-90 

Klystron 

V-90 

V-90 

Klystron 

VR90 

0B3 

See  0B3 

VR90-30 

0B3 

See  0B3 

VT90  (Br.) 

BT90  (Br.)/8011 

See  VT90  (Br.)/8011 

VT90  (Br  )/8011 

VT90  (Br  5/8011 

VT90  (Br.)  8011. 

Transmitting  UHF  triode  oscillator 

REL1  WL538  10E/97. 

ampli fier  ( Briti sh) 

.  588  WE710A  710A 

90 

90 

Receiving  dual  grid  detector 

See  5943 

QONR 

5944 

See  5944 

RI  Q1 

BL91 

TR  tube,  special  for  coaxial  systeir 

QK91 

0K91 

Packaged  magnetron 

SRX-91 

SRX-91 

Klystron 

V-91 

V-91 

Klystron 

VR91  (Br  ) 

VR91  (Br.) 

EF50  (MUL),  APR35, 

Pentode  amplifier  (British) 

VR91A  (Br ) 

VR91A  (Br.) 

EF50  (US).  10E/287 

Sub  standard  VR91  (British) 

Q1 

91 

1904  10E/92 

Thyratron 

RT  Q9 

BL92 

Dual  ATR  tube 

PVQ9 

PVQ9 

NT99  REL7  8026  4C27 

11  1              1  U_tL_>  f  f    \J\J£AJf  tV>XiI| 

Transmittina  triode  {British) 

CV92/4C27.  E1232 

rVQ9/4P97 

CV92 

See  CV92 

FPQ9A 

7R17/FPQ9A 

See  7617/EP92A 

FFQ9 

6CQ6 

See  6CQ6 

FPQ9 

FP92 

Diode  vacuum  rectifier  (inactive) 

QK92 

Packaged  magnetron 

SRX-92 

7511/SRX-92 

See  7511/SRX-92 

v  mi 

VA-92- 

Reflex  klystron  oscillator,  14.0  to 

17.5  KMc 

VA-92B 

VA-92B 

Reflex  klystron  oscillator,  12.4  to 

14.5  KMc 

VA92C 

8467 

See  8467 

VR92  (Br  ) 

VR92  (Br.) 

QF195,  EA50, 

Receiving  midget  UHF  diode  rectifi 

10E/105,  2B35 

(British) 

92 

92 

Receiving  dual  grid  detector 

92A1 

92A1 

Ballast  tube  • 

92A2 

92A2 

Ballast  tube 

92B2 

92B2 

Ballast  tube 

BL93 

BL93 

TRtube 

BL93A 

BL93A 

TRtube 

KU93 

8275/KU93 

See  8275/KU93 

SRX-93 

SRX-93 

Klystron 

VA-93 

VA-93 

Reflex  klystron  oscillator 

BL94 

6631 

See  6631 
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Tube  Type 

PG94 

SRU-94 

VA-94 

VA-94B 
VT94  (Br.) 

94-8-H 

A95 

BL95 

BL95H 

CV95 

EL95 

FG95 

QK95 
SRU-95 
VR95  (Br.) 
95 

BL96 

VA-96 

96 

BL97 
CE97 

EF97 

FG97 

VA-97 

VA97B 

VCR97 

BL98 

EF98 

FG-98A 

KR98 

NT98 

QK98 

VA-98 

VT98  (Br.) 

98 

98R 

BL99 

NT99 

QK99 

V99 


X99 
99 


Current 
Service 
Designation 

PG94 

SRU-94 

VA-94 

6994 

VT94  (Br.) 

94-8-H 

A95 

6644 

6645 

CV95 

6DL5 

FG95 

3B29 
SRU-95 
954 
95 

6605 

VA-96 

96 

BL97 
CE97 

6ES6 

FG97 

VA-97 

VA97B 

VCR97 

BL98 

6ET6 

FG-98A 

KR98 

NT98 

4B31 

VA-98 

VT98  (Br.) 

84/6Z4 

98R 

6638 

CV92 

QK99 

V99 


X99 
99 


Other  Number 


2512 


REL50 


1295,  5560,  555Q/FG95, 
10E/95 


El  189,  UK310P,  3150, 
W2510,  REL3D,  315D 


REL5,  10E/244 


UV199,  UV299 

UX199,  UX299 
CV299,  CX299 
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Class  Description 

Selected  CE1  for  Bell  and  Howell 
Klystron 

Reflex  klystron  oscillator,  16.0  to 
17.0  KMc 

See  6994 

Transmitting  triode  amplifier 

(British) 
Cathode  ray  tube 
Phototube 
See  6644 
See  6645 

RF  measuring  lamp  (British) 

See6DL5 

Thyratron 

See  3B29 

Klystron  oscillator,  tunable 
See  954 

Replace  with  2A5 
See  6605 

Reflex  klystron  oscillator 
Receiving  diode  rectifier 
TR  tube,  tunable 
Phototube  (CE26  with  blue 

sensitivity) 
See  6ES6 
Thyratron 

Reflex  klystron  oscillator 
Reflex  klystron  oscillator 
ATR  tube,  fixed  tuned 
Cathode  ray  tube  (British) 
See6ET6 
Thyratron 

Receiving  duodiode  rectifier 
Transmitting  UHF  oscillator 

(British) 
See  4B31 
Klystron 

Transmitting  UHF  triode  (British) 
See  84/6Z4  ~ 
Improved  version  of  VT98  (Br.) 
See  6638 
See  CV92 

Packaged  magnetron 

Receiving  triode  (thoriated  tungsten 

filament) -Detector  amplifier 

(obsolete) 
Receiving  triode  (coated  filament) 

-  Dector  amplifier  (obsolete) 
Receiving  triode  amplifier  (obsolete) 
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Current 

Service 

Tube  Type 

Designation 

Other  Number 

99X44 

99X44 

99X45 

99X45 

99X46 

99X45 

C100A 

C10CA 

100A 

C100D 

C100D 

100D 

C100E 

C100E 

100E 

CV100 

CV100 

1924,  REL38B 

EE100TH 

100TH 

HF100 

4C22/HF100 

MLIOO 

5625 

NU-IOOV 

NU-IOOV 

OK  100 

QK100 

RK100 

RK100 

RM100 

RM100 

RW100 

214 

TF100 

4C22/HF100 

UE-100 

UE-100 

V-100 

V-100 

100A 

C100A 

100C 

BS-6 

100D 

C100D 

100E 

C100E 

100N 

1B76 

100NB 

100NB 

100-R 

8020 

100TH 

100TH 

VT-218,  EE100TH, 

3-100AV100TH 

100TL 

100TL 

RK36,  3-100A2/100TL 

100TS 

VT127A 

Boonton  101A 

Boonton  101A 

BS101 

5962 

BS101/5962 

5962 

C101 

4C22/HF100 

F101B 

101B 

ML101 

GL605 

QK101 

QK101 

V-101 

V-101 

WE101D 

101D 

WE101F 

101F 

WE101FA 

101FA 

WE101J 

101 J 

10  IB 

101B 

F101B 

101D 

101D 

WE101D 

101F 

10  IF 

WE  10  IF 

101FA 

101FA 

WE101FA 

Class  Description 

Diode  gas  rectifier 

Diode  gas  rectifier 

Diode  gas  rectifier  (obsolete 

Small  transmitting  triode 

Obsolete,  convert  equipment  to  2A5 

Transmitting  triode  amplifier 

Spark  gap  modulator  (British) 

See  100TH 

See  4C22/HF100 

See  5625 

Lattice  videotron 

Packaged  magnetron 

Transmitting  triode  gaseous  amplifier 

Jumbo  miniature  converter 

See  214 

See  4C22/HF100 
High  vacuum  triode 
Klystron  amplifier 
See  C100A 
See  BS-6 
See  C100D 
See  C100E 
See  1B76 
Radiation  counter 
See  8020 

Transmitting  triode  modulator 
amplifier  (similar  to  4C22/HF100, 
RK38  and  HK254) 

Transmitting  triode  amplifier 

See  VT127A 

Selected  type  2A6  for  Boonton  0 

meter.  Replace  with  2A6 
See  5962 
See  5962 
See  4C22/HF100 
See  101B 
See  GL605 
Packaged  magnetron 
Klystron 
See  101D 
See  1'OIF 
See  101FA 
See  101J 

Transmitting  triode  amplifier 

oscillator 
Receiving  triode  modulator  oscillator 

amplifier 
Receiving  triode  amplifier 
Receiving  triode  amplifier  (10 IF 

with  higher  mu) 
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Current 
Service 

Tube  Type  Designation  Other  Number 

101H  101H 

101J  101J  WE101J 

DX-102  DX102 

ML-102A  ML-102A 

WE102D  102D 

WE102F  102F 

X102B  6G4 

X102G  2C29 

X102L  2C31 

102A  (Boonton)  102A  (Boonton) 

102D  102D  WE102D 

102F  102F  WE102F 

102G  102G 

X103  4D21 

FG104  FG104  5561,  5561/FG104 

MDS104  MDS104 

VT104  (Br.)  VT104  (Br.)  10E/215,  PT15 

WE104D  104D 

104D  104D  WE104D 

DX105A  DX105A 

DX105B  DX105B 

FG105  FG-105  105 

GL10V30  OC3 

KP105  KP105 

M105-10  M105-10 

M105-14AD  M105-14AD 

RM-105  RM-105 

VR105-30  OC3  VT-200 

105  FG105 

RM-106  RM-106 

106C  106C 

DX-107  DX-107 

CK108  CK108 

CV108  CV108  REL55 

QK108  QK108 

RM108  RM108 

108  108 

108C  108C 

F110X  F110X 

FT-110  FT-110 

R110  R110 


Class  Description 

Similar  to  101D 

Receiving  triode  amplifier  (10  IF 

with  special  shielding) 
High  vacuum  diode 
High  vacuum  diode,  convection 

cooled 
See  102D 
See  102F 
See  6G4 
See  2C29 
See  2C31 

Selected  type  45  for  Boonton  0 
meter 

Receiving  triode  amplifier 
Receiving  triode  amplifier  (102D  with 

low  filament  current) 
Replaced  by  102D 
See  4D21 

Diode  gas  rectifier 
Spark  gap  tube 

Transmitting  pentode  amplifier 

(British) 
See  104D 

Receiving  triode  amplifier  (telephone) 

repeater) 
Tunable  magnetron  > 
Tunable  magnetron 
Thyratron 
See  OC3 

Subminiature  uhf  diode 
Corona  voltage  regulator 
Corona  voltage  regulator 
Subminiature  RF  power  mixer 
See  OC3 
See  FG105 

Attenuating  switching  tube 
Beta-Gamma  counter  tube 
Tunable  pulse  magnetron 
Receiving  low  noise  triple  grid 

detector  amplifier;  replace~with  77 
Transmitting  UHF  oscillator 

(British).  Similar  to  2J21A 
Packaged  magnetron 
Twin  diode 

Gamma-Beta  counter  tube 
Beta-Gamma  counter  tube 
Transmitting  triode  amplifier 

oscillator  (supersedes  F110A) 
Photo-flash  tube 
Therapy  type 
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Current 

Service 

Tube  Type 

Designation 

Other  Number 

STS-110 

STS-110 

V-110 

V-110 

V-110A 

7471/V110A 

110X 

100X 

QK111 

QK111 

SMC-111 

SMC-111 

STL- 111 

STL-111 

VU111 

VU111 

AU5,  10E/145 

X111AD 

8C23 

X111B 

8C22 

111A 

111A 

111H 

111H 

STL- 112 

STL- 112 

UX112A 

12A/112A 

112A 

12A/112A 

CK113 

CK113 

HY113 

HY113/HY123 

HY113/HY123 

t  \\T  111  l\  IV/  1  11 

HY113/HY123 

Hi        Hi  ili 

OK  113 

QK113 

STS-113 

STS- 1 13 

VA-113 

1 7  ■  111 

VA-113 

CV114 

CV114 

OCT  CC     C710CC  lOCC 

RLL50,  blJOD,  1303 

HY114 

2C24 

HY114B 

114B 

VT-234 

NU114B 

114B 

STL  114 

STL114 

VA-114 

VA-114 

VT114  (Br.) 

VT114  (Br.) 

537,  10E/168,  E1024, 

CV11 14 

WE114A 

WE114A 

114  A 

114B 

114B 

114B 

114A,  HI  U4d,  NU114D 

HY115/HY145 

HY115/HY14D 

VA-115 

\M  lit 

VA-llo 

A116 

2  J  42 

F116A 

F116A 

RM116A 

RM116A 

VA-116 

VA-116 

CV117 

CV117 

REL57,  E1415 

QK117A 

QK117A 

VR117  (Br.) 

VR117  (Br.) 

10E/176 

WE117A 

117  A 

X117 

5D22 

117A 

117A 

WE  117  A 

117L7GT 

117L7/M7GT 

Clo$«  Description 

Traveling  wave  tube 

Klystron 

See7471/V110A 

Receiving  triode  amplifier.  Obsolete 
Klystron  (replace  with  QK202) 
Klystron 

Traveling  wave  amplifier 
Diode  rectifier  (British) 
See  8C23 
See  8C22 

Current  regulator.  Obsolete 
Therapy  type  tiiode  oscillator 

amplifier 
Traveling  wave  tube 
See  12A/112A 
See  12A/112A 

Receiving  diode  rectifier,  pentode 

amplifier 
SeeHY113/HY123 
Miniature  receiving  triode  amplifier 

oscillator 
Packaged  magnetron 
Traveling  wave  tube 
Reflex  klystron 
ATR  tube  (British) 
See  2C24 
See  114B 
See  114B 

Traveling  wave  amplifier,  L  band 
Reflex  klystron 
Transmitting  tetrode  amplifier 

(British) 
Ballast  tube 
See  114B 

Transmitting  and  receiving  UHF 
Receiving  unbased  miniature  type 

pentode  amplifier 
Reflex  klystron 
See  2J42 

Transmitting  triode  amplifier 

oscillator 
Subminiature  triode 
Reflex  klystron 
ATR  tube  (British) 
Packaged  magnetron 
Receiving  triode  amplifier  (British) 
See  117 A 
See  5D22,  4-250A 
Ballast  tube 
See  117L7/M7GT 
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Current 

Service 

Tube  Type 

Designation 

Other  Number 

Class  Description 

117L7/M7GT 

117L7/M7GT 

117L7GT,  117M7GT 

Receiving  diode  rectifier  pentode 

117M7GT 

117L7/M7GT 

See  117L7/M7GT 

117N7GT 

117N7GT 

Receiving  diode  rectifier  pentode 

amplifier.  Similar  to  117P7GT 

except  for  basing 

117F7GT 

117P7GT 

Receiving  diode  rectifier  pentode 

amplifier.  Similar  to  117N7GT 

except  for  basing 

117Z3 

117Z3 

Miniature  type  diode  rectifier 

117Z4GT 

117Z4GT 

Receiving  diode  rectifier 

117Z6G 

117Z6GT 

See  117Z6GT 

117Z6GT 

117Z6GT 

117Z6G 

Receiving  duodiode  rectifier  doubler 

117Z6GT/G 

117Z6GT 

Receiving  duodiode  rectifier  doubler 

F118B 

F118B 

Transmitting  triode  amplifier 

oscillator 

F119A 

F119A 

Obsolete-Superseded  by  F127A 

which  is  not  interchangeable 

119A 

119A 

Ballast  tube.  Obsolete 

C120 

120 

See  120 

CEP120 

120 

See  120 

HF120 

HF120 

Transmitting  triode  (similar  to 

311CT,  38111A) 

L120 

L120 

Traveling  wave  tube 

RX120 

RX120 

Special  purpose  diode  gas  rectifier. 

Obsolete.  Use  RX120A 

RX120A 

RX120A 

Gas  rectifier.  Similar  to  5B21 

SOS- 120 

SOS- 120 

Oscillator  klystron 

UX120 

20 

Superseded  by  20  (both  obsolete) 

ZB120 

120 

See  120 

120 

120 

3C21,  ZB120,  C120, 

Transmitting  triode 

CEP  120 

120-A 

120  A 

Ballast  tube 

120C 

1B77 

See  1B77 

120N 

120N 

Beta-Gamma  counter  tube 

120NB 

120NB 

Counter  tube 

A121 

2J41 

See  2J41 

BL121 

BL121 

Spark  gap  voltage  control 

CV121 

CV121 

V1920 

High  voltage  rectifier  (British) 

F121A 

F121A 

Transmitting  triode  amplifier. 

oscillator 

VA-121B 

VA-121B 

Traveling  wave  tube,  S  band 

WE121A 

121A 

See  121A 

121A 

121A 

WE121A 

Ballast  tube.  Replace  with  121B 

121B 

121B 

Ballast  tube 

DX-122 

DX-122 

Fixed  frequency,  CW  klystron 

F122A 

F122A 

Transmitting  triode.  Obsolete 

122A 

122A 

Ballast  tube 

DX-123 

DX-123 

Fixed  frequency,  CW  klystron 

F123A 

F123A 

Transmitting  triode  amplifier 

oscillator  (obsolete) 
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Current 
Service 

Tube  Type  Designation  Other  Number 

HY123  HY113/HY123 

123A  123A 

A124  2J64 

DX-124  DX-124 

F124A  F124A 

F124R  124R 

T124  T124 

VX124  5800 

124  24A 

124A  24A 

124R  124R  F124R 

CV125  CV125  2027,  REL38C 

DX-125  DX-125 

F125A  125A 

F125R  F125R 

FT125  FT125 

HF125  HF125  203H 

HY125/HY155  HY125/HY155  HY155 

T125  T125 

VA125B  VA125B 

VA125C  VA125C 

125A  125A  F125A 

A-126  A-126 

F126A  F126A 


QK126 
X126H 
126 

F-127A 

VT127A 

VT127  (Br.) 

127 

127A 

F-128A 

VA128 

VGT128  (Bt.) 

128A 

CV129 

F129B 

F129R 

QK129 


QK126 

6C23 

26 

F127A 
VT127A 
VT127  (BR.) 
27 

127A 
F128A 

8232 

VGT128  (Br.) 

2522N1 

CV129 

129B 

F129R 

QK129 


100TS,  WL534,  534, 
3-100D2/VT127A 
10E/231 


NGT2/10E15 
REL44,  KRN2A 


Class  Description 

See  HY113/HY123 
Ballast  tube 
See  2J64 

Fixed  frequency,  CW  klystron 
Transmitting  triode  amplifier 

oscillator-Water  cooled 
See  124R 
Therapy  HF  triode 
See  5800 
See  24A 

Superseded  by  24A;  see  24A 
Transmitting  triode 
Spark  gap  modulator  (British) 
Tunable  magnetron,  modified  5780, 

superseded  by  5780 
See  125A 

Transmitting  triode  modulator 

Strobotron 

Transmitting  triode 

Receiving  unbased  miniature  type 

pentode  amplifier 
Transmitting  triode  amplifier 

(similar  to  FV20) 
Traveling  wave  tube 
Traveling  wave  tube 
Transmitting  triode  (Water  cooled) 
Magnetron 

Transmitting  triode  amplifier  oscilla- 
tor. Water  cooled  (obsolete). 
Similar  to  F343A 

Packaged  magnetron 

See  6C23 

See  26 

Transmitting  triode  amplifier 

oscillator 
Transmitting  triode  UHF  oscillator 

Receiving  and  transmitting  tetrode 

amplifier  (British) 
See  27 

Replaced  by  VT127A 
Transmitting  triode  amplifier 

oscillator  (obsolete) 
See  8232 

Gas  filled  triode  (British) 
See  2522Nl 

Receiving  UHF  oscillator  (British) 
See  129B 
See  129R 

Packaged  magnetron 
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Current 

Service 

Tube  Type 

Designation 

Other  Number 

Class  Description 

X129D 

3C26 

See  3C26 

129B 

129B 

F129B 

Triode  RF  power  amplifier  (water 

cooled) 

129R 

129R 

F129R 

Forced  air  cooled  version  of  F129B 

HF130 

HF130 

Transmitting  triode  amplifier 

oscillator 

L-130 

L-130 

Water  cooled  planar  triode 

STP-130 

STP-130 

Traveling  wave  tube,  240  to  510  Mc. 

VXR-130 

VXR-130 

Voltage  regulator,  subminiature 

130 

30 

See  30 

A-131 

A- 136 

See  A- 136 

CV131 

CV131 

VX131 

Variable  mu  RF  pentode 

F131A 

F131A 

Transmitting  triode  amplifier  oscil- 

lator (obsolete)  (Water  cooled) 

F131R 

F131R 

Transmitting  triode  amplifier 

oscillator  (obsolete) 

L-131 

L-131 

Transmitting  tetrode,  planar 

QK131 

QK131 

Packaged  magnetron 

VX131 

CV131 

See  CV131 

A- 132 

A- 132 

Tunable  CW  magnetron 

CV132 

CV132 

VX132 

Miniature  type  hexode  mixer 

(British) 

F132A 

T132A 

Transmitting  triode  audio  amplifier 

PG132 

CE203 

See  CE203 

VX132 

CV132 

See  CV132 

A- 133 

A- 133 

Tunable  CW  magnetron  ' 

CV133 

CV133 

VX133 

Transmitting  and  receiving  miniature 

type.  HF  triode  (British) 

QK133 

QK133 

Packaged  magnetron 

V0133 

V0133 

V960,  10E/211 

Diode  rectifier  (British) 

VX133 

CV133 

See  CV133 

F134 

F134 

Transmitting  triode  (water  cooled) 

QK134 

QK134 

Packaged  magnetron 

QL134 

2C48 

See  2C48 

A- 135 

A- 135 

CW  magnetron,  tunable 

A- 136 

A- 136 

A-131 

Packaged  magnetron.  Replaced 

by  A1007 

A-136M 

A136M 

Packaged  magnetron 

CV136 

CV136 

VX136 

Miniature  type  pentode  amplifier 

(British) 

TR136 

6619 

See  6619 

VX136 

CV136 

See  CV136 

BL137 

BL137 

Spark  gap  voltage  control  tube 

CV137 

CV137 

VX137 

Miniature  type  diode  triode  (British) 

VX137 

CV137 

See  CV137 

A- 139 

A- 139 

Tunable  magnetron 

VCR139A 

1810P1 

See  1810P1 

CV140 

CV140 

VX140 

Miniature  type  duodiode  rectifier 

(British) 
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Current 
Service 

Tube  Type  Designation  Other  Number 

HF140  HF140  21  ID 

QK140  QK 140 

VCR140  9GP7 

VX140  CV140 

140KB  140R4 

140R  140R 

140R4  140R4  140KB 

140R8  140R8 

OK- 141  OK  141 

BL142  BL142 

QK142  QK142 

QK143  QK143 

143D  2X2/879 

HY144  2C24 

QK144  QK144 

0K144A  QK144A 

QK144B  QK144B 

QK144C  QK144C 

HY145  HY115/HY145 

HY145ZT  2E28  VT-281 

145N100  145N100  C73920 

A- 146  A- 146 

BL146  BL146 

GL146  GL146  GL146  (FP) 

GL146  (FP)  GL146 

146  846 

A- 147  A- 147 

BL147  BL147 

QK147  QK147 

X-147  X-147 

147SH  5126 

A- 148  A- 148 

A- 149  A- 149 

EP150  EP150 

GL150/30  OD3 

HF150  HF150  211H 

M150T  M150T 

P150  P150 

SOC-150  SOC-150 

TW150  TW150 


"Class  Description 

Transmitting  triode  (similar  to 

311T,  HF120,  and  Commercial  211) 
Reflex  klystron 
See9GP7 
See  CV140 
See  140R4 
Ballast  tube 
Ballast  tube 
Ballast  tube 

Microwave  oscillator,  Klystron 

Protective  gas  device 

Reflex  klystron 

Klystron 

See  2X2/879 

See  2C24 

Packaged  magnetron 
Packaged  magnetron 
Packaged  magnetron 
Packaged  magnetron 
SeeHY115/HY145 
See  2E28 

Cathode  ray  tube,  mapping  light 
source 

Wide  band  microwave  noise  generator, 

argon  gas 
Special  protective  gas  device 
Transmitting  triode  amplifier 
Transmitting  triode  amplifier 
See  846 

Wide  band  microwave  noise  generator, 

argon  gas 
Special  protective  gas  device 
Packaged  magnetron 
Receiving  double  tetrode 
See5J26 

Wide  band  microwave  noise  generator, 

argon  gas 
Wide  band  microwave  noise  generator, 

argon  gas 
Phototube  (replace  with  PJ22) 
See  OD3 

Transmitting  triode  amplifier 

oscillator  (similar  to  311CH) 
Therapy  type  HF  triode  amplifier 

oscillator 
Therapy  (nearest  equivalent. 

4C22/HF100) 
Klystron  oscillator,  very  rugged, 

air  cooled 
Transmitting  triode  amplifier 
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Current 

Service 

Tube  Type 

Designation 

Other  Number 

Class  Description 

\ir*\  cti 

r*\n  cn 
UV  lDU 

British 

VR-150 

0D3 

See  0D3 

VR150-30 

0D3 

VT-139 

See  0D3 

150C 

1B78 

See  1B78 

i  cnu 

1B79 

See  1B79 

1  COM 

15UN 

5979 

See  5979 

1  CDM  A 

lDUNA 

oy/y 

See  5979 

lbUF 

i  cnn 

15UP 

Transmitting  pentode  amplifier 

lDU  1 

151)  1 

Transmitting  triode  amplifier 

nvi  ci 

vm  ci 
KUlbl 

Packaged  magnetron 

\7  1  CI 
V-iDl 

£01  c 
DO  ID 

c*  cue 

See  6316 

151N 

cnon 

See  5980 

1  CI  M  A 

151NA 

5980 

See  5980 

GL152 

GL152 

GL152  (FP),  P0016B 

Transmitting  triode  amplifier 

GL152  (FP) 

GL152 

See  GL152 

V-152 

V-152 

Reflex  klystron  oscillator 

152R 

152R 

2-150A/152R 

Transmitting  diode  vacuum  rectifier 

1  COO  A 

152  HA 

152RA 

2-150D/152RA 

Transmitting  diode  vacuum  rectifier 

1  C1TU 

152  In 

152TH 

3-150A3/152TH 

Transmitting  triode  amplifier  (twin 

type  75TH) 

152TL 

152TL 

HK252L, 

Transmitting  triode  amplifier  (twin 

3-150A2/152TL 

type  75TL) 

nT  i  co 
U  1  130 

1  T  !  A 
1U4 

See  1U4 

CW  T  CO 

C\V    1  CO 

WK-  loo 

Klystron 

\J    i  CO 
V-  iDO 

CO  1  c 

Do  lb 

See  6315 

\Jr    1  CO 

V  i  lbo 

VT153 

1664,  12C8-K9,  12C8Y, 

12C8  with  shell  directly  connected  to 

1  'IPO  0  •  1 

lzLo  special 

#1  pin 

r  U1D4 

Pfl  Cvl 

rblD4 

Thyratron 

LIV'  1  C/V 

UV  1  C/1 

nr\lD4 

154 

Transmitting  triode  amplifier 

V-154 

V-154 

Reflex  klystron  oscillator 

lb4 

HK154 

See  HK154 

1  C/l  1  cc 
1D4-1DD 

1  ICC 

TboirZ,  KzU4oP2 

Cathode  ray  tube  (Tektronix) 

154-175 

154-175 

T543P2,  K2017P2 

Cathode  ray  tube  (Tektronix) 

154-265 

154-265 

T503P2 

Cathode  ray  .tube  (Tektronix) 

UVlcc 

nl  1DD 

UV 1  0C./UV1  CC 

MY  lzo/n  I  loo 

o  uv  loc  /i  r\/  ice 

bee  HY125/HY155 

nv  i  c,c 

nv  l  cc 

yts.  loo 

Magnetron 

Tl  CC 

1  130 

Tl  CC 
1  155 

Transmitting  triode  amplifier 

(obsolete) 

V-155 

V-155 

Reflex  klystron  oscillator 

\J    1  CC 

V-lDO 

\J    1  CC 

V-155 

Reflex  klystron  oscillator  ■ 

r  oi  o/ 

Thryratron  (obsolete) 

SAC157 

SAC157 

Klystron  amplifier 

VA-157 

VA-157 

Reflex  klystron 

HK158 

HK158 

Transmitting  triode  amplifier 

SAC158 

SAC158 

Klystron  amplifier 

VT158 

VT158 

3092,  WX3092 

Transmitting  UHF  triode 

GL159 

GL159 

Transmitting  triode  amplifier 

QK159 

6043 

See  6043 

QMG159 

1005 

See  1005 

VT160  (Br.) 

VT160  (Br.) 

6D6 

Receiving  pentode  amplifier 
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Current 

Service 

Tube  Type 

UesiQnotion 

Othjtp  Nnmh*r 
Vinci  iiuinuci 

Otoss  Description 

VA161 

VA161 

Backward  wave  oscillator 

VTIfil  fRr  ) 

VT161  (Br ) 

6C6 

Receiving  pentode  amplifier 

VTlfi9  fRr  \ 

VT162  (Br ) 

6B7 

Receiving  duodiode  pentode 

r  r  1UO 

FP163 

Timina  tube  (inactive) 

VTlfi^  fRr  \ 

VT163  (Br  1 

Receiving  pentode  amplifier 

FP164 

FP164 

Rectifier  filament  timing  control 

X-164 

Packaged  magentron 

HY165 

HY165 

Unbased  hearing  aid  pentode 

amplifier 

165KB 

165R4 

See  165R4 

165KC 

165R8 

See  165R8 

165R 

165R 

Ballast  tube 

165R4 

165R4 

K49B,  50B2,  165KB 

Ballast  tube 

165R8 

165R8 

K49C,  165KC,  50A2 

Ballast  tube 

FG166 

2252  WL786 

Thyratron 

X-16R 

5928 

See  5928 

GL169 

GL169 

Transmitting  triode  amplifier 

QK169 

QK169 

Packaged  magnetron 

QK171 

QK171 

Packaged  magnetron 

QK171A 

QK171A  , 

Packaged  magnetron 

QK171B 

QK171B  " 

Packaged  magnetron 

UX171 

UX171 

Superseded  by  71A;  see  71A 

UX171A 

UX171A 

Superseded  by  71A;  see  71 A 

171 

71A 

See71A 

171 A 

71A 

See71A 

FG172 

FG172 

1672 

Thyratron 

PI  17? 

829VPL172 

See  8295/PL172 

QK172 

6959 

See  6959 

QK173 

QK173 

CW  magnetron 

DK174 

VI* 1 / H 

QK174 

Packaged  magnetron 

01074  A 

DK174A 

Packaged  magnetron 

DK174R 

QK174B 

Magnetron 

HF175 

HF175 

Transmitting  triode  amplifier 

oscillator 

PL175A 

Transmitting  pentode,  similar  to 

4-400A 

WL177 

VA242D 

Reflex  klystron,  see 

VA242D 

177YQ 

382A 

See  382A 

CV178 

CV178 

Transmitting  UHF  oscillator 

(British)  -Similar  to  3C27  ; 

FG178 

FG178 

0178,  FG178GE 

Thyratron  (obsolete).  Use  FG178A 

FG178A 

FG178A 

Thyratron 

FG178GE 

FG178 

See  FG178 

G178 

FG178 

See  FG178 

POVT178 

CV74 

See  CV74 

FG179 

FG179 

Nearest  equivalents  FG235  and  FG271 

QK180 

QK 180 

Tunable  magnetron 

QK180A 

QK180A 

Tunable  packaged  magnetron 

180 

80 

See  80 

QK181 

QK181 

Packaged  magnetron 
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Current 

Service 

Tube  Type 

Designation 

Other  Number 

Class  Description 

181 

181 

Receiving  amplifier 

QK182 

QK182 

Tunable  magnetron 

182A 

182A 

Receiving  triode  amplifier 

182B 

182B/482B 

See  182B/482B 

182B/482B 

182B/482B 

482B,  182B,  428B 

Receiving  txiode  amplifier  (obsolete) 

EF183 

6EH7/EF183 

See  6EH7 

183 

183 

Receiving  triode  amplifier  (obsolete) 

183/483 

483 

bee  483 

QK184 

QK184 

Pulse  magnetron 

QK185 

QK185 

D172733 

Tunable  magnetron 

185AB 

185R8 

See  185R8 

185KC 

185R8 

See  185R8 

185R 

185R 

Ballast  tube 

185R4 

185R4 

K55C,  YTU9,  185KB 

Ballast  tube 

185R8 

185R8 

inrf/r"    rn\/OT  inct/n 

185KC,  50XST,  185KB 

Ballast  tube 

FG190 

FG190 

1290 

Duodiode  gas  rectifier 

QM190 

QM190 

Receiving  miniature  tetrode 

X190 

5929 

See  5929 

FP195 

FP195 

WL195 

Therapy  type  HF  triode  oscillator 

(obsolete;  replace  with  852) 

QF195 

VR92  (Br:) 

See  VR92  (Br.) 

TS195/1S5 

TS195/1S5 

Selected  loo  tor  Bureau  ot  Urdnance 

WL195 

WL195 

FP195 

Therapy  type  HF  triode  (nearest 

eguivalents  852,  Uh9o2) 

195 

195 

 ....  .   ■  1         .   i  J 

I  ransmitting  tnoae-air  cooled 

(therapy)  ' 

QF196 

VR78  (Br.) 

See  VK78  (Br.) 

TS196/1L4 

rpn  i  r\C  /IT  A 

TS196/1L4 

Selected  1L4  for  Bureau  of  Ordnance 

WL196 

WL196 

Therapy  type  HF  triode 

196 

196 

Transmitting  triode-alr  cooled 

(therapy) 

FP197 

FP197 

Therapy  type  HF  triode  oscillator 

(obsolete;  replace  with  211) 

QF197 

2B24 

t  IT  A 

VT-284 

See  2B24 

FP198 

FP198 

Therapy  type  UHF  triode  oscillator 

(obsolete) 

ML199 

ML199 

High  voltage  full  wave  rectifier 

UV199 

V99 

See  V99 

UX199 

X99 

o  von 

See  X99 

BD200S 

nnnn 

/UU9 

oee  /uuy 

C200 

C200 

See  HF200 

CE200 

CE200 

CR200 

Duodiode  gas  rectifier,  similar  to 

NL602 

CE200A 

CE200A 

Gas  rectifier 

CR200 

CE200 

Obsolete,  see  CE200 

EE200 

EE200 

Industrial  triode  vacuum  control  tube 

HF200 

HF200 

HV18,  NU200,  200, 

Transmitting  and  therapy  type,  triode 

C200,  T200 

amplifier  oscillator 

MA200 

5789 

See  5789 
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ML200 

NU200 

QF200C 

T200 

UX200 

VC200 

200 

200A 

200C 

200NB 

C201 

CE201 

HQ201 

QK201 

RM201 

SOU-201 

UX201A 

VA-201 

VA-201B 

20  IN 

C202 

CE202 

QK202 

X202 

202 

AC203 

C203A 

CE203 

GL203A 

HD203A 

HD203C 

T203E 

T203Z 

UV203A 

VA203B 

WE203A 

WL203A 

203A 


203B 
203D 
203F 


Current 
Service 

Designation  Other  Number  Class  Description 

ML200  Large  transmitting  tube,  radiation 

cooled. 

HF200  See  HF200 

QF200C  VT-285,  2C27  Subminiature  triode 

T200  Transmitting  triode  amplifier, 

see  HF200 

UX200  Superseded  by  OOA,  both  obsolete 

VC200  British  tube 

HF200 ,  See  HF200 

OOA  UX200  Obsolete.  Receiving  triode.  See  OOA 

1B81  See  1B81 

200NB  Geiger-Mueller  counter  tube. 

C201  Transmitting  triode  amplifier 

(Collins) 

4B27  "  See  4B27 

384A  See  384A 

5777  See  5777 
B.M201  Thyratron 

SOU-201  CWKlystron  oscillator,  13.5  KMc 

01A  See  01A 

VA201  Reflex  klystron  oscillator 

VA201B  Reflex  klystron  oscillator 

20  IN  Geiger-counter  tube 

C202  Transmitting  triode  (similar  to  8003) 

CE202  NL625  Diode  gas  rectifier  -t 

5778  See  5778 

X202  Digital  coding  tube 

202  Obsolete,  replace  with  1602 

CE203  See  CE203 

203A  See  203A 

CE203  AC-203,  HW-15,  PG132     Diode  gas  rectifier 

203A  See  203A 

HD203A  Transmitting  triode  amplifier 

HD203C  Heavy  duty  therapy  triode  amplifier 

(similar  to  303U) 

T203E  Transmitting  triode  amplifier 

T203Z  Transmitting  triode  amplifier 

203A  See  203A 

6975  See  6975 

203A  VT-1  See  203A 

203A  See  203A 

203A  303A,  WE295A,  C203A,      Transmitting  triode  amplifier 

WL203A,  UV203A, 

GL203A,  WE203A, 

295A 

203B  CW933  See  also  203 A 

203D  Transmitting  triode  amplifier 

203F  Transmitting  triode  amplifier 

(obsolete) 
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Current 

Service 

Tube  Type 

Designation 

Utner  Number 

Class  Description 

zUon 

zuon 

nr  1ZO 

'  1  tTir*!    Tm  i  +  •  i  r*  n  ^ri  /"vf  o  /*ityy^  1  1  ti  of    i  ci  in  l  1  fir 

i  ranoiniLLiny  inuuc  uinpnuci  \biiimui 

tn  ^rnin 

ZuoWA 

Qpp  omwA 

Occ  ZUOntt 

zUjWA 

zJJWA 

Rucjcjedized  version  of  203A 

C204A 

^U4A 

oQQ  on/  a 

Occ  ZU4A 

non^  ft 

1-2U4A 

ZU4A 

q00  on/ a 
oee  ZU*1A 

G204A 

'jzJ4A 

Cathode  ray  tube  (Hewlett  Packard) 

GL204A 

in  a  a 
ZU4A 

c00  on/ a 
oee  ZU4A 

RCA204A 

in  a  a 
ZU4A 

on/ a 
oee  ZU4A 

UV204 

ZU4 

VT  Q 

V  1  -o 

oee  zu*i 

U  V2U4A 

OH/1  A 

ZU4A 

cOQ  on /a 
oee  zu*iA 

VT-NC-204 

\rm  M/~"  lO/l 

V  1-NL-ZU4 

Counter  tube 

hit  in  A  ft 

WL2U4A 

on>i  a 
ZU4A 

Coo  on/ a 

Occ  ZU'tA 

204 

zl)4 

U  VZU4 

Transmitting  triode  (superseded  by 

on^A^ 

ZU4AJ 

in  a  ft 

on/ a. 

F0n/A   IINTl/A  POO/A 

Trnn  emitting  tri  nno 
1  lUuoIIU  L  Lilly  UlUutf 

WF^n/A   I  IF^n/A 
VV1LOU4A,  UDOU'iA, 

nL-AZU4A,  V  1-ZZ, 

i  n/on/  A  npi R£n 

UVZU4A,  UvjIoOU, 

i  QP,n 

AzUbU 

lb  oo 

oee  i.030 

CE205 

prone 

OP  A  C. 

znAO 

Diode  gas  rectifier 

Hi  ZUo 

n  Y  zuo 

unouscu  iicunny  uiu  pciuouc  unipimci 

ni'ont 

UK2Ub 

0/ZI 

Occ  0/  Z 1 

Wh/UDD 

ZD  jo 

VT  9 
V  1  -z 

Qpp  on^R  > 

Occ  ZUJD 

iifcincrt 

wh/UbU 

1  OOC 

lz/b 

Occ  iZ/O 

inrtncr 
WhzUor 

onc;P 
zUor 

Qpp  9n^F 
oee  zuor 

205 

c  ytm  /i  nc 
b4yi/zub 

one  /c^oi 

oee  o4yi 

onto 

zUbb 

ZUoo 

WFOn^R  PWQ01 

LJDoUlClC|    1  IlOUc 

A)bU 

ZUOLJ 

T\AV) 

JU4LJ 

TrnTi c: m i 1 1 i n 0  trinHo  nnir\l  1  fi c*T 
I  tUI lblluL L11 1<_J  LI  iUUC  UIll LJ1 1 X ICt 

UbClilCILur 

oner' 

205L 

zUob 

Dp  a  l  cno 

nL/A  1DUZ 

TransmittinQ  triode  amplifier 

2Ubr 

zUor 

wpon^p 
vvczuor 

1  HUUc  UlIipilllCl  UoL-lHUlUl 

DlJzUO 

/  lDo 

Occ  /  iOO 

LhzUo 

PPOnA 

9R  Afl 
znAO 

fine  rC'tlTlCif 

LJlOUc  yub  Itri-tllltl 

rr  one 

OOP 
ZU0 

OCC  ^.uu 

ijr  ZUO 

0F09 
ZL.Z  / 

V  i  -  zo  o 

Qpp  9F77 

OCC  Li— 'LI 

yKzub 

nk'in.p; 
i^NzUD 

WJJoOlCLC.     r\.  LHJI1U  1UL.U1  UbLlllULUl 

/^t^  one  ft 

(jKzubA 

nvonc  a 

[viaynciruru  wubuictc 

dp  ft  one 

OHR 
ZUD 

Qpp  onfi 

OCC  L\J\i 

UV206 

206 

See  206 

206 

296 

GL206,  RCA206, 

Transmitting  amplifier  oscillator 

UV206,  2933 

(obsolete) 

CE207 

CE207 

Diode  gas  rectifier 

F207 

207 

See  207 

GL207 

207 

See  207 

RCA207 

207 

See  207 

RX207 

4B25 

45X674,  4B25/EL6C 

See  4B25 

UV207 

207 

See  207 

137 


MIL-HDBK-213A 
5  November  1963 


Tube  Type 

WL207 
207 


207  (Anton) 
207M 

RM208 

VA208 

WE208A 

WE208C 

RM209 

VA209 

WE209A 

CE210 

CE210A 

PT210A 

QK210 

UX210 

WE210A 

210 

Amperex  21  IB 

C211 

COM  211 


Commercial  211  Spec 

GL211 

HD211 
HD211C 
JAN  211 

NU211 

QK211 

RCA211 

RX211 

T211C 

UE211 

UE211C 

UV211 

VA211A 

VA211B 

WE211 

WE211A 

WE211B 


Current 
Service 
Designation 

207 
207 


6875 
207M 

RM208 

7071 

WE208A 

WE208C 

RM209 

VA209 

WE209A 

CE210 

CE210A 
10 

QK210 
10 

WE210A 
10 

Amperex  211B 
Commerical  211 
Commerical  211 


Other  Number 


VT-34,  F207,  F307A, 

1971,  UV207,  RCA207, 
GL207,  WL207 
207/6875 


Commerical  211  Spec 

Commercial  211 

Commercial  211 
211C 

JAN  211  VT-4C 

Commercial  211 

QK211 

248A 

Commercial  211 
211C 

Commercial  211 
211C 

Commercial  211 

VA211A 

VA211B 

Commercial  211 

211A 

WE211B 


VT-4B,  U8211,  C211, 
RX211,  UE211,  NU211, 
GL211,  HD211, 
WE211,  WL211 


Class  Description 

See  207 

Transmitting  triode  amplifier  oscil- 
lator water  cooled 

See  6875 

Transmitting  triode  (modified  version 

of  207) 
Thyratron  (obsolete) 
See  7071 

Replaced  by  205F 
Replaced  by  10 ID 
Thyratron  (obsolete) 
Reflex  klystron 
Replaced  by  102D 
Diode  gas  rectifier.  Replaced  by 
CE210A 

Mercury  vapo'r  and  gas  FW  rectifier 
See  10;  Replace  with  10Y 
Packaged  magnetron 
See  10 

Replaced  by  104D 
See  10 
See  211B 

See  comm  211;  replace  with  211 
Transmitting  triode  amplifier  oscilla- 
tor. See  211  (very  similar  to  242A, 
342B) 

Commercial  type  211  with  low  grid 
current  limits-see  211,  replace 

See  comm  211;  replace  with  211 
with  211. 

See  comm  211;  replace  with  211 

See  2 11C 

Transmitting  triode  amplifier 

oscillator 
See  comm  211;  replace  with  211 
Packaged  magnetron 
See  248A 

See  comm  211;  replace  with  211 
See  2 11C 

See  comm  211;  replace  with  211 
See  2 11C 

See  commercial  211 
Reflex  klystron 
Reflex  klystron 

See  comm  211;  replace  with  211 
See211A 

Transmitting  triode 
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Current 

Service 

Tube  Type 

Designation 

Other  Number 

Class  Description 

WE211C 

38111A 

bee  oolilA  (similar  to  201A,  jouk, 

WbzoiA,  ooo; 

WE211D 

211D 

oee  2111J 

WE211E 

211E 

bee  211b 

WL211 

Commercial  211 

oee  comm.  211 

211 

211 

4C21,  V14L,  Oommeraal 

Transmitting  triode  amplifier 

211  Special 

oscillator 

211A 

211A 

WE211A 

oee  Z4ZU 

211B 

211B 

Transmitting  triode  (Similar  to  211 

except  for  capacitances) 

211C 

211C 

urn  ip  Limi  ip 

UE211L,  HU2111/, 

Therapy  type  HF  triode 

T"}  IIP 

1211U 

211D 

211D 

Wb211U,  Hr  141) 

Replace  with  2420 

21  IE 

211E 

WL211E 

nepiace  witn  Z4ZU 

211H 

211H 

HF150 

Type  21 1C  with  plate  top  cap 

211VV 

211W 

Ruggedized  version  of  211 

BL212 

BL212 

Miniature  tunable  pulse  magnetron 

BS-212 

6107 

p..  cim 
oee  blUV 

CE212 

CE212 

289415 

Diode  gas  rectifier 

CE212A 

4B35 

oee  4doo 

F212E 

212E 

oee  zize 

FW212 

8504 

ooU4 

RX212 

RX212 

Mr  cn 
NLb2/ 

opeciui  purpose  uioue  yus  iet,niici 

WE212E 

212E 

oee  zizc. 

212 

5813 

Coo  MIO 

oee  uoi j 

212A 

212A 

UDSOieie,  ouperseueu  uy  zizu 

212E 

212E 

loin    mnc  TTMQ10C* 

1819,  r212b,  UNJlzb, 

Transmitting  triode  amplifier 

312b,  Wb212b 

BS-213 

6108 

oee  oiUo 

CE213 

CE213 

Diode  gas  rectifier 

J213AAA 

4B26 

nepiace  wiin  *idzd,  see  4dzo 

J213AAA  (Allen) 

4B26 

c--.  /one 

oee  4dzo 

QF213 

QF213 

ouDminiaxure  iype-coniiuciuiui 

UV213 

80 

oee  ou 

UX213 

80 

cao  on 

oee  ou 

213 

80 

cQO  on 
oee  ou 

213B 

213B 

ouperseaec  uy  ou,  see  ou 

C214 

214 

oee  214 

F214 

214 

oee  214 

GL214 

214 

oee  214 

QK214 

QK214 

Packaged  magnetron 

RCA214 

RM214 

RM214 

Thyratron 

UV214 

214 

See  214 

WL214 

214 

See  214 

214 

214 

2938,  C214,  WL214, 

Transmitting  diode  rectifier 

GL214,  UV214, 

(Obsolete) 

RCA214,  F214,  RW100 

214E 

214E 

Transmitting  diode  vacuum  rectifie 

CE215 

CE215 

2RA15 

Diode  gas  rectifier 
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Current 
Service 

Tube  Type 

Designation 

UTner  Number 

Class  Description 

VA-222F 

VA-222F 

nciiex  Kiysiron  osciiiaior  o.y  io 

I\MC 

WF999A 

999A 

oee  nih 

X222 

99 

oee  zz 

222A 

F999A  WF999A 

r  ZZZAf  VVLjZZZA 

Transmitting  diode  rectifier- 
water  cooled 

222B 

222B 

nepiacea  oy  zzza 

OK223 

Packaged  magnetron 

WE99'3A 

99^A 

Triode.  Obsolete 

CE224 

4B24 

Spp  4R94 

OK  294 

01094 

Packaged  magnetron 

UY224 

UY224 

Si  tnorco/i e±t\  r\\i  7^1  A 

oupciocueu  ijy  zha 

WF994A 

994A 

Cathode  ray  tube.  Obsolete 

WF994R 

WF994R 

"39RR  T^R 

Cathode  ray  tube.  Obsolete 

WF994P 

WF994P 

^9fir  ^9sr 

.  OZOlv,  oz«x^ 

Cathode  ray  tube.  Obsolete 

224 

24 

Occ  Z*i 

994A 
£z*tn 

94  A 

Screen  grid  amplifier  (A.C.) 

HF99S 

Cap  /ID  Op 

Occ  4DZ0 

\*/I\ZZ«J 

0109^ 

Packaged  magnetron 

WF99SA 

WF99^A 

Triode 

WF99STO 

7fl4A 

spp  704 A 

Occ  /U*iA 

2225 

OCC  OOOA 

225A 

22 5A 

Trnncmittfnrt  triyifio  nKenlflto 
l  lUIloIUIllllig  liltjUC.  WUSUlclc 

225TQ 

704A 

Qpp  7fM  A 

PF99K 

oee  sDzo 

RY99fiA 

RX99RA 

Diode  rectifier.  Obsolete 

I1X99R 

UAUU 

spp  9fi 

Occ  ZD 

226 

26 

See  26 

296A 

996A 

LJ1UUC  rtrullllcl  ^L/QSOICICJ 

A227A 

A227A 

Wnt or  r"/~i/~i  1  on  f OKcr»l  dt o  1 

AFT  997 

/ 04U/ ZZ / 

Q«n  70/10 /TO  7 

oee  /o4U/ lit 

UY227 

27 

See  27 

VT997A 

997  A 

Cap  977  A 

Occ  Z  /  /  A 

227 

27 

See  27 

997  A 

997  A 

£.£.1  t\ 

?-innFV997A 

O"  IUULjO/  ZZ 1  A, 

VT997A  sP97 

V  1  ZZ/  A,  JL/Z  / 

unr  iriuuc  osciiiaior  ampiiner 

Mugnciron~ouperscucu  oy  ^NZj'i 

WF99RA 

II  Li&LOn 

228A 

Spp  99RA 

OCC  ZZOA 

998A 

WF99RA  F^9ftA 

i  [uiibmiiiiny  iriuuc  umpniicr 
modulator 

99ftR 

99RR 

Transmitting  triode-forccd  oir 
cooled 

loZZ:) 

000/ 

Sop  CPP7 

oee  000/ 

229D 

229D 

Triode 

BL230 

7444 

See  7444 

CE230 

3B24 

See  3B24 

FT-230 

FT-230 

Photo-flash  tube 

WE230D 

WE230D 

Same  as  231D  except  base 

WT230 

873 

See  873 

230 

30 

See  30 
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Current 
Service 

Tube  Type  Designation  Other  Number 

WE231D  231D 

231  31 

231D  231D  WE231D 

RX232  RX232 

WE232A  232A 

WE232B  232B 

232  32 

232A  232A  WE232A,  F332A 

232B  232B  WE232B 

232BA  232BA 

232C  232C 

232CH  232CH 

232R  232R 

QK233  QK233 

RX233  2C33 

RX233A  2C33 

WE233A  233A 

WE233B  233B 

233  233 

233A  233A  WE233A 

233B  233B  WE233B 

QK234  QK234 

WE234A  WE234A 

234  34 
CE235  5B21 
FG235A  5552 
QK235  6344/QK235 
RX235  RXi35 
X235  X235 

235  35 
235D  235D 
0K236  QK236 
VA236C  VA236C 
WE236A  236A 

236  36 

236A  236A  WE236A 

F237A  237  A 

QK237  0K237  2J51W 

WE237A  237  A 

WE237B  237B 

X237  X237 

237  A  237A  WE237A,  F237A,  F337A 


Close  Description 

See  231D 
See  31 

Receiving  triode  detector  amplifier 
Obsolete.  Superseded  by  72 
See  232A 
See  232B 
See  32 

Replaced  by  343A 

Transmitting  triode  amplifier  oscilla- 
tor-water cooled  (Replaced  by 
343A) 

232B  with  fins  for  air  cooling 
Transmitting  triode  amplifier  water 
cooled 

Transmitting  triode  amplifier  water 

cooled.  Replaced  by  233 
Transmitting  triode  forced  air  cooled 
Packaged  magnetron 
See  2C33 
See  2C33 
See  233A 
See  233B 

Transmitting  triode  amplifier, 

water  cooled 
Transmitting  diode  rectifier  ' 
Replaced  by  233A 
Packaged  magnetron 
Rectifier — equipment  converted  to  use 

249B 
See  34 
See  5B21 
See  5552 
See  6344/QK235 
Diode  rectifier  (similar  to  72) 
Traveling  wave  tube 
See  35 

Transmitting  triode  (Obsolete) 
Tunable  packaged  magnetron. 
Reflex  klystron 
See  236A 
See  36 

Transmitting  triode  amplifier- 
water  cooled 
See  237A 

Ruggedized  version  of  2J51 
See  237A 
See  237 B 

Dispersive  amplifier 
Transmitting  diode  rectifier- 
water  cooled 
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Current 

Service 

Tube  Type 

Desi  jnation 

Other  Number 

Class  Description 

WE252A 

OCT  A 
ZOZA 

See  252A 

252A 

ICO  A 

252A 

Wt-ZOZA 

rVr\r\Aa  rrm nl i f i far  nvillntnr 

FG253 

FG253 

fjip  ror'ti  f  i^r  l  irmi  tmn— nnQrtl  Ptp» 

superseded  by  GL415) 

H253C 

HK253C 

i  ronsmiiiiny  uioue  vut-uuiu  ic^uiici 

HK253 

HK253 

1  ransmiiiing  aioue  vacuum  reciniei 

-oimilar  to  Zl/U 

QK253 

yi\2DJ 

Mnrmptrnn     Similnr  to  SSR6 

QK253M 

cent 

WE253 

253 

OCC  £<JO 

WE253A 

253A 

0C.OA 
Occ  ZOOA 

253 

253 

WL253 

Tr  ansmitting  rectifier 

253A 

253A 

WLzOoA 

uioae  gas  recuiici 

HK254 

HK254 

Transmitting  triode  amplifier  (similar 

to  luuin,  ni\oo  ana  4ozz/  nr  iuuj 

QK254 

6518/UK2b4 

Oct:  OJ10/ VI^^J4 

WE254A 

254A 

QoP  9S4A 

WE254B 

254B 

Oct;  iJ4D 

254A 

254A 

UFPOC>l  A 

i  ransmitung  icirouc  arnpiiuei 

oscillator 

254B 

2o4d 

¥VLZO*iD 

Trnn^mittinn  tPtrnHp  nmnliffpr 

oscillator 

HY255 

OV1CC 

ITnVvicpH  ViPnrinn  n\A  npntnnp  nmoHfipr 

HY255X 

HY255X 

unDasea  nearmg  aia  penioae  ampiiiier 

WE255A 

255A 

Coc  T CCA 

oee  zjjm 

WE255B 

255B 

oee  zood 

255A 

ICC  A 

ZobA 

YVLZDOA 

Ror*tifipr     OK^rtlptP  V 

255B 

WcZOOD 

WE256A 

ICC  A 

25bA 

Oct;  ZJOA 

256A 

ICC  A 

zboA 

W£.Z30A 

i  nynjLiun 

HK257 

ni\Zo/ 

Trnn<;mittinn  IIHF  nentode  amDlifier* 

see  nr\Zj/  d 

HK257B 

4LZ/ 

THpntirnl  tn  Hr^9S7  pxrpnt  Y*  inrh 

1UCI1UL.U1  LU  I  11\£<J/  (  CAL-CJJl  /4  ilH-ll 

snorter  in  nciym,  occ  ni-iz./ 

WE257A 

1C"7  A 

ZD/A 

Spp  9S7A 

Oct;  r\ 

257 

nts.4oA/  nts.4o 

See  RK48A/RK48 

2b/ A 

Zj  /  A 

WF9S7A 

Receiving  triode  amplifier  detector 

r  bzooA 

See  5553 

QK258 

yis.zoo 

Ri  innpHWpH  vpr^ion  nf  9K4S 

T258B 

ZOOD 

Sep  ?ciRR 

WE258B 

1COD 

OCC  ZOOD 

Zjod 

7SRR 

WE258B  T258B 

Dioxide  gas  rectifier 

FG259B 

5554 

See  5554 

FG259R 

FG259R 

Diode  gas  rectifier  (ignitron) 

0K259 

QK259 

OK399 

CW  magnetron 

QK259A 

QK259A 

CW  magnetron 

WE259A 

259A 

See  259A 

WE259B 

259B 

See  259B 

259A 

259A 

WE259A 

Receiving  tetrode  amplifier 

259B 

259B 

WE259AB 

Receiving  tetrode  amplifier 
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Current 
Service 

Tube  Type  Designation  Other  Number 

QK250  QK260 

V-260  6310 

WE260A  260A 

2B0A  260A  WE260A 

V-261  6311 

261A  261A 

V-262  V-262 

WE262A  262A 

WE262B  262B 

2B2A  262A  WE262A 

2B2B  262B  WE262B 

QK263  0K263 

WE263A  263A 

WE263B  263B 

263A  263A  WE263A 

263B  263B  WE263B 

OK 264  7528 

WE264B  264B 

WE264C  264C 

264  864 

264B  264B  WE264B 

264C  264C  WE264C 

FP265  FP265  P-0016A 

F266A  266A 

F266B  266B 

GL266A  266A 

GL266B  266B 

OK266  QK266 

WE266B  266B 

WE266C  266C 

266A  266A  F266A,  GL266A 

266B  266B  F266B,  WE266B, 

GL266B 

266C  266C  WE266C 

F267B  267B 

WE267B  267B 

267B  267B  WE267B,  F267B 

QK268  QK268 

WE268A  268A 

26BA  268A  WE268A 

QK269  OK269 

WE269A  269A 

269A  269A  WE269A 

FP270  FP270 
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Class  Description 

Packaged  magnetron 
See  6310 
See  260A 

Transmitting  tetrode  amplifier 
See  6311 

See  38111A;  replace  with  38111A 
(similar  to  WE276A,  242B,  242C, 
211C,  835) 

Reflex  klystron  oscillator,  8.5  to  10.0 
KMc 

See  262A 

See  262B 

Superseded  by  262B 
Receiving  triode  amplifier 
Magnetron 
See  263A 
See  263B 

Duodiode  gas  rectifier 
Duodiode  gas  rectifier 
See  7528 
See  264B 
See  264C 
See  864 

Superseded  by  264C 
Receiving  triode  AF  amplifier 
Therapy  type  HF  triode 
See  266A 
See  266B 
See  266A 
See  266B 

Packaged  magnetron 
See  266B 
See  266C 

Transmitting  diode  rectifier 

(equivalent  to  857) 
Transmitting  diode  gas  rectifier 

Transmitting  diode  gas  rectifier 

(similar  to  857B) 
See  267B 
See  267B 

Transmitting  diode  gas  rectifier 

(similar  to  872A) 
Packaged  magnetron 
See  268A 

Transmitting  triode 
Klystron 
See  269A 
Thyratron 

Transmitting  triode  (obsolete) 
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Current 

Service 

Tube  Type 

Designation 

Other  Number 

Class  Description 

V-270 

6312 

See  6312 

WE270A 

270A 

See  270A 

WT270 

80 

See  80 

270A 

270A 

WE270A 

Transmitting  triode  amplifier 

FG271 

5551 

See  5551 

QK271 

QK271 

Tunable  packaged  magnetron 

UX271 

371A 

See371A 

WE271A 

271 A 

See  271A 

271 

71 

See  71 

271A 

271A 

WE271A 

Moderate  power  triode  amplifier 

OK272 

QK272 

CW  magnetron 

WE272A 

272A 

See  272A 

WT272 

FG17 

See  FG17 

272 

FG17 

See  FG17 

272A 

272A 

WE272A 

Receiving  triode  amplifier 

QK273 

QK273 

Packaged  magnetron 

KU274 

7866 

See  7866 

WE274A 

274A 

See  274A 

WE274B 

274B 

See  274B 

274 

5V4G 

See  5V4G 

274A 

274A 

WE274A 

Duodiode  vacuum  rectifier 

274B 

274B 

WE274B 

Duodiode  vacuum  rectifier 

Replace  with  5U4G 

DT275 

5A6 

See  5A6 

QK275 

QK275 

Packaged  magnetron 

WE275A 

275A 

See  275A 

275A 

275A 

WE275A 

Moderate  power  triode 

GL276A 

276A 

See  276A 

QK276 

QK276 

Packaged  magnetron 

STS276 

STS276 

Traveling  wave  tube 

WE276A 

276A 

See  276A 

276A 

276A 

GL276A,  WE276A, 

Transmitting  triode  amplifier 

WE376A,  376A 

oscillator 

WE277A 

277A 

See  277A 

277A 

277A 

WE277A 

Thyratron 

STC278 

STC278 

Traveling  wave  tube 

WE278A 

278A 

See  278A 

278A 

278A 

WE278A 

Transmitting  tetrode  amplifier,  obso- 

lete (similar  to  379A  and  251A) 

STC279 

STC279 

Traveling  wave  tube 

WE279A 

279A 

See  279A 

279A 

279A 

WE279A 

Transmitting  triode  amplifier 

FG280 

FG280 

Diode  gas  rectifier 

ML-280 

ML-280 

Miniature  planar  triode 

UX280 

80 

See  80 

V280 

6313 

See  6313 

WE280A 

280A 

See  280A 

280 

80 

See  80 

280A 

280A 

WE28(jA 

Diode  gas  rectifier  (obsolete) 

ML-281 

ML-281 

UHF  tetrode 
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Current 
Service 

Tube  Type  Designation  Other  Number 

UX281  81 

WE281A  281A 

281A  281A  WE281A 

T282A  282A 

WE282A  282A 

WE282B  282B 

282A  282A  WE282A,  T282A 

282B  282B  WE282B 

QK283  QK283 

QK283A  QK283A 

WE283A  283A 

283A  283A  WE283A 

QK284  QK284 

QK284A  OK284A 

WE284  284A 

WE284D  284D 

WE284r  284D 

284A  284A  WE284 

284D  284D  WE284F,  WE284D, 

WE294D 

FP285  FP285 

QK285  QK285 

WE285A  285A 

285A  285A  WE285A 

QK286  OK286 

WE286A  286A 

286A  286A  WE286A 

QK287  QK287 

WE287A  287A 

287A  287A  1287,  WE287A,  SE302 

QK288  QK288 

WE288A  288A 

288A  288A  WE288A 

WE289  4B26 

289A  4B26 

UX290  80 

WE290A  290A 

290  6314 

290A  290A  WE290A 

WE291A  291A 

291  291 

291A  291A  WE291A 

WE292A  292A 

292A  292A 

WE293A  293A 


Class  Description 

See  81 
See  281 A 

Moderate  power  tetrode 
See  282A 
See  282A 
See  282B 

Transmitting  tetrode  amplifier 
Transmitting  tetrode  amplifier 
Tunable  packaged  magnetron 
Magnetron 

(obsolete,  replaced  by  282A) 
See  283A 

Receiving  tetrode  amplifier 

Tunable  packaged  magnetron 

Magnetron 

See  284A 

See  284D 

See  284D 

Obsolete,  superseded  by  284D 
Transmitting  triode  amplifier; 

see  also  845 
They  type  HF  triode.  Similar  to 

311GT,  38111A,  211C 
Packaged  magnetron 
See  285A 

Receiving  pentode  AF  amplifier 
Packaged  magnetron 
See  286A 

Receiving  pentode  amplifier  modulator 

Packaged  magnetron 

See  287A 

Thyratron 

Klystron 

See  288A 

Diode  gas  rectifier  (obsolete). 

Use  4B26 
See  4B26 
See  4B26 
See  80 
See  290A 
See  6314 

Receiving  pentode  variable  mu 

amplifier 
See  291A 

Receiving  triple  twin  amplifier. 

Obsolete 
Receiving  pentagrid  converter 
Obsolete,  superseded  by  352A 
Obsolete,  superseded  by  352A 
See  293A 
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Tube  Type 

293 

293A 

WE294A 

WE294D 

WT294 

294A 

WE295A 

295 

295A 

QK296 

QM296 

WE296A 

296A 

STX297 

WE297A 

297A 

WE298A 

WE298B 

298A 

298B 

CV299 

CX299 

GL299 

QK299 

UV299 

UX299 

WE299A 

QK299 

UV299 

UX299 

WE299A 

299A 

BD300 

C300 

CE300 

CR300 

DR300 

EE300 

HF300 


NU300 

300A 

300B 

300C 

300T 

BD301 


Current 
Service 

Designation  Other  Number                     Class  Description 

293  Receiving  triple  twin  amplifier 

293A  WE293A                        Pentode  amplifier 

294A  See  294A 

284D  See  284D 

0D3  See  0D3 

294A  Transmitting  pentode  amplifier 

(low  power) 

203A  See  203A 

295  Receiving  triple  twin  amplifier 

203A  See  203A 

QK296  Packaged  magnetron 

5517  See  5517 

296A  See  296A 

296A  WE296A,  849                  Transmitting  triode  amplifier 

STX297  61A5A32                       Traveling  wave  tube 

297A  See  297A 

297A  WE297A  Thyratron 

298A  See  298A 

298B  See  298B 

298A  WE298A                        Transmitting  triode  ampUfier 

298B  WE298B                        Transmitting  triode  amplifier 

99  See  99 

99  See  99 

GL299  Thyratron 

QK299  Packaged  magnetron 

V99  See  V99 

X99  See  X99 

299A  See  299A 

6229  See  6229 

V99  See  V99 

X99  See  X99 

299A  See  299A 

WE299A,  CX399,  C399       Gas  rectifier  (not  active) 

BD300  Beam  switching  tube 

C300  Transmitting  triode 

5962  See  5962 

5962  See  5962 

DR300  Transmitting  triode 

EE300  Transmitting  triode  oscillator,  power 

amplifier 

HF300  Transmitting  triode  amplifier  (near- 
est equivalent  NU300,  WL463, 
KU23,  C300) 

NU300  KU23                           Transmitting  triode  amplifier 

00A  See  00A  (Superseded  by  300B) 

300B  Moderate  power  triode  amplifier 

300C  Triode 

300T  Transmitting  triode  amplifier 

6703  See  6703 
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Tube  Type 

QK301A 

WE301A 
301A 

CE302 

EL302.5 

GB-302 

QK302A 

WE302A 

302A 

CE303 

QK303 

303A 

303C 

303U 

303UE 

CE304 

CG-304 

F304A 

HK304H 

HK304L 

HK304TH 

HK304TL 

UE304A 

UN304A 

WE304A 

WE304B 

304A 

304D 

304H 

304TH 


304TL 


CE305 

WE305A 

305A 

305D 

CE306 

QK306 

WE306A 

306A 

F307A 


Current 
Service 
Designation 

QK301A 

301 A 
301A 

287  A 

3B21 

GB-302 

QK302A 

302A 

302A 

3C31/C1B 
6403 
203A 
303C 

303U 

303UE 

CE304 

CG-304 

304A 

304TH 

304TL 

304TH 

304TL 

204A 

204A 

204A 

834 

204A 

205D 

304TH 

304TH 


304TL 


Other  Number 


WE301A 


WE302A 


CE305 

305A 

305A 

305D 

C6J 

6253 

306A 

306A 

207 


F304A 


VT-254,  WL535, 

HK304TH,  HK304H, 

3-300A3/304TH, 

304,  535 
WL525,  HK304L, 

HK304TL, 

3-300A2/304TL, 

VT-129,  525 


WE305A 

801A,  801A/801 


WE306A 
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Class  Description 

Magnetron,  CW,  liquid  cooled. 

See  QK465 
See  301 A 

Duodiode  gas  rectifier  (nearest 

equivalent  is  type  83) 
See  287 A 
See  3B21 

Geiger-Mueller  counter  tube 
Magnetron,  CW,  liquid  cooled 
See  302A 

Cathode  ray  tube  (obsolete) 
See  3C31/C1B 
See  6403 
See  203A 

Transmitting  triode  amplifier 
(nearest  equivalent  303U) 

Transmitting  triode  amplifier 
(nearest  equivalent  303C) 

Transmitting  triode  amplifier 

Thyratron 

Geiger  counter  tube 

See  304A 

See  304TH 

See  304TL 

See  304TH 

See  304TL 

See  204A 

See  204A 

See  204A 

See  834 

See  204A 

See  205D 

See  304TH 

Transmitting  triode  power  amplifier 
(high  mu) 


Transmitting  triode  power  amplifier 
(low  mu) 


Thyratron 
See  305A 

Transmitting  tetrode  power  amplifier 
Transmitting  triode  amplifier 
See  C6J 
See  6253 
See  306A 

Transmitting  pentode  amplifier 
See  207 
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Current 
Service 

Tube  Type  Designation  Other  Number 

307 A  307A  VT-225,  RK75 

CE308  CE308 

ML308  5669 

QK308  QK308 

308A  308A 

308B  308B 

BL-309  6592 

CE-309  FG17 

ML309  5666 

SA309  SA309 

WE309A  309A 

309A  309A  WE309A 

BL310  6593 

CE310  CE310 

CX310  10 

GM-310A  GM-310A 

UE310  801A 

UK310P  NT98 

WE310B  310B 

310  10 

310A  310A  REL3B,  8310A 

310B  310B  WE310B 

BL311  6594 

CE311  3C23 

QK311  QK311 

QK311A/6248  6248 

UE311  311 

UE311CT  311CT 

WE311A  311A 

311  311  UE311 

311A  311A  WE311A 

311B  311B 

311C  311C 

311C206-G01  311C206-G01 

311CH  311CH 

311CT  311CT  UE311CT 

311T  311T 

BL312  6615 

QK312  QK312 

UN312E  212E 
WE312E 


Class  Description 

Transmitting  pentode  amplifier 
Thyratron  (selected  C6J) 
See  5669 

Magnetron.  Obsolete,  replaced  by 

QK-400 
Superseded  by  308B 
Transmitting  triode  amplifier 

oscillator 
See  6592 
See  FG17 
See  5666 
Strobotron 
See  309A 

Receiving  pentode  amplifier 

See  6593 

Thyratron 

Superseded  by  10 

Geiger-Mueller  counter  tube 

See  801 A 

See  NT98 

See  310B 

See  10 

Receiving  pentode  amplifier 

Receiving  pentode  amplifier 

See  6594 

See  3C23 

See  6248 

See  6248 

See  311 

See311CT 

See  311A 

See  211;  Replace  with  211  (similar  to 

242A,  835,  Commercial  211) 
Receiving  pentode  amplifier,  obsolete 

use  311B 
Receiving  pentode  amplifier 
Replace  with  38111A  (similar  to  835, 

commercial  211) 
Phototube  assembly,  uses  special 

6467  photomultiplier 
Therapy  type  HF  triode  (nearest 

eguivalent  21 1H,  plate  top  cap) 
Therapy  type  HF  triode.  Replace 

with  381 11A 
Therapy  type  HF  triode  (replace 

with  211) 
See  6615 
Magnetron 
See  212E 
See  312A 


152 


MIL-HDBK-213A 
•5  November  1963 


Current 

Service 

Tube  Type 

Designation 

Other  Number 

Class  Description 

312A 

312A 

WE312E 

Transmitting  pentode  amplifier 

312E 

212E 

See  212E 

BL313 

6565 

See  6565 

BM313 

REL32 

See  REL32 

CX313 

80 

See  80 

QK313 

QK313 

Tunable  packaged  magnetron 

WE313A 

313A 

See  313A 

WE313CA 

313CA 

See  313CA 

WE313CB 

313CB 

See  313CB 

WE313CC 

313CC 

See  313CC 

WE313CD 

313CD 

See  313CD 

313 

80 

See  80 

313A 

313A 

WE313A 

Superseded  by  313C 

313B 

80 

See  80 

313C 

313C 

Cold  cathode  gas  triode  rectifier 

relay  regulator 

313CA 

313CA 

WE313CA 

Cold  cathode  gas  triode  rectifier  relay 

regulator  selected  type  313CC 

313CB 

313CB 

WE313CB 

Cold  cathode  gas  triode  rectifier 

relay  regulator 

313CC 

313CC 

WE313CC 

Cold  cathode  gas  triode  rectifier 

relay  regulator 

313CD 

313CD 

WE313CD 

Cold  cathode  gas  triode  rectifier 

relay  regulator 

313H/7540 

7640 

MAS  1/7640 

See  7640 

WE314A 

314A 

See  314A 

314A 

314A 

WE314A 

Duodiode  gas  rectifier 

BL315 

BL315 

Band  pass  shutter  tube 

CE315 

C5B 

See  C5B 

F315A 

315A 

See  315A 

WE315A 

315A 

See  315A 

315A 

315A 

WE315A,  F315A 

Transmitting  diode  gas  rectifier 

(similar  to  575A  and  673) 

315B 

CV38 

See  CV38 

31SD 

NT98 

See  NT98 

BD316 

BD316 

Shielded  miniature  beam  switching 

tube 

BL316 

6595 

See  6595 

BS316 

BS316 

Hi  sensitivity  gamma  counter  tube 

GL316A 

316A 

See  316A 

WE316A 

316A 

See  316A 

316 

81 

See  81 

316A 

316A 

VT-191,  WE316A, 

Transmitting  UHF  triode  oscillator 

GL316A,  ZP470 

amplifier 

BL317 

6596 

See  6596 

T317P2 

T317P2 

154-196 

Cathode  ray  tube  (Tektronix) 

TR317 

TR317 

TR  tube  (similar  to  X7047) 

UE317C 

217C 

See  217C 

317C 

217C 

See  217C 

F318A 

218 

See  218 
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Current 

Service 

Tube  Type 

Designation 

Other  Number 

Class  Description 

QK318 

6115 

See  6115 

318A 

218 

See  218 

F319 

219 

See  219 

F319A 

F319A 

Obsolete;  see  219 

QK319 

QK319 

Magnetron,  pulsed,  fixed  frequency 

WE319 

319A 

See319A 

319A 

319A 

WE319 

Transmitting  diode  gas  rectifier 

(similar  to  872A) 

BL320 

6597 

See  6597 

F320B 

220B 

See  220B 

WE320A 

320A 

See  320A 

320A 

320A 

WE320A 

Transmitting  triode  amplifier 

(250  kw) 

ATR321 

5864 

See  5864 

QK321 

QK321 

Pulsed  magnetron 

WE321A 

321A 

See  321 A 

321A 

321A 

WE321A 

Transmitting  diode  gas  rectifier 

(similar  to  57 5A  and  673) 

BL322 

6599 

See  6599 

CX322 

22 

See  22 

F322A 

F322A 

Obsolete;  see  222A 

ML322 

ML-322 

UHF  clipper  diode 

QM322 

5656 

See  5656 

WE322A 

803 

See  803 

322A 

803 

See  803 

BL323 

6600 

See  6600 

CE323A 

323A 

See  323A 

NL323B 

323A 

See  323A 

QK323 

QK323 

Magnetron,  pulsed,  100KW 

WE323A 

323A 

See  323A 

WE323B 

323B 

See  323B 

323 

323 

Ballast  lamp 

323A 

323A 

WE323A,  CE323A, 

Thyratron  .  Replaced  by  323B 

NL323B 

323B 

323B 

WE323B 

Thyratron 

BL324 

6613 

See  6613 

QK324 

7452 

See  7452 

WE324A 

324A 

See  324A 

324A 

324A 

WE324A 

Special  purpose  diode  rectifier 

(obsolete,  similar  to  3B24) 

A325 

A325 

Broad  band  TR  and  attenuator 

switch 

MA325 

8385 

See  8385 

WE325A 

325A 

See  325A 

325A 

325A 

WE325A 

Cathode  ray  tube.  Obsolete 

325B 

325B 

WE325B,  WE224B 

Cathode  ray  tube.  Obsolete 

325C 

325C 

WE325C,  WE224C 

Cathode  ray  tube.  Obsolete 

BL326 

6616 

See  6616 

CE326 

5528/C6L 

See  5528/C6L 

WE326A 

326A 

See  326A 
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Currant 

Service 

Tube  Type 

Designation 

Other  Name 

Class  Description 

326 

26 

See  26 

326A 

326A 

WE326A 

Cathode  ray  tube.  Obsolete 

326B 

326B 

WE326B,  WE224B 

Cathode  ray  tube.  Obsolete 

326C 

326C 

WE326C,  WE224C 

Cathode  ray  tube.  Obsolete 

BL327 

6601 

See  6601 

QK327 

7529 

See  7529 

WE327A 

WE327A 

WL966626 

Diode  gas  rectifier  (obsolete)  - 

Replace  with  4B35 

327 

27 

See  27 

327A 

327A 

5C37,  3-100G3/327A 

Transmitting  UHF  triode 

327B 

327B 

3-100H3/327B 

Original  327 A  without  plate  fins. 

Use  327A 

F328A 

228A 

See  228A 

F328B 

F328B 

Water  cooled  transmitting  triode 

amplifier  modulator 

QK328 

QK328 

Magnetron,  rugged  tunable  pulse 

QM328 

5686 

See  5686 

WE328A 

328A 

See  328A 

328A 

328A 

WE328A 

Receiving  pentode  amplifier 

BL329 

6602 

See  6602 

ML329 

ML329 

Rugged  output  tetrode 

QK329 

QK329 

Receiving  ribbon  beam  tube,  see 

also  QK256,  QK405 

WE329A 

329A 

See329A 

329A 

329A 

WE329A 

Receiving  pentode  amplifier 

rTOO 

H330 

Therapy  > 

WE330A 

330A 

See  330A 

330 

30 

See  30 

330A 

330A 

WE330A 

Cathode  ray  tube.  Obsolete 

330B 

330B 

Cathode  ray  tube.  Obsolete 

330C 

330C 

Cathode  ray  tube.  Obsolete 

A331 

A331 

Therapy  (obsolete- similar  to  CV-11) 

MA331A 

MA331A 

ATR  tube 

MA331B 

MA331B 

ATR  tube 

TR331 

5925 

See  5925 

WE331A 

805 

See  805 

331A 

805 

See  805 

ATR332 

6022 

See  6022 

F332A 

F332A 

WE232A 

Transmitting  triode-wat  er  cooled 

F332C 

F332C 

WE232B 

Superseded  by  F342A 

WE332A 

332A 

See  332A 

332A 

332A 

WE332A 

Similar  to  803.  Transmitting  pentode 

333 

33 

See  33 

333A 

333A 

Cold  cathode  gas  triode  rectifier  relay 

regulator 

334 

34 

See  34 

334H 

8175/334H 

See  8175/334H 

BL335 

BL335 

Dual  TR  and  shutter  tube 

335 

35 

See  35 

BL336 

BL336 

Dual  TR  and  Shutter  tube 
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Current 

Service 

Tube  Type 

Designation 

Other  Number 

Class  Description 

F336A 

F336A 

Transmitting  triode-water  cooled 

WE336A 

336A 

See  336 

336A 

336A 

WE336A 

Receiving  pentode  amplifier 

F337A 

237A 

See  237A 

WE337A 

337A 

See  337A 

337 

37 

See  37 

337A 

337A 

WE337A 

Receiving  pentode  amplifier 

MA338B 

MA338B 

Dual  TR  tube 

QK338 

6410 

See  6410 

QK338A 

6410A/QK338A 

See  6410A/QK338A 

WE338A 

338A 

See  338A 

338 

38 

See  38 

338A 

338A 

WE338A 

Thyratron 

WE339A 

339A 

See  339A 

339A 

339A 

WE339A 

Transmitting  pentode  amplifier 

S-340 

5960 

See  5960 

WE340A 

340A 

See  340A 

340A 

340A 

WE340A 

Transmitting  triode  amplifier 

oscillator 

340H 

8176/340H 

See  8176/340H 

WE341AA 

341AA 

See  341AA 

341AA 

341AA 

WE341AA 

Nearest  equivalent  89 1R 

341H 

341H 

Traveling  wave  tube 

F342A 

342A 

See  342A 

F342R 

342A 

See  342A 

MA342 

MA342 

MXT33 

TR  tube 

WE342A 

342A 

See  342A 

342A 

342A 

F342R,  WE342A, 

Transmitting  triode  amplifier 

F342A 

oscillator-water  cooled 

342B 

242B 

See  242B 

342C 

242C 

See  242C 

F343R 

F343R 

Transmitting  triode  amplifier 

oscillator 

WE343A 

343A 

See  343A 

343A 

343A 

WE343A 

Transmitting  triode  amplifier 

oscillator-water  cooled 

343- AA 

343AA 

Transmitting  triode  amplifier 

oscillator- forced  air  cooled 

344H 

8111 

See  8111 

ATR345 

5792 

See  5792 

MA345 

MA34S 

ATR  tube 

VX345 

VX345 

Wide  tuning  local  oscillator 

WE345A 

345A 

See  345A 

345 

45 

See  45 

345A 

345A 

WE345A 

Receiving  duodiode  rectifier 

ATR346 

5793 

See  5793 

F346A 

846 

See  846 

QK346 

QK346 

Tunable  magnetron 

WE346A 

346  A 

See  346A 

WE346B 

346  B 

See  346B 
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Current 

Service 

Tube  Type 

Designation 

Other  Number 

Class  Description 

34BA 

346A 

WE346A 

Cold  cathode  gas  triode.  Superseded 

by  346B 

346B 

346B 

WE346B 

Cold  cathode  gas  triode  rectifier 

relay  regulator 

QK347 

QK347 

CW  magnetron 

WE347A 

347A 

See  347A 

347A 

347A 

WE347A 

Receiving  triode  amplifier 

ATR348 

5921 

See  5921 

F348A 

848 

See  848 

WE348A 

348A 

See  348A 

348 

48 

See  48 

348A 

348A 

WE348A 

Receiving  pentode  amplifier.  77  with 

octal  base 

ATR349 

5922 

See  5922 

MA349D 

MA349D 

TR  tube 

QK349 

6249 

See  6249 

WE349A 

349A 

See  349A 

349A 

349A 

WE349A 

Receiving  pentode  amplifier. 

Equivalent  to  6F6G 

BL350 

BL350 

Shuttered  TR  tube 

C350 

C350 

Transmitting  tetrode  amplifier 

CR350-5 

CR350-5 

Current  regulating  tube 

H350 

4C35 

See  4C35 

TR350 

5927 

See  5927 

WE350A 

RK49 

See  RK49 

WE350B 

350B 

See  350B 

WE350D 

801A 

See  801A 

350 

50 

See  50 

350A 

350A 

VT-230 

Receiving  beam  power  amplifier 

350B 

350B 

WE350B 

Receiving  beam  power  amplifier 

(similar  to  350A  except  in  basing) 

QK351 

6115 

See  6115 

WE351A 

351A 

See  351A 

351A 

351A 

WE351A 

Receiving  duodiode  vacuum  rectifier, 

full  wave 

BL352 

BL352 

Shuttered  TR  tube 

BL352A 

MCT30/BL352A 

See  MCT30/BL352A 

QK352 

QK352 

Modified  QK264 

WE352A 

352A 

See  352A 

352A 

352A 

WE352A 

Receiving  duodiode  triode  amplifier; 

see  292A 

F353 

872A 

See872A 

F353A 

872A 

See  872A 

QK353 

QK353 

Packaged  magnetron,  fixed 

frequency,  pulsed 

WE353A 

353A 

Cold  cathode  gas  triode  rectifier 

relay  regulator 

353A 

353A 

Cold  cathode  gas  triode 

HK354 

HK354 

Transmitting  triode  (MU  of  14) 

HK354A 

HK354A 

Transmitting  triode  (MU  of  9.5) 
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Current 
Service 

Tube  Type  Designation  Other  Number 

HK354B  HK354B 

HK354C  HK354C 

HK354D  HK354D 

HK354E  HK354E 

HK354F  HK354F 

MA354  MA354 

MA354A  MA354A 

ML354  ML354 

NL354A  354A 

QK354  QK354 

WE354A  354A 

354  354 

354A  354A  WE354A,  NL354A 

NL355A  354A 

WE355A  355A 

355A  355A  WE355A,  NL355A 

MA356  MA356 

MA356E  8272 

WE355A  356A 

WE356B  356B 

356A  356A  WE356A 


356B  356B  D 159781,  WE356B 

BL357  BL357 

F357A  857B 

QK-357  QK357 

WE357A  357A 

357A  357A  WE357A 

MA358  MXT53  BL970 

QK358  6517 

WE358A  358A 

358A  358A  WE358A 

A359B  8024 

QK359  QK359 

WE359A  359A 

359A  359A  WE359A 

TR360  TR360 

WE360A  360A 

360A  360A  WE360A 

TR361  5865 

WE361A  WE361A 

361A  361A 

BL362  BL362 
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Class  Description 

Transmitting  triode 
Transmitting  triode 
Transmitting  triode  (MU  of  22) 
Transmitting  triode  (very 

similar  to  250TH) 
Transmitting  triode  (MU  of  50) 
TR  tube 

Matched  pair  of  MA354  tubes 
Water-cooled  transmitting  triode 
See  354A 

Subminiature  ballast  tube 
See  354A 

Transmitting  triode 
Thyratron,  mercury 
See  355A 
See355A 

Thyratron,  gas  amd  mercury 
Dual  TR  tube 
See  8272 
See  356A 
See  356B 

Transmitting  triode  amplifier 
oscillator  (50W)-replace  with 
356B 

Transmitting  triode  amplifier 

oscillator  (60W) 
Dual  TR  and  shutter  tube 
See857B 

Recording  storage  tube.  Superseded 

by  6835 
See  357 A 

Transmitting  triode  amplifier 
See  MXT-53 
See  6517 
See  358A 

Cold  cathode  gas  diode 
See  8024 
CW  magnetron 
See  359A 

Transmitting  cold  cathode  gas  triode 

rectifier  relay  regulator 
TR  tube 
See  360A 

Low  drain  pentrode.  Obsolete 
See  5865 

Receiving  pentode 

Replace  with  38111A  (similar  to 

WE242B,  WE242C,  and  211) 
Dual  TR  shutter  tube 
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Current 
Service 

Tub*  Type  Designation  Other  Number 

0K362  QK362 

WE362A  362A 

362A  362A  WE362A 

F363A  863 

QK363  6177 

WE363A  363A 

3B3A  363A  WE363A 

WE364A  364A 

364A  364A  WE364A 

F366A  866A 

WE366A  WE366A 

F367A  F367A 

WE367A  367A 

367A  367A  WE367A 


TR368  5853 

WE368A  368A 

WE368AS  368AS/703A 

368A  368A  WE368A  A 


368AS  368AS/703A 

36BAS/703A  368AS/703A  368AS,  WE703A,  703A, 

WE368AS,  D159764 

F359A  369A 


F369B  869B 
QK369  QK369 
369A  369A 


370A  370A 

CX371A  71A 

WE371A  37 1A 

WE371B  371B 

371A  371A  UX271,  WE371A, 

221A,  VT-166 

371B  371B  221B,  WE371B 


371EA  371EA 

QK372  QK372 

WE372A  372A 

372  372 

372A  372A  WE372A 

WE373A  373A 


Class  Description 

Miniature  magnetron,  pulsed,  air 

cooled 
See362A 

Receiving  pentode  amplifier.  Obsolete 
See  863 
See  6177 
See363A 

Transmitting  pentode  amplifier 

modulator 
See  364A 

Transmitting  triode  amplifier 

oscillator 
See866A 

Special  purpose  pentode  amplifier 
Transmitting  diode  rectifier  (type 

315A  characteristics) 
See  367A 

Transmitting  tetrode  amplifier. 

Similar  to  WE350 ,  but  suited  to 

higher  frequencies 
See  5853 
See  368A 
See  368AS/703A 

Transmitting  UHF  triode  oscillator 

(similar  to  703A  and  368AS) 
See  368AS/703A 

Transmitting  UHF  triode  amplifier 

converter 
Transmitting  diode  gas  rectifier. 

Superseded  by  F369B 
See  869B 
Klystron 

Transmitting  diode  gas  rectifier 

Superseded  by  F369B 
Transmitting  triode  amplifier 
See  71A 
See371A 
See  371 A 

Diode  rectifier.  Obsolete.  Not  directly 
interchangeable  with  371B- 

Transmitting  diode  vacuum  rectifier. 
Improved  371 A  (not  directly  inter- 
changeable) 

Neutron  counter  tube 

Tunable  magnetron 

See  372A 

Neutron  counter  tube 

Cold  cathode  gas  triode  rectifier 

relay  regulator 
See  373A 
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Current 
Service 

Tube  Type  Designation  Other  Number 

373A  373A  WE373A 

BL374  BL374 

WE374A  374A 

374  374 

374A  374A  WE374A 

F375A  575A 

WE375A  WE375A 

X-375  X-375 

375  375 
375A  575A 
375EA  375EA 
WE376A  276A 
376A  276A 
377A048  377A048 
QK378  QK378 
WE378A  705A 
378A  705A 
WE379A  379A 

379A  379A  WE379A 

QM380  QM380 


WE380A  380A 

380A  380A  WE380A,  D157653 

380/D  380/D 

ATR381  5883 

ML381  ML381 

QK381  0K381 

WE381A  381A 

38 1A  38 1A  WE381A,  D159508 

WE382A  382A 

382A  382A  WE382A,  D157591, 

177YQ 

WE383A  383A 

383A  383A  WE383A,  D159509 

WE384A  384A 

384A  384A  WE384A,  HQ201 

384D  384D 

WE385A  385A 

385A  385A  WE385A 

QK386  6845 

WE386A  386A 

WL386  WL386/ML-3W 

386A  386A  WE386A,  D158796 

ATR-387  6024 


Class  Description 

Receiving  pentode  amplifier 

Dual  TR  and  shutter  tube 

See  374A 

Neutron  counter 

Receiving  pentode  amplifier 

See  575A,  Similar  to  673 

Small  transmitting  special  purpose 

Dual  power  tetrode 

Neutron  counter  tube 

See  575A 

Neutron  counter  tube 

See  276A 

See  276A 

Duplexer  (Metcom) 

Magnetron,  fixed  frequency,  pulsed 

See  705A 

See  705A 

See379A 

Transmitting  triode  oscillator 

modulator  amplifier 
Miniature  cold  cathode  Corona 

discharge  voltage  regulator 

(similar  to  BS101) 
See  380A 

Receiving  diode  rectifier  (unbased) 
Type  1B85  with  protective  coating 
See  5883 

Planar  triode, similar  to  2C39A 
Reflex  klystron 
See  381A 

WE380A  with  base,  UHF  diode 
See  382A 

Receiving  UHF  triode  amplifier 

(unbased) 
See  383A 

WE382A  with  base,  UHF  triode 
See  384A 

Receiving  UHF  pentode  amplifier 

(unbased) 
Transmitting  triode  amplifier 
See  385A 

WE384A  with  base,  voltage  amplifier 

pentode 
See  6845 
See  386A 

High  voltage  rectifier  (medical  and 

surgical) 
Receiving  UHF  pentode  amplifier 

(unbased) 
See  6024 
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Tube  Type 

BL387 
VX387 


WE387A 

387A 

ATR-388 

ATR-388A 

WE388A 

388A 

QK389 

WE389AA 

389AA 

QF390 

QF392 

CE393A 

GL393A 

QF393 

QK393 

WE393A 

393A 


QK394 

WE394 

WE394A 

394A 

WE395A 

395A 

396A 

397A 

CV398 

C399 

CX399 

WE399A 

399A 

BD400 

BR400 

FP400 

KU400 

L400 

L400B 

MAG400 

QK400/6841 

400 

400A 
400B 


Current 
Service 
Designation 

BL387 
VX387 


387A 

387A 

ATR388 

6162 

388A 

388A 

QK389 

389AA 

389AA 

QF390 

QF392 

393A 

393A 

QF393 

QK393 

393A 

393A 


QK394 

5745  &  5747 

394A 

394A 

395A 

395A 

2C51 

2K56 

CV398 

299A 

299A 

399A 

399A 

BD400 

4CP7 

FP400 

7590 

L400 

L400B 

MAG400 

6841 

400 

1N43 
1N44 


Other  Number 


WE387A,  D159512 


D159769,  WE388A 


WE389AA 


WE393A,  GL393A, 
CE393A 


WE394A 
WE395A 


WE399A 


D172925 


Class  Description 

TR  tube 

Mercury  pool  modulator  tube 
(British),  improved  version  in 
VX9046 

See  387A 

WE386A  with  base 
ATR  tube;  modified  1B35 
See  6162 
See  388A 

Transmitting  UHF  triode  oscillator 
Magnetron,  version  of  6003, 

obsolete 
See  389AA 

Large  transmitting.  Metal  anode 
Cold  cathode  diode 
Thyratron  triode 
See  393A 
See  393A 

Hi  voltage  rectifier,  half  wave 
CW  magnetron 
See  393A 

Thyratron,  Similar  to  3C23  and  7410. 

7410  to  be  substituted  for  mercury 

393 A  in  submarines 
Klystron 

See  5745  and  5747  > 
See  394A 

Thyratron,  gas  mercury 
See  395A 

Cold  cathode  gas  triode  rectifier  relay 

regulator.  See  also  7410 
See  2C51 
See  2K56 

Similar  to  5D21  (British) 
See  299A 
See  299A 
See  399A 

Cold  cathode  gas  triode  rectifier 

Beam  switching  tube 

See  4CP7  ; 

Diode  rectifier 

See  7590 

Triode 

Ballast  tube 

Magnetron 

See  6841 

Standard  diode,  kenotron,  hi 

vacuum  diode 
Crystal  rectifier 
Crystal  rectifier 
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0  u  rrcnt 

Service 

TLX 

T  ubo  T  y p© 

U  6  s  i  Qnot  i  on 

nth de r  Kl a i m kftr 

I    1  a  •  •    [)  Acrrii\iiArt 
vIVSI  tvouiipilvn 

1N45 

fxvQtnl  rpr*tifipr 

400D 

1N46 

("!rv<?tn1  rpftifipr 

FG401 

1P29 

See  1P29 

FJ401 

1P29 

See  1P29 

/uuo 

9pp  7fifR 

UCC  f\J\J*J 

401 

Rpfpfvinn  trindp  dptpptor  nmnlifipc 

(obsolete) 

401  (I  irinpH 

401 

fornnn  uoltnnp  rpmilntor  version 

4D1A 

5590 

See  5590 

FG402 

("*n^  dindp  rpptifipr  finTiitrnn 

<5i  inprQPiHpH  \yj  41^ 

Wl  402 

WL402 

Small  special  purpose 

40? 

402 

Receivina  Dower  amnlifier  triode 

409  A 

402A 

Klvstron 

J<f  lvQtrcwi    ^imilnr  tn  9lf?ft 

IXljollUIlf  Ollll^IUt   IV  4*\\£i\J 

LjlCVUitAll  UUlJJUl  oLUlUljC  IU1XZ 

403 

403 

Receiving  power  amplifier  triode 

403A 

6AK5 

See  6AK5 

403B 

5591 

See  5591 

BS404 

6109 

See  6109 

pi  4n4<; 

CI  404"? 

Prmtrvonniifti vp  rv^l  1 
i  iiumuuiiuitL.ii VC  Cell 

WT  404 

WL404 

Trnrwrnittinn  rind  thernnv  tvnp  HP 

A  XVXllOlilX  IIX11U  IX11*»X   Ui*tflUUj    ITUW  III 

triode 

4(14 

404 

Transmitting  vacuum  diode  rectifier  '*" 

404  A 

See  5B47 

FT4flR 
rj'iuj 

FJ405 

Vacuum  nhototube    Obsolete    Use  035 

Rpppi ujnn  ri rvv^n  rwiTTi  lonnri ttiini 

I             Vxllij  11LMJUI1  LX3U111  lUyiill  UllLllVr 

mitmit  tunp 

wt  4ns 

WT  40S 

Trnn^mittinn  trindp  nmnlifipr  ^imilnr 

1  lUllOlllllLllllJ    Llll/\XC  Ulll|SXXlXClf  OllJUlUl 

3SQA 

40 5A 

Cold  cathode  triode 

WL406 

TrnnsTTiittinn  triode  nmnlifier 

406A 

406A 

Klystron  (Similar  to  2K54) 

ATR407 

6081 

See  6081 

WL407 

WL407 

TransmittinQ  tetrode  amplifier 

407A 

407A 

Miniature  twin  triode  (2C51)  with 

20V  heater) 

R<?4nft 

□OtuD 

6471 

See  6471  • 

QF408 

1AD4 

See  1AD4 

WL408 

WL408 

Transmitting  amplifier 

408A 

6028 

See  6028 

QF409 

1AE5 

See  1AE5 

WL409 

WL409 

Transmitting  triode  amplifier 

409A 

6AS6 

See6AS6 

QK410A 

QK410A 

Magnetron 

QK410AK 

QK410AK 

Magnetron 

WL410 

WL410 

Transmitting  triode  amplifier 

410 

10Y 

See  10Y 
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Current 
Service 

Tube  Type  Designation  Other  Number 

410- 1L  3K21 

410R  410R 

GL-411  GL411 

QK411A  7570 

OE411PA  0E411PA 

Sperry  411  2K31 

WL411  WL411 

411  411 

411A  411A  1553 

411GE  411  (GE) 

QK412  QK412 

WL412  WL412 

412  2K32 
412A  6754 
WL413  WL413 
413A  413A 
ATR414  1B35A 
GL414  GL414 

WL414  WL414  WX3187 

414  4K34 

414A  414A 

GL415  5550 

HT415  HT415 

WL415  WL415 

415A  415A 

416  2K36 

416A  416A  1553 

416B  6280 

QK417/6310  6310 

WE417A  5842 

WL417  417 

WL417A  417A 

417  417  WL417,  VT-277 
417A  5842  WL417A 

417B  417B 

GL418  GL418 

WL418  418A 

418  WL418 
WE418A  2K38 

418A  418A  1546,  WE418A 

QK419  QK419 

WL419  WL419 

Z419  Z419 

419A  419A  1522 

419B  2K39 

WL420  WL420 

420A  5755 

420R  5K40 
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Class  Description 

See  3K21 

Klystron-amplifier  prototype  of  3K30 
Diode  vacuum  rectifier 
See  7570 

Cathode  ray  tube  (French) 
See  2K31 

Transmitting  triode  amplifier 
High  vacuum  rectifier 
Relay  tube,  cold  cathode 
Half-wave  rectifier 
Reflex  klystron 
Transmitting  triode  amplifier 
See  2K32 
See  6754 

Transmitting  tetrode  amplifier 
Cold  cathode  diode 
See  1B35A 

Thyratron,  mercury  vapor 

Thyratron 

See4K34 

Miniature  pentode  (similar  to  6AJ5) 
See  5550 

Hydrogen  thyratron.  Modified  5C22 
Transmitting  tetrode  amplifier 
Pentode,  amplifier.  Similar  to  6AS6 
See  2K36 

Transmitting  UHF  triode 

See  6280 

See  6310 

See  5842 

See  417 

See  417A 

Klystron  .  Superseded  by  4 17 A 
See  5842 

Low  grid  emission  version  of  417A; 

see  2K41 
Triode  vacuum  control  tube 
See  418A 

Transmitting  triode  amplifier 
See  2K38  ; 
Power  tetrode 
Magnetron 

Transmitting  triode  amplifier 

(obsolete,  superseded  by  891) 
Industrial  metal  rectifier 
Klystron  (improved  2K45) 
See  2K39 

Transmitting  triode  UHF  oscillator 

See  5755 

See5K40 
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Current 

Service 

Tube  Type 

Designation 

Other  Number 

Class  Description 

bL.421 

GL421 

Transmitting  pentode  vacuum  control 

tube.  Obsolete. 

Carcinotron 

WL421 

ZI\.Zi 

See  2K21 

491 

Ok")  1 

See  2K21 

421A 

yOl  A 

4zlA 

cw98 

Used  in  power  supply  units-televi- 

4°ir 

sion  relay 

9kT91 

ZI\Zi 

See  2K21 

QK422 

UK-4z2 

Klystron 

UJT  JT) 

WL4ZZ 

*1  TO  1 

2J21 

See  2J21 

4zzA 

422A 

Used  in  power  supply  units- 

7P49"} 

television  relay.  Full  wave  rectifiei 

7D49"? 

Transmitting  UHF  triode  oscillator 

amplifier,  superseded  by  8002R 

HAIDUA 

See  4X1 50  A 

WL424 

Transmitting  diode  gas  rectifier 

X424L) 

(superseded  by  869B) 

4X150A 

See  4X150A 

4z4A 

24A 

See  24A 

4Z0A 

/IOC  Jl 

42oA 

Will  replace  327 A  and  405A.  Minia- 

ture cold  cathode,  gas  filled,  for 

ft  Jin 

ringer  tube,  telephone  application 

GL427 

Diode  gas  rectifier  (ignitron). 

UK427 

Superseded  by  5779 

QK427 

CW  magnetron,  fixed  freguency, 

air-cooled 

TR427 

6232 

See  6232 

UJT  >1T7 
Wl_427 

WL427 

Superseded  by  WL612 

497  A 

0141/4Z/A 

See  6141/427A 

ATR428 

blo3 

See  6163 

nK'49R/fi4nfi 

O'iUO 

See  6406 

>IOQD 
4Z0D 

lain  //(OOD 

See  182B/487B 

49RT 

See  3B24 

GL429 

PT  /loo 

Thyratron 

1  n4zy 

i  n4zy 

0164 

TR  tube 

•JO/4 

See  3B24 

QK430 

Plused  magnetron,  fixed  frequency. 

4JUA 

Similar  to  QK389 

/ion  a 

3  electrode,  gas  cold  cathode  for  relay 

use.  similar  to  313C 

UJT  /IOO 

Transmitting  diode  vacuum  rectifier 

ZP432 

(obsolete) 

ZP432 

Transmitting  UHF  oscillator 

WL433 

WL433 

Transmitting  diode  vacuum  rectifier 

ZP433 

(obsolete) 

ZP433 

Transmitting  UHF  triode 

GL434A 

434A 

See434A 

QK434 

QK434 

Magnetron,  electrically  interchange- 

able with  5J26 

X434 

X434 

UHF  measurement  diode 
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Tube  Type 

ZP434 
43X 

434/434A 
434A 

QK435 
WL435 
ZP435 
GL436 
QK436 
WL436 

ZP436 

436XQ 

437  (Anton) 

QK437/6402 

QF438 

WL440 

440 

D441 

GL441 

WL441 

441 

GI  442 

Q  442 

WL442 

442 

WL443 

QK444 

TR444 

WL444 

444 

0K445 

GL446 

GL446B 

QK446 

446 

446A 


446B 


QF447 

QK447 
ZP447 
447 
QF449 


Current 
Service 
Designation 

434A 
434A 
434A 
434A 

QK435 
40 

ZP435 
ZP436 
6316 
WL436 

ZP436 

436XQ 

7161/437 

6402 

QF438 

WL440 

40 

D441 

GL441 

2J32 

441 

GL442 

QK442 

2J21 

2J21 

706AY 

6551 

TR444 

WL444 

39 

QK445 

446 

446B 

QK446 

446 

446A 


446B 


QF447 

6843 
2B27 
47 

QF449 


Other  Type 


GL434A,  434/434A, 
ZP434,  434 


REL19,  GL436 


CE61A/B,  59DV2 
441,  K-0 
VT-251 


GL446 


GL446B 


Class  Description 

See434A 
See434A 
See434A 

Transmitting  UHF  triode  7C23  Is 

similar 
Carcinotron 
See  40 

Transmitting  UHF  triode  (obsolete) 
See  ZP436 
See  6316 

Transmitting  diode  gas  rectifier 

(obsolete) 
Transmitting  UHF  triode 
Switching  tube 
See  7161/437 
See  6402 

Triode  pentode,  subminiature 
Triode  amplifier 
See  40 

Geranium  crystal  diode 

Phototube 

See  2J32 

Vacuum  phototube  (blue  sensitive) 
Thyratron 

Wave  guide  » 

See  2J21 

See  2J21 

See  706AY 

See  6551 

TR  tube 

Superseded  by  WL612 
See  39 

Magnetron,  FM 
See  446 
See446B 
Magnetron 

Obsolete.  Superseded  by  446A  and 
446B 

Transmitting  and  receiving  ]UHF 
triode  amplifier  (replace  with 
2C40) 

Transmitting  and  receiving  UHF 
triode  amplifier  oscillator  (re- 
place with  2C40) 

Dual  electrometer,  subminiature 
radiac 

See  6843 

See  2B27 

See  47 

Hi  voltage  rectifier 
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Tuba  Typa 

QK449 
ZP449 
449 

E450TH 

F4S0TH 

WL450 

450 

450T 

450TH 


450TL 

GL451 

QK4S1 

ZP451 

451 

GL452 

QF452 
OF453 
ZP453 
HK-454A 

HK454C 

HK454H 

HK454L 

QF454 

C455 

GL455 

QF455 

WL455 

ZP455 

QK456 

WL-456 

456 

QK457 

BL459 
QK459 

QK460 

WL460 


X461 


s 


Currant 
Sarvica 


Daiignoiion 

Othar  Numbar 

Clots  Description 

QK449 

Magnetron 

3C29 

Sec  3029 

449 

Obsolete.  See  522 

450TH 

See  450TH 

450TH 

See  450TH 

450TH 

See  450TH 

50 

See  50 

450T 

Transmitting  triode  amplifier. 

rt      i           i  <rn>rr 

Replace  by  450TL 

450TH 

E450TH,  F450TH, 

Transmitting  triode  amplifier  (nearest 

3-450A4/450TH, 

equivalent  HK854H) 

VT-108,  HK854H, 

854H,  WL450 

450TL 

3-450A2/450TL, 

Transmitting  triode  amplifier  (nearest 

HK854L 

equivalent  HK854L) 

8020 

See  8020 

QK451 

Special  5J26 

8020 

See  8020 

8020 

.See  8020 

GL452 

Transmitting  triode  amplifier 

(superseded  by  892) 

5969 

See  5969 

5972 

See  5972 

5BP4 

See  5BP4 

HK-454A 

Transmitting  triode.  Obsolete.  Use 

250TH 

HK454C 

Transmitting  triode  amplifier 

250TH 

See  250TH 

250TL 

See  250 I  L 

5967 

See  5967 

C455 

Replace  with  830B 

9LP7 

See  9LP7 

5970 

See  5970 

WL455 

Therapy  type  triode  (obsolete) 

9LP7 

See  9LP7 

5968 

See  5968 

WL456 

Diode  vacuum  rectifier 

56 

See  5o 

QK457 

Miniature  ruggedized  pulsed 

magnetron,  tunable 

BL459 

Microwave  cavity 

QK459 

CW  magnetron,  tunable,  modifier 

QK387  and  388 

QK460 

CW  tunable  magnetron,  modified 

QK387  and  388 

WL460 

Transmitting  and  therapy  type,  triode 

amplifier.  (Simmlar  to  FP252A, 

HF200,  NU200) 

X461 

2-240 

High  vacuum  half-wave  rectifier 

transmitting 
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Current 

Service 

Tub*  Type 

Designation 

Other  Number 

Class  Description 

WL463 

WL463 

Therapy  type  HF  Mode  (similar  to 

C300,  HF300) 

GL464 

2C44 

See  2C44 

GL464A 

2C43 

See  2C43 

QK464 

6835 

See  6835 

WL464 

WL464 

Type  WL460,  except  Mu  is  60 

ZP464 

2C43 

See  2C43 

ZP464A 

2C43 

See  2C43 

464 

2C43 

See  2C43 

464A 

2C43 

See2C43 

QK465 

QK465 

Magnetron- Same  as  QK301A  except 

with  push  pull  tuner 

ML466R 

ML466R 

Transmitting  triode,  selected 

version  of  6697 

QF466 

QF466 

Twin  triode  subminiature  electro- 

meter 

QK466 

0K456 

CW  magnetron 

466A 

466A 

466S 

UHF  special  purpose 

466S 

466A 

See466A 

WL468 

WL468 

Therapy  type  HF  triode  oscillator 

ZP468 

7BP7 

See7BP7 

WL469 

WL469 

Therapy  type  HF  triode  (supersedes 

WL211) 

ZP469 

ZP469 

Transmitting  UHF  triode  (obsolete) 

QK470 

748VQK470 

See  7484/QK470 

ZP470 

316A 

See  316A 

GL471 

471 

Superseded  by  471A  (1B21A) 

GL471A 

471 A 

See471A 

WL471 

8003 

See  8003 

ZG471A 

471A 

See  471A 

471 

471 

1B21,  GL471 

Superseded  by  471A  (1B21A) 

47 1A 

471A 

1B21A,  ZG471A, 

TR  tube.  Obsolete,  no  replacement 

QK472 

WL472 

472 

GL473 

WL473 
QK474 

X474 

GL475 

ZP475 

QF477 

WL477R 

ZP477 


GL471A 


QK472 

WL472 

7286 

GL473 

WL473 
QK474 

2C39A 

5FP7 

5FP7 

QF477/5884 

477R 

12DF7 


WX3225 


needed.  Break  glass  and  leave  air 
gap 

Magnetron,  similar  to  2J42,  6527  and 

Z1960  series 
Therapy  type  triode  oscillator 
See  7286 

FAC  amplifier- three  electrodes. 

See  WL5736  improved  version 
Small  metal  anode  transmitting 
Carcinotron  (see  QK421  also  QK485 

and  486) 
See2C39A 
See5FP7 
See  5FP7 
See  5884 
See  477R 
See  12DP7 
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Current 
Service 

Tube  Type  Designation  Other  Number 

477R  477R  WL477R 

QK478  5971 

WL478R  478R 

478R  478R  WL478R 

QK479  QK479 

WL479R  479R 

479R  479R  WL479R 

QK480  QK480 

ZP480  5BP1 

480  80 

GL481  GL481  ZA481 

QK481  QK481 

X^481D  X-481D 

ZA481  GL481 

481  81 
QK482  QK482 

482  8  2 
482A  482A 

482B  182B/482B 

GL483  483 

QK483/6573  6573 

483  483  GL483,  183/483 

GL484  3J24 

K484  6465 

QK484  QK484 

ZP484  3J24 

484  3J24 
GL485  3J25 
K485  6466 
QK485  QK485 
ZP485  3J25 

485  485 

GL486  3J26 

QK486  QK486 

ZP486  3J26  VT-256 

486  3J26 
QK487  QK487 
GL488  12GP7 
QK488  QK488 
WL488  WL488 
ZP488  12GP7 
488  12GP7 
QK489  QK489 

ZG489  ZG489  VT-282 


Class  Description 

Transmitting  VHF  tetrode  power 

amplifier- Forced  air  cooled 
See  5971 
See  478R 

Transmitting  VHF  tetrode  power 

amplifier-forced  air  cooled 
Tunable  magnetron,  improved  2J51 
See  479R 

Transmitting  VHF  tetrode  power 

amplifier- forced  air  cooled 
Magnetron.  See  QK512 
See  5BP1 
See  80 

Diode  gas  switching  tube  (obsolete) 
Carcinotron 

Klystron,  rugged  reflex 

SeeGL481 

See  81 

Carcinotron,  X  band 
See  82 

Receiving  power  amplifier  triode 

(nearest  equivalent  71  A) 
See  182B/482B 
See  483 
See  6573 

Special  851,  subsequently  dropped  in 

favor  of  851 
See  3J24 
See  6465 
Carcinotron 
See  3J24 
See  3J24 
See  3J25 
See  6466 
Carcinotron 
See  3J25 

Receiving  triode  amplifier  detector 

(obsolete) 
See  3J26 
Carcinotron 
See  3J26 
See  3J26 

Magnetron,  fixed  frequency 
12GP7 

Magnetron,  tunable,  pulsed 
Triode  vacuum  control  tube 
See  12GP7 
See  12GP7 

Magnetron,  similar  to  QK346 
Thyratron  (obsolete) 
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Current 

Tub©  Type 

Ufher  Number 

(.loss  Description 

CV490 

CV490 

Hi  vacuum  rectifier,  prototype 

VX6021 

QF491 

QF491 

Subminiature  dual  electrometer 

QK492 

QK492 

C7W   tunnhlp  mnrmptrnn 

498 

498 

Trnn^mittinn  trinHp  fVlR  r*hnrnr*tpHo_ 

i  iiuioun  i. ill  iy  ii  luuc    \ %J\J\J  LvllLll ItTI  I  o 

tics).  See  also  508 

QKL499 

QK499 

Magnetron 

GL500 

GL500 

Phot  fit  11  hp 

H-500 

5949 

See  5949 

CK501 

CK501 

Receiving  pentode  voltage  amplifier 

CK501AX 

CK501AX 

Hearing  aid  type  pentode.  Obsolete 

CK501LX 

CK501LX 

Rp^i^tnnpp  miinlpn  npntfvlp  nmnlifipr 

SS501 

SS501 

R706  R7601 

1  l-^hnriPn  nrnnn  fillpri  nontrnl  tnhfi 

\J   OllujJvU  VJ1  LJU1  1  11HCTL1  I^UIILIUI  LUUC 

501A 

01A 

See  01A 

CK502 

CK502 

Hpnrinn  nin  tvnp  r*pntnH»=>  nmnl  i  f  i  or 

with  nn ^p  1  n i ^r*nn ti n 1 1 &A  1 

CK502A 

CK502A 

Subminiature  pentode 

CK502AX 

2E36 

Spp  9F^fi   ^imilnr  tn  9F^ci 

GL502 

GL502 

ZP502 

Thvmtrnn  f^pp  Hr  Sfl9iU 

GL502A 

GL502A 

502A 

Thvrntmn  (mptnl  vpr^inn  nf  9flR0^ 

M502 

M502 

Mnanptmn  nir-rnnlpH  ( Rriti 

QM502 

5757 

See  5757 

SS502 

SS502 

K7610 

Gas  filled  discharge  tube.  Obsolete 

VA502 

VA502 

K  1  \/ctrr\n 

i\iybiiuii 

ZP502 

GL502 

See  GL502 

502 

502 

Thy  ration,  gas  tetrode  k 

502A 

GL502A 

See  GL502A 

502AX 

2E35 

See  2E35 

502AY 

2E36 

See  2E36 

50 2R 

502R 

Oh^niptp    Spp  nl^n  S7fil 

CK503 

CK503 

Hearing  aid  type  pentode  amplifier 

with  hfl^p  (Hi ^rontinnpHl 

CK503AX 

5854 

See  5854 

CK503X 

CK503X 

Hearing  aid  type  pentode  (with 

tinnpH  IpTin^!  fHic;pnntiniiprl^ 

Llllll^Ll    ICLlLiO^     ^ Lil  OLU1 1  III  IUCU/ 

M503 

M503 

Magnetron  (British) 

T503P2 

154-265 

See  154-265 

VA503 

VA503 

rClvQtrfin 

y  O  LI  LJ1 1 

VR-503 

VR-503 

British  tube 

CK504 

CK504 

Henri  nn  niH  tvnp  npntnHp  nmnlJfipr 

(discontinued) 

CK504AX 

CK504AX 

Subminiature  pentode  amplifier. 

Obsolete 

CL504L 

CL504L 

Photoconductive  cell 

OK504 

QK504 

Magnetron,  pulsed  version  of 

QK442  (QK362) 

VA504 

VA504 

Klystron 

VU504 

VU504 

10E/150,  V1901, 

Transmitting  diode  rectifier 

CV1054 

(British) 

CK505AX 

CK505AX 

Subminiature  pentode  amplifier 
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Current 

Service 

Tube  Type 

Designation 

Other  Number 

Class  Description 

CK505X 

CK505X 

Hearing  aid  type  pentode  amplifier 

(discontinued) 

DHR505 

505 

See  505 

GL505 

3J35 

See  3J35 

QK505 

QK505 

Magnetron,  pulsed,  tunable 

505 

2J45,  2J46,  2J47 

DRH505 

See  2J45,  2J46,  2J47 

BL506 

BL506 

Microwave  duplexer 

CK506AX 

CK506AX 

Hearing  aid  type  pentode  amplifier 

GL506 

GL506 

Diode  gas  rectifier 

QK506 

6228 

See  0228 

VA506 

VA506 

RE103 

Klystron  tube  assembly 

506 

506 

Diode  gas  rectifier  (ignitron) 

BL507 

BL507 

Short  slot  hybrid  duplexer 

CK507AX 

CK507AX 

Hearing  aid  type  pentode  amplifier. 

Obsolete 

QK507 

QK507 

Stabilotron 

RH507 

RH507 

Triode  voltage  amplifier  (electro- 

meter tube) 

QK508 

QK508 

Magnetron,  pulsed 

508/6246 

6246 

See  6246.  See  also  498 

BL509 

6604 

See  6604 

CK509AX 

CK509AX 

Hearing  aid  type  triode  amplifier. 

Obsolete 

GL509 

889 

ouperseaea  Dy  Boy;  see  Boa 

GL509R 

889R 

0..«M.nnJnJ  Wi.  GOOD,  r-nn  QCtQR 

ouperseaea  by  BByn;  see  BBan 

P509 

P509 

Gaseous  glow  tube  ' 

QK509 

QK509 

Magnetron,  improved  (Jr\z4i 

CK510AX 

CK510AX 

Hearing  aid  type  twin  tetrode 

Til:  — 

amplifier 

GL510 

857B 

Superseded  by  857B;  see  857B 

CK-511X 

CK-511X 

Subminiature  receiving  tube 

QK511 

QK511 

Magnetron,  modified  QK389 

BL512 

BL512 

Switching  tube 

CK512AX 

512AX 

See  512A 

GL512 

575A 

See  5 12  A 

GL512A 

575A 

See  o/oA 

QK512 

QK512 

oiQDiioiron,  see  aiso  v^r\4ou 

512 

575A 

bee  D/oA 

512AX 

512AX 

CK512AX 

Subminiature  pentode  for  hearing  aid 

BL514 

BL514 

Reference  cavity-short  slot  hybrid  * 

junction 

GL515 

GL515 

Thyratron  (obsolete,  superseded  by 

4C35) 

BL516 

BL516 

Hybrid  duplexer,  short  slot 

GL516 

1P24 

See  1P24 

QK516 

QK516 

Magnetron  tunable  pulsed 

VCR516 

12DP7 

See  12DP7 

ZP516 

1P24 

See  1P24 

516 

1P24 

See  1P24 

DE0517 

FG17 

SeeFG17 
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Current 
Service 

Tube  Type  Designation  Other  Number 

DG0517  FG17 

ZP517  5CP1 

CK518AX  CK518AX 

QK518  QK518 

ZP518  5CP4 

BL519  BL519 

BL520  BL520 

CK520AX  520B 

GL520B  CK520AX 

520B  520B  GL520B 

CK521AX  CK521AX 

CK521CX  CK521CX 

DRJ521  DRJ521 

CK522AX  6088 

GL522  3C22 

ZP522  3C22 

522  3C22 

CK523AX  CK523AX 


X523  X523 

X523B  ,  X523B 
X523F  X523F 
X523G  X523G 
CK524AX  CK524AX 


RJ524  RJ524 

CK525AX  CK525AX 

WL525  304TL 

525  304TL 

CK526AX  CK526AX 

RJ526  RJ526 

ZP526  3DP1 

CK527AX  CK527AX 

QK527  QK527 

ZP527  6C21 

527  527 

527A  527A 

CK528AX  CK528AX 

DRJ528  DRJ528 

CK529AX  CK529AX 


Class  Description 

SeeFG17 
See  5CP- 

Subrainiature  hearing  air  output 

pentode 
Backward  wave  oscillator 
Sec  5CP~ 
Duplexer 

Microwave  duplexer 

Subminiature  power  amplifier  pentode 

See  520B 

Transmitting  RF  power  amplifier 

oscillator  (obsolete) 
Subminiature  pentode.  Obsolete. 

Use  CK524AX 
Subminiature  output  pentode 
Receiving  interstage  amplifier 

(obsolete) 
See  6088 
See  3C22 
See3C22 
See  3C22 

Subminiature  hearing  air  output 
pentode.  Obsolete.  Similar  to 
CK525AX 

Klystron 

Klystron,  reflex-integral  cavity 

Klystron,  reflex 

Klystron 

Subminiature  hearing  aid  output 
pentode.  Obsolete.  Similar  to 
CK529AX 

Non-microphonic  amplifier  (obsolete) 

Subminiature  hearing  aid  output 
pentode 

See  304TL 

See  304TL 

Subminiature  hearing  aid  output 

pentode 
Triode  vacuum  control  tube 
See  3DP1 

Subminiature  hearing  aid  output 

pentode 
Magnetron,  tunable  pulsed 
See  6C21 

Transmitting  UHF  triode  oscillator 
Transmitting  UHF  triode 
Subminiature  hearing  aid  pentode 
Low  filament  current  amplifier 

(obsolete) 
Subminiature  hearing  aid  pentode 
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Current 

Service 

Tube  Type 

Designation 

Other  Number 

Class  Description 

GL529 

4C35 

See4C35 

ZG529 

4C35 

See  4C35 

QK530 

QK530 

Magnetron,  tunable,  rugqedized 

QK362 

WL530 

530 

See  530 

ZG530 

1B30 

See  1B30 

530 

530 

WL530,  VT-122 

Transmitting  triode  amplifier 

water  cooled.  Replaced  by  530A 

530A 

530A 

Transmitting  triode 

CK531DX 

CK531DX 

Subminiature  pentode 

GL531 

GL531 

ZG531 

Diode  gap 

QM531 

QM531 

Twin  triode,  similar  6J6W 

WL531 

531 

See  531 

ZG531 

GL531 

See  GL531 

531 

531 

WL531,  VT-141 

Transmitting  diode  vacuum  rectifier 

CK532DX 

CK532DX 

Subminiature  pentode 

GL532 

532 

See  532 

GL532A 

1B32/532A 

See  1B32/532A 

WL532 

532 

See  532 

WL532A 

1B32/532A 

See  1B32/532A 

ZG532 

532 

See  532 

532 

532 

GA5A,  ZG532,  WL532, 

Diode  gas  switching  tube  (replace 

GL532,  GA4 

with  1B32/532A) 

532A 

1B32/532A 

See  1B32/532A 

CK533AX 

CK533AX 

Subminiature  pentode 

T533P2 

154-165 

See  154-165 

WL533 

WL533 

UHF  triode,  similar  to  VT98  (Br.) 

CK534AX 

CK534AX 

Subminiature  pentode 

GL534 

24154 

See  24154 

WL534 

VT127A 

See  VT127A 

WL534A 

534A 

See534A 

534 

•  VT127A 

See  VT127A 

534A 

534A 

WL534A 

Transmitting  UHF  triode 

CK535AX 

CK535AX 

Subminiature  pentode 

WL535 

304TH 

See304TH 

535 

304TH 

See304TH 

CK536AX 

CK536AX 

Subminiature  pentode 

WL536 

536 

See  536 

536 

536 

VT31  (Br.),  WL536, 

Transmitting  tetrode 

CV1031 

CK537AX 

CK537AX 

Subminiature  pentode 

WL537 

537 

See  537 

537 

537 

VT114(Br.),  WL537 

Transmitting  HF  tetrode 

CK538DX 

CK538DX 

Subminiature  pentode 

0K538 

QK538 

Carcinotron 

WL538 

VT90(Br.)/8011 

See  VT90  (Br.)/8011 

538 

VT90(Br  .)/8011 

SeeVT90  (Br.)/8011 

CK539DX 

CK539DX 

Subminiature  pentode 

QK539 

QK539 

Magnetron,  pulsed,  fixed  frequency 

WL539 

539 

See  539 
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Current 

Service 

Tube  Type 

Designation 

Other  Number 

Class  Description 

WL539A 

539A 

See  539A 

539 

539 

WL539 

Diode  gas  switching  tube 

539A 

539A 

WL539A,  1B39 

Diode  gas  switching  tube 

QK540 

QK540 

Backward  wave  oscillator,  modified 

QK481 

ZP540 

3FP7 

See  3FP7 

CK541DX 

CK541DX 

Subminiature  pentode 

GL541 

541 

See  541 

ZG541 

541 

See  541 

541 

541 

GL541,  ZG541 

Diode  gas  switching  tube 

CK542DX 

CK542DX 

Subminiature  pentode 

ZP542 

3HP7 

See  inPV 

CK543DX 

CK543DX 

Subminiature  pentode 

T543P2 

154-175 

See  154-175 

BL544 

BL544 

•I'll                                            f«   or    C*)  A 

1  n  tube,  similar  to  HL.o/4 

CK544DX 

CK544DX 

Subminiature  pentode 

FU544 

RJ544 

Triode  vacuum  control  tube  (obsolete) 

X545 

X545 

Klystron 

CK546DX 

CK546DX 

Subminiature  pentode 

GL546 

5663 

5663 

See  5663 

QF546 

QF546 

Subminiature  half  wave  rectifier. 

See  QF781 

CK547DX 

CK547DX 

Subminiature  pentode 

QK547 

QKS47 

Klystron 

RJ547 

RJ547 

Non-microphonic  triode  amplifier 

ZG547 

3C45 

See  3C45 

CK548DZ 

6418 

See  6418 

ZP548 

12FP7 

See  12FP7 

CK549DX 

CK549DX 

Subminiature  pentode 

GL549 

5663 

See  5663 

ZP549 

9GP7 

See  9GP7 

QK550 

QK550 

Magnetron,  modified  (Jr\4o/ 

RJ550 

RJ550 

Triode  vacuum  control  tube 

CK551AXA 

CK551AXA 

Subminiature  diode  pentode 

DRJ551 

DRJ551 

Triode  vacuum  control  tube 

(obsolete) 

RJ551 

RJ551 

Triode  vacuum  control  tube 

(obsolete) 

X551D 

X551D 

Klystron 

551 

35 

oee  oo 

551AX 

2E41 

See  2E41 

551AY 

2E42 

See  2E42 

551S 

35S/51S 

See  35S/51S 

GL553 

1P23 

See  1P23 

QK553 

QK553 

Carcinotron 

RJ553 

RJ553 

Triode  vacuum  control  tube 

553AX 

2E31 

See  2E31 

553AY 

2E32 

See  2E32 

554 

554 

High  vacuum  clipper  diode  rectifier 
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C  u  rre  nt 

Service 

Tube  Type 

Designation 

Other  Number 

Class  Description 

unJODO 

hrtsss 
UnJ  000 

Oscillator  and  current  amplifier 

(obsolete) 

nvsss 

W(WOO 

nvsss 
v^rxooo 

Carcinotron 

ODD 

SSS 

000 

My  st  run 

CCCA  V 

OOOAA 

9P91 

C-o  0PO1 
OCC  ZuZl 

OOOAl 

OPOO 

OPOO 
Occ  ZUZZ 

V^ISOOOAA 

00/0 

cyr  AA7C 
OCC  <JU  /u 

UA*i  ft 

C«p  AY4W 

7DSSA 

WMOO/ 

SAS4 

dec  3004 

puaaq 

^MOOO 

S70R/A  AQAW 
O/ZO/DAoOW 

S70S 
0/ZO 

0^,,  R70S/AAQAW 
oee  0/ZO/OAoDW 

SSft 

SSR 
000 

vni  in*   a*   rA^tf  f  {  Ar       {  Aria 

onuni  or  recuuer  uioae 

flR  T  SSQ 

Uiui 

nR  TSSQ 

T  nu;  rtri/H  r*iirTAnt  /im r\\  \  f  i  ar 

luw  ijiiu  wunciii  uinpimcr 

(obsolete) 

SSQ 
OOj 

C-o  CC.Q 
OCC  003 

nusso. 

^MOOy 

S79A/AAT 
0/ZO/OAL.OW 

orr  S70A/AAT  SW 
occ  0/ZO/OAL.O" 

OOj 

SSQ 

00^7 

i  runsiiuiiing  Luiu  ict-civiny  unr 

aioae  aeiecior  \simnar  to  £.\z>ll) 

cad  & 

ccn  a 
OOUrt 

Magnetron.  Similar  to  L3008  and 

oni  q 

JUIO 

PVSA1 Y 

PVSA1  Y 

Subminiature  pentode,  similar 

ciecuicuii.y  10  ovi 

SRI 
OOl 

SRI 

JJlOuc 

nRTSAO 
UnJOOZ 

nRTSAO 
UnJOOZ 

Current  amplifier  (obsolete) 

PT  SAO 

RAO 
OOZ 

CU*  CAO 

oee  ooz 

SAO 
OOZ 

SAO 
00/ 

PT  SAO  FAAAT1 

uuooz,  rooou 

Transmitting  vacuum  rectifier- 

Water  cooled 

nJOoo 

DTceo 
nJOoo 

Triode  vacuum  control  tube 

AOOO 

i\iystrun 

oL*004 

1FZ4 

oee  1PZ4 

YSA4 
A004 

YSAyl 
A0D4 

PW  1/tifctrAn  OVW 

L/W  Klystron,  zr\W 

AOOO 

AOOO 

Fuisea  Klystron,  zunw 

Y^A  A 

YSAA  A 
AOOO  A 

Klystron,  forced  air  cooled 

7  7  SAC. 
i-»J  JUL) 

ZjJ  odd 

Phototube 

V»»r\OOu/\A 

SA77 
00  /  / 

C-o  SA77 

oee  oo  /  / 

PVSAQAY 

SA7R 
00/0 

C«0  SA7Q 

oee  oo/o 

CK569CX 

5678 

See  5678 

569 

569 

Hydrogen  thyratron 

CK570AX 

5697 

See  5697 

CK571AX 

5886 

See  5886 

CK573AX 

6029 

See  6029 

CK574AX 

6281 

See  6281 

AM575A 

575A 

See575A 

EE575A 

575A 

See  575A 

WL575A 

575A 

See  575A 

575A 

575A 

UE975A,  975A,  F375A, 

Transmitting  diode  gas  rectifier 

GL512A,  WL575A, 
AM575A,  EE575A, 
512, VT- 187,  375A, 
GL512 
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Current 

Service 

Tube  Type 

Designation 

Other  Number 

Class  Description 

UE576X 

UE576X 

Hi  vacuum  rectifier,  similar  to  371B 

X576 

X576 

Pulsed  klystron 

576 

576 

High  vacuum  clipped  diode 

576A 

576A 

Hi  vacuum  clipper  diode  and  rectifier, 

supersedes  576 

GL577 

577 

See  577 

WL577 

WL577 

Voltage  regulator 

ZP577 

577 

See  577 

577 

577 

GL577,  2P577 

Transmitting  hi  vacuum  half  wave 

rectifier 

X578 

X578 

Ceramic  transmitting  tetrode 

WL578 

8020 

See  8020 

578 

8020 

See  8020 

WL579B 

579B 

See579B 

579B 

579B 

WL579B 

Diode  hi  vacuum  half  wave  rectifier 

GL582 

GL582 

UHF  diode 

583 

583 

Hi  vacuum  clipper  diode  rectifier 

585 

50 

See  50 

589 

589 

Liquid  cooled,  HV  clipper  diode 

rectifier,  similar  to  6339 

X590 

X590 

Klystron,  CW,  water  cooled 

GL592 

592 

See  592 

592 

592 

Transmitting  triode  power  amplifier 

oscillator 

593 

593 

HV,  HW  rectifier,  identical  to  577 

except  base 

ZP594 

ZP594 

Magnetron 

ZP595 

ZP595 

Magnetron 

596 

596 

Hi  vacuum,  full  wave  rectifier 

ZP597 

ZP597 

CW  magnetron,  1KW 

X598 

X598 

Klystron  medium  power,  tunable 

598 

598 

Tunable  magnetron 

Z599 

Z599 

CW  magnetron 

BL600 

6642/BL600 

See  6642/BL600 

CK600AX 

CK600AX 

Subminiature  triode 

EP600 

EP600 

Corona  discharge  voltage  regulator 

tube 

L600N 

6C22 

See6C22 

NL600 

NL600 

Diode  gas  rectifier  (similar,  to  EL1C) 

VXR600 

VXR600 

Corona  regulator 

600 

600 

Tunable  magnetron 

BL601 

8048 

See  8048 

CK602 

CK602 

UHF  pentode  amplifier 

ZP602 

ZP602 

2C41 

Transmitting  triode 

BL603 

BL603 

Band  pass  TR  tube 

CK603 

CK603 

Medium  mu  triode 

CL603A 

CL603A 

Photoconductive  cell 

BL604 

6646/BL604 

See  6646/BL604 

CK604A 

CK604A 

Subminiature  pentode 

NL604 

NL604 

Diode  gas  rectifier  (similar  to  4B24) 
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Current 
Service 

Tube  Type  Designation  Other  Number 

BL605  BL605 

GL605  GL605  ML101 

BL606  BL606 

CK605BX  5704 

BL608  BL608 

CM610  CM610 

KU610  KU610 

TR610  TR610/BL-T-033 

610  5811 

BL612  7152  7152/BL612 

CK612  6AN5 

BL613  6905 

NL614  NL614 

BL615  6648/BL615 

HY-615  615  VT-235 

NL615  NL615 

ZP615  ZP615 

615  615  HY615 


ZP616  ZP616 

NL617  NL617 

NL618  NL618 

NL618P  NL618P 

BL619  BL619 

CK619AX  CK619AX 

WL619  WL619  WX3260 

BL622  BL622 

QKS622  8129/QKS622 

WL-624  WL-624 

BL625  6805 

NL625  NL625  CE202 

KU627  KU627  627 

NL627  NL627  RX212 

627  KU627 

CK628  6247 

KU-628  KU-628 

WL-629  WL-629  RCA885,  629 

629  WL629 

QK630  QK630 

WL630  WL630  730 

631P1  631P1  R4100,  1D21/631P1, 

SN4,  1D21,  R4101 

BL632  BL632 

QK632  QK632 

WL-632  632 


Class  Description 

Gas  switching  tube,  TR 

Large  transmitting 

Gas  switching  tube,  ATR 

See  5704 

TR  tube 

Carcinotron 

Thyratron,  gas  filled 

TR  tube 

See  5811 

See  7152 

See  6AN5 

See  6905 

Diode  gas  rectifier 
See  6648/BL615 
See  615 

Diode  gas  rectifier 

Obsolete.  CW  magnetron  replaced 

by  ZP685,  ZP597  and  A- 133 
Transmitting  and  receiving  UHF 

triode  amplifier  oscillator  (similar 

to  British  VR135) 
CW  magnetron 

Diode  gas  rectifier.  Equivalent  to 
CE205 

Diode  gas  rectifier.  Equivalent  to 

EL6B 
Diode  gas  rectifier 
TR  tube  band  pass 
Triode,  miniature,  receiving  tube 
Transmitting  air-cooled 
TR  tube 

See  8129/QKS622 
Thyratron 
See  6805 

Diode  gas  rectifier 
Thyratron  mercury  vapor 
Diode  gas  rectifier 
See  KU627 
See  6247 
Gas  rectifier 
Gas  filled  thyratron 
See  WL629 

Stabilitron,  water  cooled 
Tetrode  (obsolete)  use  2051 
Cold  cathode  neon  discharge  tube 

Broadband  TR  tube,  version  of 

BL37 
Magnetron 
See  632 
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Current 

Service 

Tube  Type 

Designation 

Other  Number 

Class  Description 

WL-632B 

WL-632B 

Thyratron 

632 

632 

WL632 

Thyratron 

632A 

632A 

Thyratron-mercury 

X633 

X633 

Hi  power  klystron 

NL635 

NL635 

Diode  gas  rectifier,  similar  to  EL6B 

KU636 

KU636 

Gas  rectifier 

636 

636 

Gas  thyratron 

ZP638 

ZP638 

CW  magnetron 

ZP639 

ZP639 

CW  magnetron 

KX642 

KX642 

WL642 

Triode  voltage  arrester  (protector 

tube).  Obsolete 

WL-642 

KX642 

See  KX642 

BL643 

6906 

See  6902 

NL643 

NL643 

Diode  gas  rectifier 

Z647 

Z647 

CW  tunable  magnetron 

648P1 

648P1 

R4200 

Cold  cathode  neon  discharge  tube 

NL649 

5834 

See  5834 

NL649/5834 

5834 

See  5834 

BL650 

6396 

See  6396 

BL651 

BL651 

Dual  TR  tube 

BL651H 

BL651H/MXT-27 

Dual  TR  tube  with  heater 

WL-651/656 

WL-651/656 

Ignitron,  see  also  5552 

BL652 

BL652 

Dual  TR  tube 

WL-652 

5551 

See  5551 

WL-652/657 

5551 

See  5551 

NL653/5835 

5835 

See  5835 

0K653 

7577 

See  7577 

HK654 

HK654 

Transmitting  triode 

WL655/658 

5553 

See  5553 

WL656 

5552 

See  5552 

Z656 

Z656 

Ignitron 

660 

660 

Vacuum  rectifier 

0K662 

7156 

See  7156 

QK662A 

QK662A 

Pulsed  packaged  magnetron  (7156 

without  mechanical  tuner) 

663B-129 

663B-129 

Radition  counter  neutron 

QK665 

8371 

See  8371 

0K666 

8372 

See  8372 

Z666 

Z666 

CW  magnetron,  see  also  5J32 

0K668B 

QK668B 

CW  Magnetron  ~ 

Z668 

Z668 

Reflex  klystrons 

WL672 

672 

See  672 

672 

672 

WL672,  WX3172 

Thyraton-mercury  vapor 

672A 

672A 

Thyratron-mercury  vapor 

673 

673 

Diode  gas  rectifier,  same  at  575A 

except  base 

Z675 

Z675 

ZP675 

Magnetron.  Obsolete 

ZP675 

Z675 

See  Z675 

KU676 

676 

See  676 

WL676 

676 

See  676 
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Current 

Serv  ice 

Tuba  Type 

Designation 

676 

676 

WL-677 

WL-677 

ZP677 

ZP677 

677 

WL677 

WL-678 

678 

678 

678 

EP680 

7615/EP680 

WL681 

5550 

WL68 1/686 

5550 

WL682 

WL682 

Z682 

2C49 

G683 

5B21 

QK685 

7571/QK685 

685 

685 

QK686 

7460/QK686 

WL686 

5550 

BL693 

7309 

ZP693 

ZP693 

SD698C 

1207 

Z698 

Z698 

BL700 

BL700 

BR- 700 

7SP7 

EP700 

EP700 

ML700 

ML700 

WE700A 

700A 

700A 

700A 

700B 

700B 

700C 

700C 

700D 

700D 

700T 

4J42 

CE701 

CE701 

WE701A 

701A 

701 A 

701A 

CE702 

CE702 

CEA702-C2 

CEA702-C2 

WE702A 

702A 

702A 

702A 

702B 

702B 

QK703 

7572 

WE703A 

368AS/703A 

703A 

368AS/703A 

WE704A 

704A 

704A 

704A 

CK705 

CK705 

RK705A 

705A 

WE705A 

705A 

Other  Number 

WL676,  KU676 
677 


WL678,  WX3230 


WX3194 


WE700A 


WE701A 


WE702A 


WE704A,  D159765, 
225TQ,  WE225TQ 


Class  Description 

Thyiatron  mercury 
Thyratron 
Magnetron 
See  WL677 
See  678 

Thyratron,  mercury  vapor  rectifier 
See7615/EP680 

See  5550 
See  5550 

Diode  gas  rectifier  (ignitron) 

See2C49 

See5B21 

See7571/QK685 

CW  magnetron-(see  also  594) 

Lband 

See  7460/QK686 
See  5550 
See  7309 

Magnetron,  replaced  by  L3002 
See  1207 
TR  tube 
Spark  gap  tube 
See  7SP7 

Corona  discharge  regulator  tube 
Triode  RF  heating  oscillator- 
amplifier 
See700A 

Magnetron  (replace  with  4J42) 
Magnetron  (replace  with  4J42) 
Magnetron  (replace  with  4J42) 
Magnetron  (replace  with  4J42) 
See  4J42 

Lead  sulphide  phototube 
See  701 A 

Transmitting  UHF  tetrode  amplifier 
Lead  sulphide  phototube 
Photocell 
See  702A 

Three-electrode  gas  switching  tube 

(obsolete)   Use  702B 
Improved  702A 
See  7572 
See  368AS/703A 
See  368AS/703A 
See  704A 

Miniature  UHF  diode  detector 

Geranium  crystal  diode 
See  705A 
See  705A 
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Tube  Type 


Current 
Service 
Designation 


705A 

inc.  a 
/USA 

705WA 

705WA 

R706 

oooUl 

SD706 

/US 

WE706A 

nnc  a 
7UbA 

WE706AY 

/UOAY 

706A 

/U0A 

706AY 

/UoAY 

706B 

706B 

TOBY 

706BY 

706C 

706C 

706CY 

706CY 

706D 

706D 

706DY 

/U0UY 

706E 

706E 

706EY 

706EY 

706 FY 

/Uor  I 

706GY 

/UObY 

706T1 

T  TCI 

GK707 

Ut\  /U  / 

Wt/U/A 

/U/A 

"7m  A 

/U/A 

/U/A 

707 B 

/U/d 

CK708 

UIS./U0 

WE708A 

70Q  A 

/UoA 

708A 

/UoA 

K709 

K/uy 

WE709A 

/uyA 

709A 

7f"iG  A 

/uyA 

CK710 

LI\  /  1U 

UM/IU 

UN  /  AU 

NL7 10/60 11 

NL710/6011 

WE710A 

VT90  (Br.)/8011 

WL710 

WL710 

710A 

VT90  (Br.)/8011 

CK711 

CK711 

WE711A 

711A 

WL711 

WL711 

XR711 

CE75V 

711A 

711A 

E712 

E712 

WE712A 

712A 

WL712X 

WL712X 

712A 

712A 

Other  Number 

WE705A,  D159780, 
RK705A,  8021,  378A, 
WE378A,  VT-255 


WE706A 

WE706AY,  WL443 


WE707A 
QK26 

WE708A 

WE709A 


VT-240 


WE711A,  1287Y 


WE712A 


Class  Description 

Transmitting  diode  vacuum  rectifier, 
half  wave 

Transmitting  diode  vacuum  rectifier 

SeeSSSOl 

See7G8 

See  706A 

See  706AY 

Magnetron  (obsolete).  Use706AY 
Magnetron  (replace  with  2J61) 
Magnetron  (obsolete).  Use  706BY 
Magnetron  (replace  with  2J61) 
Magnetron  (obsolete).  Use  706CY 
Magnetron  (replace  with  2J61) 
Magnetron  (obsolete).  Use  706DY 
Magnetron  (replace  with  2J61  or 
2J62) 

Magnetron  (obsolete).  Use  706EY 
Magnetron  (replace  with  2J62) 
Magnetron  (replace  with  2J62) 
Magnetron  (replace  with  2J62) 
See  2J62 

Germanium  crystal  diode 
See  707A 

Klystron.  Obsolete.  Superseded  by 
707B 

Klystron.  (Usually  replaceable  by 

2K28) 
Rectifier  crystal  unit 
See708A 

Receiving  UHF  triode  amplifier 
converter  (similar  to  1272Y) 
Klystron 
See  709A 

Three-electrode  gas  switching  tube 
Crystal  diode,  UHF 
Carcinotron 
Thyratron 

See  VT90  (Br.)/8011 

Ballast  tube 

See  VT90  (Br.)/8011 

Germanium  crystal  diode  assembly 

See711A 

Current  regulator  (ballast) 
See  CE75V 
Oscillator  (British) 
Photoconductive  cell 
See  7 12 A 
Ballast  tube 
Superseded  by  707A 
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S 


Current 
Service 

Tube  Type  Designation  Other  Number 

712Y  712Y 

CK713  CK713 

QKH713  QKH713 

1NE713A  713A 

713A  713A  WE713A 

J-714  2J22 

NL714  NL714 

WE714A  714A 

WE714AY  714AY 

714  2J22 

714A  714A  WE714A 

714AY  714AY  WE714AY 

NL715  FG17 

WE715A  715A 

WL715  WL715 

715A  715A  WE715A 

715B  715B 

715C  715C 

CK716  CK716 

WE716A  716A 

716A  716A  WE716A 

CK717  CK717 

WE717A  717A 

717A  717A  WE717A,  VT-269 

WE718A  718A 

WE718AY  718AY 

718A  718A  WE718A 

718AY  718AY  WE718AY 

718B  718B 

718BY  718BY 

718C  718C 

718CY  718CY 

718D  718D 

718DY  718DY 

718E  718E 

718EY  718EY 

SK719  1AB5 

WE719A  719A 

719A  719A  WE719A 

CK720  CK720 

WE720A  720A 

WE720AY  720AY 

720A  720A  WE720A 

720AY  720AY  WE720AY 

720B  720B 
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Class  Description 

Ballast  tube 
Germanium  diode 
Magnetron 
See713A 

Receiving  pentode  amplifier 

(similar  to  7 17 A) 
See2J22 

Thyratron  (similar  to  FG17) 

See714A 

See  714AY 

See2J22 

Magnetron.  Obsolete.  Use714AY 

Magnetron 

SeeFG17 

See715A 

Neon  glow  lamp 

Obsolete- superseded  by  715B  and 
715C 

Transmitting  pulse  modulator  tetrode. 

Superseded  by  715C 
Improved  type  715B.  Similar  to  5D21. 

Replaced  by  4PR60A 
Germanium  crystal  diode 
See716A 

Thyratron.  Superseded  by  722A 
Germanium  diode 
See  717A 

Receiving  pentode  amplifier 

oscillator 
See718A 
See  718AY 
Magnetron  (obsolete) 
Magnetron 

Magnetron  (obsolete) 
Magnetron 

Magnetron  (obsolete) 
Magnetron 

Magnetron  (obsolete) 
Magnetron 

Magnetron  (obsolete) 
Magnetron 
See  1AB5 
See719A 

Transmitting  clipper  diode 

Junction  transistor 

See720A 

See720AY 

Magnetron  (obsolete) 

Magnetron  (replace  with  4J45) 

Magnetron  (obsolete) 


M1L-HDBK-213A 
5  Nevtaber  1963 


Current 
Service 

Tub*  Type  De«ignotlon  Other  Number 

720BY  720BY 

720C  720C 

720CY  720CY 

720DY  720DY 

720EY  720EY 

CK721  CK721 

WE721A  721A 

721A  721A  WE721A 

721B  721B 

CK722  CK722 

WE722A  722A 

722  722 

722A  722A  WE722A 

WE723A  723A 

723A  723A  WE723A 

723A/B  2K25  1439XQ 

1NE724A  724A 

724A  724A  WE724A,  1331 

724B  724B 

V/E725A  725A 

725A  725A  1330M,  WE725A 

WE726A  726A 

725A.  726A  WE726A 

726B  726B 

726C  726C 

WE727A  727A 

727A  727A  WE727A 


WE728AY-GY  728AY-GY 

WL728  WL728 

728AY-GY  728AQ-GY  WE728AY-GY 

728T  WJ51 

QK729  QK729 

WE729A  1B23 

729A  1B23 

WE730A  730A 

730  WL630 

730A  730A  WE730A 

QK731  OK731 

731A  6AK5 

WE732A  3B24 

732A  3B24 

QK733  QK733 

QKB734  7530 

1NL734  PJ22 

WL735  868 

735  868  See  868 

WL737  WL737 


Class  Description 

Magnetron  (replace  with  4J46) 
Magnetron  (obsolete) 
Magnetron  (replace  with  4J47) 
Magnetron 
Magnetron 

Germanium  transistor 
See721A 

Obsolete,  superseded  by  721B 
TP.  tube 

Germanium  transistor 

See722A 

Obsolete  type 

Thyratron  (similar  to  287 A) 

See723A 

Replaced  by  2K25 

See2K25 

See  724A 

Replaced  by  724B 

TR  tube 

See  725A 

Magnetron  (may  be  replaced  with 

2J53) 
See  726A 
Klystron 
Klystron 
Klystron 
See  727A 

Cold  cathode  gas  triode  rectifier 
relay  regulator  (obsolete)  replace 
with  395A;  Similar  to  395A 

See  728AY-GY 

Phototube 

Magnetrons.  Replaced  by  4J51 

See4J51 

Magnetron 

See  1B23 

See  1B23 

See  730A 

See  WL630 

Magnetron,  fixed  frequency,  pulsed 

Magnetron 

See  6AK5 

See  3B24 

See  3B24 

Magnetron 

See  7530 

See  PJ22 

See  868 

Gas  phototube 
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Current 

Service 

Tube  Type 

Designation 

Other  Number 

Class  Description 

WL738 

WL738 

Vacuum  phototube 

CK739 

CK739 

Germanium  diode 

WL739 

WL739 

5WB 

Gas  phototube 

NL740 

NL740 

Thyratron 

NL741 

NL741 

Thyratron 

WL741 

923 

See  923 

CK742 

CK742 

Germanium  diode 

SD742 

SD742 

Type  ILN5  with  double  screen 

(obsolete) 

QKB747 

7531/QKB747 

See  7531/QKB747 

QF748 

QF748 

Subminiature  pentode 

QKW750B 

8128/QKW750B 

See  8128/QKW7S0B 

750T 

750T 

Transmitting  triode  amplifier. 

Obsolete 

750TH 

750TH 

Transmitting  triode  amplifier. 

Obsolete 

750TL 

750TL 

HK1054L, 

Transmitting  triode  amplifier. 

3-750 A2/750TL 

Similar  to  750TH 

QF753 

CK1030 

See  CK1030 

QF754 

CK1031 

See  CK1031 

WL756 

756 

See  756 

756 

756 

WL756 

Transmitting  triode  amplifier 

SD759A 

SD759A 

Accelerometer 

WL759 

759 

See  759 

759 

759 

WL759 

Thyratron 

CK760 

CK760 

Germanium  transistor 

CK761 

CK761 

Germanium  transistor 

CK762 

CK762 

Germanium  transistor 

WL-762 

WL762 

Pirani  pressure  indicating  tube 

QF766 

QF766 

Subminiature  pentode.  Similar  to 

6AJ5 

QF767 

QF767 

Subminiature  triode,  low  mu 

WL767 

WL767 

Ultra-violet  responsive  phototube 

WL769 

WL769 

Vacuum  control  tube  (obsolete) 

SN-770 

SN-770 

Subminiature  tube  (obsolete) 

WL770 

WL770 

Vacuum  phototube 

WL773 

WL773 

Ultra-violet  responsive  phototube 

WL775 

WL775 

Ultra-violet  responsive  phototube 

C778A 

1947 

See  1947 

SA780 

2C28 

See  2C28 

C781 

1946 

See  1946 

0F781 

QF781 

Subminiature  half  wave  rectifier. 

SeeQF546 

SA781A 

2E29 

See2E29 

SA782B 

2D29 

See2D29 

C785 

1949 

See  1949 

WL786 

FG166 

See  FG166 

C787A 

1948 

See  1948 

WL788 

WL788 

Ballast  tube 

WL788Y 

WL788Y 

Ballast  tube 
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Tube  Type 

WL788Z 

WL789 

WL790 

C791 

C796C 

C798B 

BL800 

BL800A 

C800 

GL800 

TI-800 

VA-800A 

VA-800B 

VA-800C 

800 

C801A 

GL801 

HY801A/801 

NU801A/801 

801 

801A 


801A/801 

GL802 

VA-802A 

VA-802C 

VA-802D 

WL802 

802 


BL803 

GL803 

T803 

VA-803B 

WL803 

803 


803A 
803W 

GL804 


Current 
Service 
Designation 

WL788Z 

WL789 

WL790 

1950 

5734 

5734 

6780 

6316 

800 

800 

TI-800 
VA-800A 

VA-800B 

VA-800C 

800 

801 A 
801 A 
801A 
801A 
801A 
801A 


801 A 
802 

VA-802A 

VA-802C 

VA-802D 

802 

802 


6781 

803 

803 

VA-803B 

803 

803 


CE3A/B 
803W 

804 


Other  Number 


RK30,  C800,  GL800, 
VT-64 


UE310,  HY801A/801, 
GL801,  C801A, 
WE350D,  801, 
NU801A/801,  305D, 
VT-62,  801A/801 


WL802,  GL802 


RK28A,  28A,  WE322A, 
WL803,  GL803,  T803, 
322 A,  VT-106 
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Class  Description 
Ballast  tube 

Ultra-violet  responsive  phototube 

Thyratron 

See  1950 

See  5734 

See  5734 

See  6780 

See  6316 

See  800 

See  800 

Phototransistor 
Klystron  amplifier,  10KW, 

1700-1930  Mc 
Klystron  amplifier,  10KW, 

1930-2160  Mc 
Klystron  amplifier,  10KW, 

2160-2400  Mc 
Transmitting  triode  amplifier 

See801A 
See  801A 
See  801A 
See  801A 
See  801A 

Transmitting  triode  amplifier 


See801A 
See  802 

Klystron,  1KW,  1700-1930  Mc 
Klystron,  1KW,  2160-2400  Mc 
Klystron,  1KW,  2450-2700  Mc 
See  802 

Transmitting  pentode  amplifier 
oscillator  (nearest  equivalent 
RK25,  RK25B) 

See  6781 

See  803  ^ 
See  803 

Klystron,  1KW,  3700-4200  Mc 
See  803 

Transmitting  pentode  amplifier 


See  CE3A/B 

Ruggedized  version  of  803. 

Never  made 
See  804 
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Tub*  Type 

RCA804 

SD804A 

VA-804A 

VA-804B 

804 

C805 

GL805 

NU805 

RCA805 

T805 

VA-802B 

VA-805 

VA805A 

VA-805B 

VA-805D 

805 


GL806 

SD806C 

VA-806A 

VA-806B 

WL806 

806 

GL807 

NU807 

RK807 

WL807 

807 


Current 
Service 
Designation 

804 

SD804A 
VA-804A 
VA-804B 
804 

805 
805 
805 
805 
805 

VA-802B 

VA-805 

VA-805A 

VA-805B 

VA-805D 

805 


806 

SD806C 
VA-806A 

VA-806B 

806 
806 
807 
807 
807 
807 
807 


Other  Number 


GL804,  RCA804 


WE331A,  331A,  UE905, 
RK57,  C805,  GL805, 
T805,  NU805,  RCA805, 
UE905A,  VT-143 


807A 

807  A 

807  Modified 

807  Modified 

807W 

5933 

807WA 

5933WA 

EE808 

808 

GL808 

808 

VA-808 

VA-808 

808 

808 

809 

809 

WL806,  GL806 


HY6 1/807,  WL807, 

RK807,  GL807,  NU807, 
A4051,  ATS25, 

10E/587,  VT-100, 

HY61,  A4051J, 

VT60A  (Br.) 


VT-100  A 


38808,  GL808,  EE808 
NU30Z,  HY30Z,  30Z, 
WL908 


Class  Description 

See  804 

Subminiature  triode 
Klystron  amplifier,  4.4  to  4.5  KMc 
Klystron  amplifier,  4400-5000  Mc 
Transmitting  pentode  amplifier 
(RK20A,  nearest  equivalent) 
See  805 
See  805 
See  805 
See  805 
See  805 

Klystron,  1KW,  1930-2160  Mc 
Klystron  amplifier  5.8  to  6.4K  Mc 
Klystron  amplifier 
Klystron  amplifier  5925-6425  Mc 
Klystron,  1KW,  6575-6875  Mc 
Transmitting  triode  amplifier 


See  806 

Subminiature  tetrode 

Klystron  amplifier,  water  cooled,  not 

interchangeable  with  VA806B 
Klystron  amplifier,  water  cooled,  not 

interchangeable  with  VA806A  > 
See  806 

Transmitting  triode  amplifier 
See  807 
See  807 
See  807 
See  807 

Transmitting  pentode  amplifier 

(Type  1625  characteristics;  similar 
to  RK39  except  for  capacitances; 
similar  to  British  VT60,  VT60A. 
See  also  5933.  Not  directly  inter- 
changeable 

Transmitting  beam  power  amplifier 

Superseded  by  5933WA 

Transmitting  beam  power  amplifier 

See  5933 

See  5933WA 

See  808 

See  808 

Klystron  amplifier,  pulsed,  fixed  fre- 
quency 

Transmitting  triode  amplifier 
Transmitting  triode  amplifier- 
Modulator-Multiplier 
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Current 

Service 

Tube  Type 

Designation 

GL810 

810 

VA-810 

VA810 

WL810 

810 

810 

810 

EE811 

811 

GL811 

811 

VA-811 

VA811 

VA811B 

VA811B 

VA811C 

VA811C/L3742 

WL811 

811 

811 

811 

811-A 

811A 

811W 

811W 

EE812 

812 

GL812 

812 

WL812 

812 

812 

812 

812-A 

8 12  A 

GL813 

813 

NU813 

813 

QK813 

8182/QK813 

T813 

T813 

WL-813 

813 

813 

813 

CG814 

814 

GL814 

814 

T814 

HV12/T814 

814 

814 

GL815 

815 

WL815 

815 

815 

815 

GL816 

816 

VA816J 

VA816J 

816 

816 

VA818 

VA818 

T822 

HV27/T822 

822S 

822S 

GL825 

825 

NU82S 

T825 

RCA825 

82b 

Other  Number 


WL810,  GL810 


VT-127,  WL811, 
GL811,  EE811 


WL812,  GL812,  EE812 


WL813,  GL813,  NU813, 
T813,  VT-144 


RK47,  GL814,  CG814, 
VT-154 


WL815,  GL815, 
VT-287 


NU866JR/816, 
HY886JR,  GL-816 
VT-216 


Class  Description 

See  8 10 
Klystron 
See  810 

Transmitting  triode  amplifier 
(Type  1627  characteristics) 
See  811 
See  811 

Klystron  amplifier 
Klystron  amplifier 
Klystron  amplifier 
See  811 

Transmitting  triode 
Improved  811 

Transmitting  triode  (rugged)- 

obsolete 
See  812 
See  812 
See  812 

Transmitting  triode.  Replaced  by 
812A 

Modified  version  of  type  812 
See  813 
See  813 

See  8182/QK813 
See  813 
See  813 

Transmitting  tetrode  (similar  to 

British  CV26) 
See  814 
See  814 

See  HV12/T814 
Transmitting  tetrode  amplifier 

(nearest  equivalent  RK48A/RK48, 

HV12) 
See  815 
See  815 

Transmitting  HF  twin  pentode 
See  816 

Pulse  amplifier  klystron 
Transmitting  diode  gas  rectifier 

(Type  2B26  with  plate  connection 

at  top) 
Klystron  amplifier 
See  HV27/T822 
Transmitting  triode  amplifier 
See  825 
See  T825 
See  825 
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Tube  Type 

T825 

VA825B 
VA825C 
825 

GL826 
826 

GL827R 
VA827B 
827R 

GL828 

RCA828 

SD828A 

SD828E 

SD828F 

VA828 

WL828 

828 

GL829 

NU829 

RK829 

RK829B 

S829 


SD829 
829 


829A 
829B 

C830B 
GL830B 
T830B 
830 

830-B 


831 

831 A 

GL832 

NU832 


Current 
Service 
Designation 

T825 

VA825B 
VA825C 
835 

836 

826 

827R 

VA827B 

827R 

828 

829B 

5638 

5634 

1W5 

VA828 

828 

828 

829B 

829B 

829B 

829B 

S829 


1B43 
829 


Other  Number 

NU825 

GL825,  RCA825 

GL826 

GL827R 


3E29 
829B 

830B 
830B 
830B 
830 

830B 


831 

831 A 

832 

832 


WL828,  GL828 


VT-259 


NU829,  RK829,  RK829B, 
RCA828,  GL829 


930B,  HY51B,  C830B, 
GL-830B,  T830B, 
UE930B 


Class  Description 

Transmitting  UHF  multi-element 

amplifier 
Reflex  klystron 
Reflex  klystron 

Transmitting  UHF  multi-element 

amplifier  (obsolete) 
See  826 

Transmitting  UHF  triode 

See  827R 

Klystron  amplifier 

Transmitting  UHF  tetrode  amplifier, 

air  cooled 
See  828 
See  829B 
See  5638 
See  5634 
See  1W5 

Klystron  amplifier 
See  828 

Transmitting  pentode  amplifier 
See  829B 
See  829B 
See  829B 
See  829B 

Diode  gas  switching  tube-No 

replacement  tubes  required;  break 
glass,  leave  air  gap 
See  1B43 

Transmitting  UHF  twin  pentode 
amplifier  oscillator.  Superseded 
by  829B 

See  3E29 

Transmitting  UHF  twin  pentode 

amplifier  oscillator 
See  830B 
See  830B 
See  830B 

Transmitting  triode  amplifier. 

Replaced  by  830B 
Transmitting  triode  amplifier 


Transmitting  triode  amplifier 

(obsolete) 
Transmitting  triode  amplifier 
See  832 
See  832 
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Tube  Type 

832 


832A 

C833 

GL833A 

T833A 

WL833A 

833 

833A 

GL834 
SD834 
834 


GL835 
SD835H 
SD835K 
835 

EL835 

GL836 

RK836 

S836 

SB836 

SD836 

836 

836A 

GL837 
RK837 
WL837 
837 


C838 
GL-838 
NU838 
SD838 

T838 

WL838 

838 


Current 
Service 
Designation 

832 


832A 
833A 
833A 
833A 
833A 
833A 
833A 

834 
6K4 
834 


835 
6BL6 
6BM6 
835 

836 

836 

836 

1960 

SB836 

SD836 

836 

836A 

837 
837 
837 
837 


838 
838 
838 
SD838 


Other  Number 

GL832,  NU832,  British 
VT88,  10E/9,  VT-118 

VT-286 


C833,  833,  WL833A, 
GL833A,  T833A  ' 


BW11,  GL834,  WE304B 


GL835 


38266A,  GL836,  RK836, 
EE836,  VT-236 


RK44,  RK837,  WL837, 
GL837,  A4002B, 
VT-101 


838 
838 


NU838,  UE938,  RK58, 
C838,  WL838,  GL838, 
T838 


Class  Description 

Transmitting  UHF  twin  pentode 
amplifier  (obsolete;  superseded 
by  832A) 

Transmitting  twin  pentode  amplifier 

See  833A 

See833A 

See  833A 

See  833A 

See  833A 

Transmitting  triode  amplifier 

oscillator 
See  834 
See  6K4 

Transmitting  UHF  triode  amplifier 
oscillator  (nearest  equivalent  is 
UH50;  similar  to  8019  and  British 
types  NT58,  NT58A,  VT62  and 
DET12  except  for  British  4-pin 
base) 

See  835 

See  6BL6 

SEE  6BM6 

Replace  with  381 1 1A  (similar  to 

211C311C,  1984,  GE1144A) 
See  836 

See  836  » 
See  836 

See  1960 
Diode  gas  switching  tube 
Subminiature  type  pentode  amplifier 
Transmitting  diode  vacuum  rectifier 

(nearest  equivalent  RK21) 
Transmitting  diode  vacuum  rectifier. 

Replace  with  836 
See  837 
See  837 
See  837 

Transmitting  pentode  amplifier 


See  838 
See  838 
See  838 

Receiving  lock-in  type  special  version 

of  1626 
See  838 
See  838 

Transmitting  triode  amplifier 
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Tube  Type 

839 

GL840 

840 

C841 

GL841 

PT841 

841 


841A 

841SW 

GL842 

PT842 

842 

GL843 

RCA843 

S843B 

843 

844 

C845 

GL845 

NU845 

R845 

T845 

UV845 

WL845 

845 


845B 

845W 

GL846 

ML846 

RCA846 

SB846 

SB846A 

SB846B 

SB846D 

SB846F 

SB846H 

846 

SD847A 
848 

A849A 


Current 
Service 
Designation 

839 

840 
840 
841 
841 
841 
841 


841 

841SW 

842 

842 

842 

843 

843 

1961 

843 

844 

845 
845 
845 
845 
845 
845 
845 
845 


845 

845W 

846 

846 

846 

2C36 

2C37 

5764 

5764 

6018 

5767 

846 

1B40 


Other  Number 


GL840 


UE941,  DE941,  841A, 
C841,  PT841,  GL841, 
VT-51 


UE942,  PT842,  GL842, 
VT-72 


RCA843,  GL843,  VT-73 


T845,  845B,  C845,  3945, 
UE945,  38145,  R845, 
WL845,  UV845,  GL845, 
NU845,  VT-43 


GL846,  F346A, 
RCA846,  ML846,  146 

F348A 


849A 


Class  Description 

Transmitting  tetrode  amplifier 

(for  replacement  only) 
See  840 

Receiving  RF  pentode  (obsolete) 
See  841 
See  841 
See  841 

Transmitting  triode  amplifier 


See  841 

Transmitting  triode  amplifier 
See  842 
See  842 

Transmitting  triode  amplifier 

See  843 
See  843 
See  1961 

Transmitting  triode  amplifier 
Transmitting  tetrode  amplifier 

(obsolete) 
See  845 
See  845 
See  845 
See  845 
See  845 
See  845 
See  845 

Transmitting  triode  amplifier  (will 
replace  284D  in  all  but  a  few  RF 
applications) 

See  845 

Ruggedized  version  of  845 

See  846 

See  846 

See  846 

See2C36 

See  2C37 

See  5764 

See  5764 

See  6018 

See  5767 

Transmitting  triode  amplifier 

oscillator-water  cooled 
See  1B40 

Transmitting  triode  amplifier 

oscillator  (obsolete) 
See  849A 
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Tub*  Typa 

A849H 

C849 

C849A 

C849H 

F849 

GL849 

RCA849 

SD849B 

UE849 

WL849 

849 


849A 
849H 

GL850 

850 

C851 

GL-851 

RCA851 

UV851 

WL851 

851 


C8: 

ciLfL 
i  :a&.' 

Bbi 

S853 
853 

HK854H 

HK854L 

854  . 

854H 

855 

S856 

856 

F857A 

F857B 

GL857A 

GL-857B 

WL-857B 

857A 


Currant 
Sarvica 

Designation 

849H 

849 

849A 

849H 

849 

849 

849 

3J22 

849 

849 

849 


849A 
849H 

850 
850 
851 
851 
851 
851 
851 
851 


852 
852 
852 
852 

1B25 

853 

450TH 

450TL 

854 

450TH 

855 

OA2 

856 

857A 

857B 

857A 

857B 

857B 

857A 


Other  Number 


C849,  UE849,  UE949, 
296A,  GL849,  F849, 
WL849,  RCA849, 
UE49 

C489A,  A849A 

C849H,  A849H 


GL850,  VT-60 


UE951,  2172,  C851, 
WL851,  UV851,  GL851, 
RCA851,  VT-41 


UE952,  952,  C852, 
RCA852,  GL852 


EB42,  F857A,  GL857A 


Class  Description 

See849H 
See  849 
See849A 
See849H 
See  849 
See  849 
See  849 
See3J22 
See  849 
See  849 

Transmitting  triode  amplifier 
oscillator  1 


Transmitting  triode  amplifier 
Transmitting  triode  amplifier 

(special  849A  for  HF  therapy) 
See 850,  . 

Transmitting  tetrode  amplifier 

See  851 

See  851 

See  851 

See  851 

See  851 

Transmitting  triode  amplifier  > 


See  852 
See  852 
See  852 

Transmitting  triode  amplifier 

SeelB25 

Obsolete 

See450TH 

See  450TL 

Obsolete 

See450TH 

Rectifier  (obsolete) 

SeeOA2 

Rectifier  (for  replacement  only) 

See857A 

See857B 

See  857A 

See857B 

See857B 

Transmitting  diode  gas  rectifier 
superseded  by  857B 
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Tube  Type 

857B 


F858 
GL858 
RCA858 
858 

S859 

859 

GL860 

UX860 

WL860 

860 

GL861 

ML861 

P861 

QF861 

UV861 

861 

86 1A 

F862 

F862A 

GL862 

GL-862A 

RCA862 

WL862 

862 


862A 


F863 
F863A 
RCA863 
863 


GL864 
HY864 
864 

GL865 
WL865 
865 

865A/865 


Current 
Service 
Designation 

857B 


858 
858 
858 
858 

0C2 

859 

860 

860 

860 

860 

861 

861 

P861 

6540 

861 

861 

861A 
862A 
862A 
862A 
862A 
862A 
862A 
862 


862A 


863 
863 
863 
863 


864 
864 
864 

865 
865 
865 

865 


Other  Number 

WL857B,  F357A,  3072, 
F857B,  GL857B, 
3815B,  EB42,  GL510 


3717,  F858,  GL858, 
RCA858 


3119,  WL860,  GL860, 
UX860,  VT-17 


3124A,  GL861,  UV861, 
ML861,  VT-19 


F862,  GL862,  RCA862, 
GL862A,  F862A, 
WL862,  3675 


RCA863,  F863A, 
F863,  F363A 


3864A,  GL864,  VT-24, 
HY864,  264 


865A/865,  3394,  WL865, 
GL865,  VT-55 


Class  Description 

Transmitting  diode  gas  rectifier 
similar  to  WE266C) 

See  858 
See  858 
See  858 

Transmitting  triode  amplifier 

Water-cooled 
See0C2 

Receiving  triode  amplifier  (obsolete) 
See  860 
See  860 
See  860 

Transmitting  tetrode  amplifier 

See  861 
See  861 

Receiving  duodiode  rectifier 
See  6540 
See  861 

Transmitting  tetrode  amplifier 

Transmitting  tetrode  amplifier 

See  862A 

See862A 

See862A 

See862A 

See  862A 

See862A 

Transmitting  triode  amplifier 
Superseded  by  86 2 A  (Type 
F898  characteristics) 

Transmitting  triode  amplifier- 
Water  cooled 

See  863 
See  863 
See  863 

Transmitting  RF  power  amplifier 
modulator  oscillator  (obsolete, 
superseded  by  892) 

See  864 

See  864 

Receiving  triode  amplifier  (low 

microphonic  noise) 
See  865 
See  865 

Transmitting  tetrode  amplifier 
See  865 
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Current 

Service 

Tube  Type 

Designation 

C866 

866A 

C866A 

866A 

CE866A/866 

866A 

EE866 A/866 

866A 

GL866 A/866 

866A 

HY866JR 

816 

KY866 

KY866 

NU866 A/866 

866A 

NU866JR/816 

816 

RCA866A 

866A 

RK866 

RK866 

T866A/866 

866A 

T866B 

866B 

UX866 

866A 

VKL866A/866 

866A 

866 

866A 

866A. 

866A 

Other  Number 


-866B 

866JR 

867 

868 

868/PJ-23 

CE869B 

EE869B 

F869B 

GL-869B 

RCA869A 

RDA869A 

UV869 

UV869A 

WL-869B 


869A 


866B 

2B26 

867 

868 

868 

869B 

869B 

869B 

869B 

869A 

869A 

869A 

869B 

869B 

869 

869A 


VT-46 

C866A,  C866,  RCA866A, 
UE966,  UE966A,  966, 
966A,  WL866A/866, 
GL866 A/866, 
NU866A/866,  3069, 
UE966A,  38166, 
UX866,  RK866, 

T866A/866, 
CE866A/866,  3572, 
EE866A/866,  British 
CV32,  Z225,  GU12, 

866,  F366A,  VR216A, 

T866B 


59A4,  PJ23,  WL735,  735, 
CE1D,  868/PJ23,  G9 


Class  Description 

See866A 
See  866A 
See  866A 
See866A 
See  866A 

See  816  (similar  to  866A  with  M 
rating) 

Grid  controlled  gas  rectifier 
See  866 A 
See  816 
See  866A 

Transmitting  diode  rectifier 

See866A 

See  866B 

See866A 

See866A 

See  866A 

Transmitting  diode  gas  rectifier 
(superseded  and  replaced  by 
3B28) 


VT-39 

VT-39A.  RDA869A, 
UV869,  RCA869A 


Transmitting  diode  gas  rectifier 

(obsolete) 
See2B26 

Superseded  by  868 

Gas  phototube  (similar  to  1P23;  see 

1P23).  Red-infra-red  sensitive 
See  868 
See869B 
See869B 
See  869B 
See869B 
See869A 
See869A 
See869A 
See869B 
See869B 

Transmitting  diode  gas  rectifier. 

Superseded  by  869  and  869B 
Transmitting  diode  gas  rectifier 

(superseded  by  Type  869B) 
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Current 

Service 

Tube  Type 

Designation 

Other  Number 

Claci  Description 

869B 

869B 

3071,  F869B,  UV869A, 

Transmitting  diode  gas  rectifier 

WL869B,  GL869B, 

(similar  to  WL424) 

CE869B,  F369B, 

EE869B 

GL870 

870A 

See  870 

GL-870A 

870A 

See870A 

RCA870 

870A 

See870A 

870 

870 

GL870 

Superseded  by  870A 

870A 

870A 

RCA870,  GL870A 

Transmitting  diode  gas  rectifier 

replacement  only) 

GL871 

871 

See  871 

871 

871 

4102,  GL871,  UE971, 

Transmitting  diode  gas  rectifier 

971 

(obsolete) 

BB872AA 

872A 

See872A 

C872A 

872A 

See872A 

CE872A 

872A 

See  872A 

F872A 

872A 

See872A 

F872B 

872A 

See872A 

GL-872A 

872A 

See872A 

GL872A/872 

872A 

See872A 

NU872V872 

872A 

See872A 

RCA872A 

872A 

See872A 

T872A/872 

872A 

See872A 

WL872A/872 

872A 

See872A 

872 

872A 

VT-42 

See872A 

872A 

872A 

NU872A/872,  C872A, 

Transmitting  diode  gas  rectifier 

UE972A,  972,  972A, 

(similar  to  8008,  WE319A,  and 

RCA872A,  UE972, 

4B32) 

F353,  T872A/872,  3070, 

GL872A,  CE872A, 

WL872A/872,  F872B, 

GL872AZ872,  BB872A, 

872,  F353A,  872A/872 

F872A 

872  (Special  Fil.) 

872 

VT-42A 

Transmitting  diode  gas  rectifier 

EE873 

873 

See  873 

T873 

873 

See  873 

873 

873 

UE973,  973,  WT230, 

Thyratron 

T873,  EE873,  UX973 

E874 

E-874 

Subminiature  pentode 

GL874 

874 

See  874 

874 

874 

3918,  GL874 

Diode  voltage  regulator 

T875A 

875A 

See  875A 

875A 

875A 

T875A 

Transmitting  diode  gas  rectifier 

876 

876 

Ballast  tube  (obsolete) 

GL878 

878 

See  878 

878 

878 

GL878,  REL-16,  878A, 

Special  purpose  diode  vacuum 

REL52 

rectifier 

878A 

878 

REL52 

See  878 

879 

2X2A 

See  2X2A 
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Current. 
Service 

Tube  Type  Designation  Other  Number 

GL-880  880 

ML-880  880 

OS880  OS880 

WL880  880 

880  880  WL880,  GL880,  ML880 
WL881  881 

881  881  WL881 
GL884  884 

RX884  884 

884  884  VT-222,  GL884, 6Q5G, 

RX884 

884W  884W 

GL885  885 

RCA885  WL629 

RX885  885 

885  885  GL885,  2B4,  RX885 

886  886 
GL887  887 

887  887  GL887 
GL888  888 

888  888  GL888 

GL889  889 

GL889R  889R 

WL889  889 

WL889R  889R 

889  889  GL889,  WL889,  GL509 
889A  889A 

889R  889R  WL889R,  GL889R, 

A2551A,  GL509R 

889RA  889RA  A2251B 

F891  891 

F891R  891R 

GL891  891 

GL891R  891R 

RCA891  891 

RCA891R  891R 

WL891  891 

WL891R  891R 

891  891  F892,  RC891,  GL891, 

WL891 

89 1M  89 1M 


MIL-HDBK-213A 
.  5  November  1963 


Class  Description 

See  880 
See  880 

Bureau  of  Ordnance  specification 

number  for  GL299 
See  880 

Transmitting  triode  amplifier 

modulator.  Water  cooled 
See  881 

Transmitting  diode  gas  rectifier 
See  884 
See  884 

Thyratron  gas  triode.  Type  885 

characteristics 
Ruggedized  version  of  884 
See  885 
See  WL629 
See  885 

Thyratron.  Type  884  characteristics 

(similar  to  WL629) 
Ballast  tube  (obsolete) 
See  887 

Transmitting  UHF  triode  amplifier 

oscillator  (obsolete) 
See  888 

Transmitting  UHF  triode  amplifier 

oscillator  (obsolete) 
See  889 
See  889R 
See  889 
See  889R 

Transmitting  triode  amplifier  modu- 
lator-Water cooled  (superseded 
by  889A) 

Improved  889 

Transmitting  triode  amplifie  r 
modulator  (superseded  by  889RA) 

Transmitting  triode  amplifier- 
modulator.  Replaced  by  5667 

See  891 

See  891R 

See  891 

See  891R 

See  891 

See  891R 

See  891 

See  891R 

Transmitting  triode  amplifier  modu- 
lator-Water Cooled 
Modified  version  of  891 
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Tube  Type 

891R 

F892 

F892R 

GL892 

GL892R 

RCA892 

RCA892R 

WL892 

WL892R 

892 


892M 
892R 

F893 

F893R 

GL893 

GL893R 

ML893 

RCA893 

WL893 

893 

893A 

893AR 
893R 

WL895 

WL895R 

895 

895R 

RCA896 

WL896 

896 

RCA897 
897 

F898 

GL898 

GL898A 

RCA898 

WL898 

898 

898-A 

WL899A 


Current 
Service 
Designation 

891R 

892 

892R 

892 

892R 

892 

892R 

892 

892R 

892 


892M 
892R 

893 

893R 

893 

893R 

893 

893 

893 

893 

893A 

893AR 
893R 

895 

895R 

895 

895R 

5620 

5620 

5620 

897 

897 

898A 
898A 
898A 
898A 
898A 
898A 
898A 

899A 


Other  Number 

F891R,  RCA891R, 
GL891R,  WL891R, 


F892,  RCA892,  GL892, 
WL892 


F892R,  RCA892R, 
WL892R,  GL892R 


RCA893,  ML893,  F893, 
GL893,  WL893 


GL893R,  F893R 


W-L895 
WL895R 


RCA897 


F898,  RCA898,  GL898, 
WL898,  GL898A,  898 


Class  Description 

Transmitting  triode  amplifier  modu- 
lator-Forced air  cooled 
See  892 
See  892R 
See  892 
See  892R 
See  892 
See  892R 
See  892 
See  892R 

Transmitting  triode  amplifier  modu- 
lator-Water cooled  (superseded 
GL452).  Similar  to  5668 

Modified  version  of  892 

Transmitting  triode  amplifier 
modulator 

See  893 

See  893R 

See  893 

See893R 

See  893 

See  893 

See  893 

Superseded  by  893 A 

Transmitting  triode  amplifier  modu-  > 

lator-Water  cooled 
Forced  air  cooled.  Transmitting  triode 
Transmitting  triode  (superseaed  by 

893AR) 
See  895 
See  895R 

.Transmitting  triode,  water  cooled 
Transmitting  triode 
See  5620 
See  5620 

Ballast  tube,  see  5620 
See  897 

[Ballast  tube  (obsolete.  For  replace- 
ment only ) 
See898A 
See898A 
See898A 
See  898A 
See898A 
See898A 

Transmitting  triode  amplifier  modu- 
lator-Water cooled 
See899A 
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Current 

Service 

Tube  Type 

Designation 

Other  Number 

Class  Description 

899A 

899A 

WL899A 

Transmitting  triode  amplifier  modul- 

lator-Water  cooled 

GL901 

901 

See  901 

RCA901 

901 

See  901 

S901C 

5551 

See  5651 

901 

901 

GL901,  RCA9U1 

"Crater"  tube  (glow  discharge) 

GL902 

902P1 

See  9U2P 1 

902 

902P1 

GL902 

oee  yuzr  i 

902A 

902P1A 

oee  yuzrlA 

902P1 

902P1 

902,  GL902 

Cathode  ray  tube 

902P1A 

902P1A 

902A 

Zrero  lbl  version  ot  yuzri 

903 

903 

Cathode  ray  tube  (obsolete) 

GL904 

904 

See  904 

904 

904 

GL904 

Cathode  ray  tube  (obsolete) 

UE905 

805 

c  -  one 

oee  oUb 

UE905A 

805 

See  805 

905 

905 

Cathode  ray  tube.  Replaced  by  905A 

905A 

905A 

^ero  lbl  version  yUo 

906P  

3AP  

oee  3AP  -  - 

GL907 

907 

See  907 

907 

907 

GL907 

Cathode  ray  tube.  Obsolete. 

Use  905A 

GL908 

908 

See  908 

WL908 

809 

See  809 

908 

908 

GL908 

Cathode  ray  tube  ( lype  JAP  elec- 

trical and  physical  characteristics) 

d     i     —  j  u    nno  A 

Replaced  by  9UoA 

908A 

908A 

Cathode  ray  tube 

909 

909 

Cathode  ray  tube  ( 1  ype  yuo  elec- 

trical and  physical  characteristics) 

910 

910 

Cathode  ray  tube  (type  3AP  elec- 

trical and  physical  characteristics) 

911 

911 

Latnoae  ray  tube  ( lype  JAr  elec- 

trical and  physical  characteristics) 

911CH 

911CH 

Transmitting  triode  amplifier 

SD912 

SD912 

Equivalent  to  two  gun  tube.  Cathode 

ray  tube,  similar  5FP 

912 

912 

Cathode  ray  tube 

GL913 

913 

oee  yu 

913 

913 

GL913 

Cathode  ray  tube.  Obsolete 

914 

914 

bL  14 

Cathode  ray  tube 

914A 

914A 

Cathode  ray  tube 

OK915A 

4J59 

See  4J59 

QK1SB 

4J58 

See  4J58 

0K915C 

4J57 

See  4J57 

GL917 

917 

See  917 

SD917 

5637 

See  5637 

SD917A 

•5637 

See  5637 

917 

917 

CE11V,  GL917,  59TAV3, 

Vacuum  phototube 

NU11V,  11V,  CE60 
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Current 
Service 

Tube  Type  Designotion  Other  Number 

GL918  918 

918  918  VT-246,  CE1C,  GL918 
GL919  919 

919  919  NU31V,  CE31V, 

CE31VD,  GL919, 
82AV4 

919A233G01  919A233G01 
GL920  920 

920  920  CE21C,  GL920,  60A3 
GL921  921 

921  921  GL921 

GL922  922 
QKB922  QKB922 

922  922  GL922 

GL923  923 

923  923  84A3,  GL923,  WL741, 

VT-252 

GL924  924 

924  924  CE22D,  GL924 
GL925  925 

925  925  GL925 
GL926  926 

926  926  GL926 
GL927  927 

927  927  1P32,  NU20,  NU20C, 

GL927,  51A3,  G15F, 
CE25C,  CE25D, 
NU25C;  53AWB 

GL928  928 

928  928  CE28D,  GL928,  85A4, 

59D 

GL929  929 

929  929  GL929, 61DV3 
GL930  930 

UE930B  830B  HY51B 

930  '        930  GL930,  CE30C,  61  A3 
930B                      830  B 

CW-931  205B 
GL931  931 
GL931A  931A 

931A  931A  GL931A 

931  931  GL931 

931AY  931VA 


Class  Description 

See  918 

Gas  phototube  (red-infra-red 

sensitive) 
See  919 

Vacuum  phototube 


Photomultiplier  tube  assembly 
See  920 

Gas  twin  phototube 
See  921 

Gas  phototube  red-infra-red 

sensitive 
See  922 

Backward  wave  oscillator 
Vacuum  phototube  red-infra-red 

sensitive 
See  923 

Gas  phototube  red-infra-red 

sensitive 
See  924 

Gas  phototube;  see  1P41 
See  925 

Vacuum  phototube  (red-infra-red 

sensitive) 
See  926 

Vacuum  phototube  (violet-green 

sensitive) 
See  927 

Gas  phototube  (red-infra-red 
sensitive);  (similar  to  CE36C 
which  has  shorter  base) 

See  928 

Gas  phototube  (red-infra-red 

sensitive) 
See  929 

Vacuum  phototube  (blue  sensitive). 

Replaced  by  1P39 
See  930 

See  830B  Obsolete 

Gas  phototube  (infra-red  sensitive) 

See  830B 

See  205B 

See  931 

See  931A 

Vacuum  multiplier  phototube  (blue 
Obsolete,  replace  with  931 A 

sensitive)  (selected  931;  see  1P21) 
See  931VA 
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Current 

Service 

Tube  Type 

Designation 

Other  Number 

Class  Description 

931VA 

931VA 

931AY 

931A  with  low-loss  phenolic  base. 

931VA  with  micanol  base  is  2031 

932 

932 

32E 

1229  aged  for  grid  stability;  replace 

with  1229 

CW-933 

203B 

See203B 

933 

933 

Vacuum  phototube.  Obsolete 

BL934 

BL934 

MK13 

Dual  TR  tube 

BL934A 

BL934A 

MK14 

Dual  TR  tube 

934 

934 

Miniature  vacuum  phototube 

GL-935 

935 

See  935 

935 

935 

GL935 

Vacuum  phototube  (ultra-violet 

sensitive) 

RCA936 

1P24 

See  1P24 

936 

1P24 

See  1P24 

UE938 

838 

See  838 

DE941 

841 

See  841 

UE941 

841 

See  841 

UE942 

842 

See  842  ' 

SN944 

5633 

See  5633 

UE945 

845 

See  845 

SN946 

5647 

See  5647 

SN947 

5640 

See  5640 

SN917C 

5640 

See  5640 

SN';48 

5644 

See  5644 

SI  949 

5643 

See  5643 

SW949B 

5643 

See  5643 

SN949C 

5643 

See  5643 

UE949 

849 

See  849 

UE949H 

UE949H 

Transmitting  triode  (HF  version  of 

849) 

950 

950 

Receiving  pentode  amplifier  (similar 

to  U5Gand33) 

UE951 

851 

See  851 

951 

1B4P/951 

See  1B4P/951 

UE952 

852 

See  852 

952 

852 

See  852 

HK953B 

953B 

See  953B 

HK953D 

953D 

See  953D 

HK953E 

953E 

See  953E 

SN953 

5639 

See  5639 

SN953A 

5639 

See  5639 

SN953D 

5639 

See  5639 

953 

953  ' 

Australian  acorn  type 

953B 

953B 

4B33,  HK953B 

Transmitting  diode  vacuum  rectifier 

953D 

953D 

5B33,  HK953D 

Transmitting  diode  vacuum  rectifier 

953E 

953E 

7B33,  HK953E 

Transmitting  diode  vacuum  rectifier 

SN954C 

5641 

See  5641 

954 

954 

VT-120,  VR-95(Br.), 

Receiving  pentode,  acorn 

ZA2 

GL955 

955 

See  955 
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Current 

Service 

Tube  Type 

Designation 

Other  Number 

Class  Description 

SN955 

5635 

oee  jdjd 

SN955B 

5635 

See  jdJj 

955 

955 

VncM  (tSr.J,  HA/, 

Transmitting  and  receiving  acorn 

V  1-141,  ULyoo, 

type  triode 

lUh/ 1 1452 

GL956 

956 

oee  yoo 

SN956 

5b42 

oee  jdhz 

SN956A 

5642 

oee  dohI 

SN956B 

CC  yll 

5642 

oee  jdhz. 

956 

95b 

Receiving  acorn  type  pentode 

BL957 

BL957 

1  n  tube 

SN957 

5645 

oee  oohj 

SN957A 

5645 

oee  oo*id 

957 

957 

V 1 -ii  1 

UHF  triode,  aconi 

GL958 

958A 

oee  yobA 

958 

958 

\tT  111 

V l -ill 

Superseded  by4558A 

958A 

958A 

PT  COQ 

iransmiiung  ana  receivin^j  u(/x>rn 

type  triode 

GL959 

959 

C__  QCQ 

oee  yoy 

959 

959 

PT  OCO 

i  ransmiiung  ana  receiving  acoin 

type  pentode 

V960 

t  jf~ \  TOO 

oee  vuioj 

BL962 

BL962 

Dm  TP  fiiUd 

rre  l  n  tUDe 

SN966 

cm  ncc 

oN9bb 

Subminiature  low  microphonic 

pentode 

UE966 

866A 

oee  oooa 

UE966A 

866A 

See866A 

966 

866A 

See  866A 

966A 

866A 

C__  QCC  A 

oee  ooo  A 

BL967 

nr  OCT 

BL9b7 

MI\iZ 

1  n  lUDe 

UE967 

FG17 

oee  rui/ 

967 

FG17 

oee  r  Lj  1  / 

SC968 

SC968 

Low  Mu  triode 

SC968B 

5987 

COQ  CQQ7 

oee  oyo/ 

SC-969C 

of"1  ncnp 

bL-9b9L 

Half  wave  hi  vacuum  rectifier 

SN969 

bN969 

Low  voltage  rectifier 

SB970 

bby /U 

l  win  peniout;  nr  puwci  uouiiului 

SA971 

SA971 

Low  drain  secondary  emission  pentode 

UE971 

871 

o  ee  o/i  • 

971 

0/1 

Spp  R71 

SN972 

SN944 

Long  life  version  of  5633.  See  SN944 

SN972D 

5899 

See  5899 

UE972 

872A 

See  872A 

UE972A 

872A 

See  872A 

972 

872A 

See  872A 

972A 

872A 

See  872A 

BL973 

BL973/MCT11 

MCT11 

TR  tube 

SN973 

SN973 

Long  life  version  of  5634 

SN973B 

5840 

See  5840 
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Current 

Service 

Tube  Type 

Designation 

Other  Number 

Class  Description 

SN973C 

5840 

bee  584U 

UE973 

873 

C  0*70 

bee  873 

UX973 

873 

O  CP70 

bee  o  /3 

973 

873 

See  873 

QKK974 

QKK974 

Klystron  amplifier 

SN974 

SN974 

Long  life  version  of  5639 

SN974B 

5639 

bee  DOja 

SN975 

SN975 

Subminiature  duodiode  triode 

UE975A 

575A 

bee  5/bA 

975A 

575A 

bee  575A 

SN976 

5902 

c  cnm 

bee  d9Uz 

SN976D 

5902 

bee  5902 

SN977 

SN977 

Long  life  version  of  5b41 

SN978 

SN978 

Long  life  version  of  bo4/ 

SN979 

5718 

C  C71Q 

bee  o/lo 

SN979D 

5718 

bee  5/ lb 

SN980 

5719 

bee  5719 

SN980D 

5719 

bee  D/iy 

SN981 

SN981 

Long  life  version  of  5644 

SN981B 

5644 

See  5644 

BL982 

BL982 

Dual  Tn  tube 

SN982 

SN982 

Long  lite  version  ot  oo4o 

SN983 

SN983 

Subminiature  HY  pentode 

SN983B 

5905 

See  5905 

QK984 

QK984  or  L3441A 

L3441A 

Backward  wave  oscillator 

SN984 

SN984 

Subminiature  mixer  ' 

SN984A 

5908 

See  5908 

QK985 

QK985  or  L3444A 

L3444A 

Backward  wave  oscillator 

SN985 

SN985 

Subminiature  RF  pentode 

SN985B 

5906 

bee  590b 

985 

985 

Receiving  duodiode  rectifier 

SN986 

SN986 

Subminiature  mixer  (similar  to 

OAbOJ 

SN986B 

5916 

o  cm  c 

bee  59 lb 

986 

986 

Receiving  duodiode  rectifier 

SA987 

SA987 

Low  drain  secondary  emission  pentode 

SA988 

SA988 

Subminiature  low  Mu  triode 

SD988C 

5904 

bee  59U4 

SA989 

SA989 

Subminiature  duodiode 

SD989B 

5903 

c_„  corn 
oee  oyuo 

SA990 

SA99U 

QnnTTiinintiiro  romnto  r*nt— ("itf  ri^ntrtfif 
OUJjmilllUlUlC  IClllULC  LUl  <J11  ^JCIILUUC 

SD990B 

5907 

See  5907 

SA991 

SA991 

Receiving  subminiature  AF  power 

amplifier 

991 

991 

Navy  VG-8,  NE16 

Receiving  voltage  regulator 

SA992 

SA992 

Subminiature  high  Mu  triode 

SD992C 

5898 

See  5898 

SA993 

SA993 

Subminiature  low  Mu  triode 

SD993C 

5897 

See  9897 

BL994 

BL994 

TR  tube 
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Current 

Service 

Tube  Type 

Designation 

SA994 

SA994 

■  SD994B 

5896 

SA995 

SA995 

SD995B 

5900 

SA996 

SA996 

SD996B 

5901 

SD997 

SD997 

SD998 

SD998 

4-1000 

4-1000 

BR  1000 

10QP7 

BX10000 

6710 

EC1000 

8254 

H1000 

5C22 

V-1000 

1N33 

VXR-1000 

VXR-1000 

1000 

1000UHF 

1000  Special 

6C21 

1000T 

1000UHF 

1000UHF 

1000UHF 

R1001 

3C36 

SR1002 

SRI  002 

CK1003 

OZ4A/1003 

CK1003/OZ4A 

OZ4A/1003 

1003 

OZ4A/1003 

1003/OZ4A 

OZ4A/1003 

CK1004 

1004 

1004 

1004 

CK1005 

1005 

H1005 

H1005 

1005 

1005 

CK1006 

1006 

SN1006 

5646 

1006 

1006 

A 1007 

A 1007 

A1007A 

A1007A 

CK1007 

1007 

SN1007 

5636 

SN1007A 

5636 

1007 

1007 

1007  (Anton) 

1007  (Anton) 

A1008 

A 1008 

CH1008 

CH1008 

CK1008 

1008 

1008  (Anton) 

1008  (Anton) 

Other  Number 


1000,  3-1000A4/1000T, 
1000T 


CK1004 


VT-195,  CK1005, 

QMG159 


CK1006,  VT-249 


CK1007 


Class  Description 

Subminiature  duodiode 
See  5896 

Subminiature  remote  cut-off  pentode 
See  5900 

Subminiature  sharp  cut-off  pentode 
See  5901 
High  Mu  triode 

High  Mu  triode  with  feed  back  probe 

Transmitting  power  tetrode 

See  10QP7 

See  6710 

See  8254 

See  5C22 

Crystal  rectifier 

Corona  regulator  tube 

See  1000UHF 

See  6C2 1 

See  1000UHF 

Reansmitting  triode 

See  3C36 

Subminiature  triode  (similar  to  6K4 

Replaced  by  SRI  195- A 
See  OZ4A/1003 
See  OZ4A/1003 
See  OZ4A/1003 
See  OZ4A/1003 
See  1004 

Receiving  duodiode  gas  rectifier 
See  1005 

Direct  view  storage  tube,  two-guns 
Receiving  duodiode  gas  rectifier,  full 

wave 
See  1006 
See  5646 

Receiving  duodiode  gas  rectifier 

Tunable  packaged  megnetron.  Obso- 
lete. UseA1007A 

Tunable  packaged  magnetron. 
Replaced  by  A 1032 

See  1007 

See  5636 

See  5636 

Receiving  duodiode  gas  rectifier 

Counter  tube 

Tunable  magnetron,  CW 

Miniature  gas  triode  pulse  generator 

See  1008 

Counter  tube 
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Current 
Service 

Tube  Type                      Designation  Other  Number                      Class  Description 

1008  1008  CK1008                        Receiving  duodiode  rectifier. 

Use  1005 

CK1009                    1009/BA  See  1009/BA 

CK1009/BA               1009/BA  See  1009/BA 

ZV1009                    7  049  See  7049 

1009  1009/BA  See  1009/BA 

1009/BA                   1009/BA  CK1009,  BA,  1009,           Receiving  duodiode  gas  rectifier 

CK  1009/BA 

CD1010CL                 VG-11  NE-2                           Neon  lamp 

CK1010                     1010  See  1010 

H1010                      7222  See  7222  " 

H1010-CP20               H1010-CP20  Direct  view  storage  tube 

1010  1010  CK1010                        Receiving  duodiode  gas  rectifier 
CK1011A                   1B48  See  1B48 

CK1012                      CK1012  Receiving  duodiode  gas  rectifier 

H1012                      7220  See  7220 

A 10 13                       A 10 13  Tunable  packaged  magnetron.  Obso- 
lete. UseA1007A 

CK1013                   5517  See  5517 

B1014P4                   B1014P4  Cathode  ray  tube 

SC1016C                   SC1016C  Long  life  version  of  5634 

SN1016A                   SN1016A  Subminiature  sharp  cut-off  pentode 

CK1017                    5962  See  5962 

SC1017C                   SC1017C  Long  life  version  of  5633 

SN1017A                    SN1017A  Subminiature  sharp  cut-off  pentode 

CK1018                    CK1018  Geiger-Mueller  counter  tube  • 

E1018                      E1018  Subminiature  pentode 

A-1019                     A-1019  CW  magnetron,  tunable,  similar  to 

A1032 

CK1019                    CK1019  Geiger-Mueller  counter  tube 

CK1020                    CK1020  Geiger-Mueller  counter  tube 

CK1021                    CK1021  Geiger-Mueller  counter  tube 

CH1022                    CH1022  Half  wave  gas  rectifier,  similar  to 

4B32 

CK1022                    CK1022  Diode  voltage  regulator 

NL1022                    NL1022  Ignitron 

CK1023                    CK1023  Geiger-mueller  counter  tube 

K1023                      K 1023  1  inch,  curved  face,  single  beam  cath- 
ode ray  tube,  magnetic  focus 

SD1023                     SD1023  UHF  probe  diode  '. 

CK1024                    CK1024  Full  wave  gas  rectifier 

E1024                      VT114  (Br.)  See  VT114  (Br.) 

SD1024                    6AZ5  See  6AZ5 

B1026                      3WP   See  3WP  

CK1026                    CK1026  Geiger-Mueller  counter  tube 

CK1027                    6174  See  6174 

CK1028                     CK1028  Half  wave  gas  rectifier 

CK1029                    CK1029  Geiger-Mueller  counter  tube 

CK1030                    CK1030  QF753                          Spark  gap  tube 

CK1031                    CK1031  QF754                          Spark  gap  tube 
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Current 

Service 

Tube  Type 

Designation 

Other  Number 

Class  Description 

CV1031 

536 

See  536 

A 1032 

A1032 

Tunable  packaged  magnetron.  Re- 

places  A1007A,  A1037  similar 

CK1032 

CK1032 

Geiger-Mueller  counter  tube 

H1033 

HI  033 

Direct  view  storage  tube 

SD1033 

5722 

See  5722 

CK1034 

CK1034 

Counter  tube 

K1034 

K1034 

7  inch  diameter,  curved  face,  single 

beam,  magnetic  deflection  and  focus 

cathode  ray  tube 

CK1035 

CK1035 

Counter  tube 

CK1036 

5436 

See  6436 

A 1037 

A 1037 

Tunable  packaged  magnetron.  Similar 

to  A 1032 

CK1037 

6437 

See  6437 

K1037 

K1037 

In    •         1              ill                                             »  ■           1      f  1 

10  inch,  single  beam,  magnetic  deflec- 

tion and  focus  cathode  ray  tube 

A1038 

A 1038 

Travelling  wave  tube,  low  noise 

B1038 

10WP7 

See  10WP7 

CK1038 

6438 

See  6438 

K1038P1 

K1038P1 

3  inch,  2  beam,  electrostatic  focus  and 

deflection  cathode  ray  tube 

NU-R1038 

R1038 

See  R1038 

R1038 

R1038 

NU-R1038 

Ionization  gauge 

1038AV 

1038AV 

Phototube 

CK1039 

CK1039 

Subminiature  voltage  regulator,  co-  " 

rona  discharge.  Replaced  by  6143 

EN1039A 

5840 

See  5840  (Sharp  cut-off  RF  pentode) 

CK1042 

6659 

See  6659 

K1043 

K1043 

1-inch,  single  beam,  electrostatic  de- 

flection  and  focus  cathode  ray  tube 

CK1044 

CK1044 

Subminiature  counter  tube 

R1045 

1Z2 

See  1Z2 

K1047 

K1047 

5  inch,  two  beams,  electrostatic  de- 

/I       .  •               if                   .  t       l  .1 

llection  and  focus  cathode  ray  tube 

K1049 

K1049 

1-inch,  single  beam,  electrostatic  de- 

fii*               if                   »ii  .i 

flection  and  focus  cathode  ray  tube 

A-1050 

A-1050 

Travelling  wave  amplifier,  pulsed 

K1050 

K1050 

5-inch,  two  beam,  electrostatic  focue 

and  deflection  cathode  ray  tube 

A1051 

A1051 

Travelling  wave  tube,  low  noise 

H1051 

H1051 

Memotron  storage  tube 

K1051 

K1051 

3-inch,  two  beam,  electrostatic  deflec- 

tion and  focus  cathode  ray  tube 

M1051P2 

M1051P2 

Cathode  ray  tube,  electrostatic 

focus  and  deflection 

A1052 

A 1052 

Pulsed  magnetron 

K1052 

7XP2 

See  7XP2 

CK1053 

CK1053 

Subminiature  cold  cathode  electrolytic 

cell 
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Current 
Service 

Tube  Type  Designation  Other  Number  Class  Description 

K1053  K1053  12-inch  single  beam,  electrostatic  fo- 

cus and  deflection  cathode  ray  tube 
CV1054  VU504  SeeVU504 

HK1054L  750TL  See  750TL 

A1055  A1055  Tunable  4J50  version 

K1055  K1055  3-inch,  single  beam,  electrostatic  de- 

flection and  focus  cathode  ray  tube 
A1056  A1056  Low  noise  travelling  wave  tube 

K1C56  K1056  5-inch,  single  beam,  electrostatic  focus 

and  deflection  cathode  ray  tube 
A1057  A1057  Pulsed  traveling  wave  tube 

K1057  K1057  3-inch,  single  beam,  electrostatic  focus 

and  deflection  cathode  ray  tube 
A1058  A1058  Low  noise  traveling  wave  amplifier 

H1058  H1058  Direct  view  storage  tube,  3-gun 

K1058  2DPI  2-inch,  single  beam,  electrostatic  de- 

flection and  focus  cathode  ray  tube 

K10S9  K1059  2-inch,  single  beam,  electrostatic  de- 

flection, magnetic  focus  cathode  ray 
tube,  with  an  11-electrode  target 

B1060  5ADP   See  5ADP  

M1060  2C53  See  2C53 

CHi062  CH1062  Hydrogen  thyratron,  see  also  1258 

SD1063A  SD1063A  Remote  RF  pentode 

A 1064  A 1064  Low  noise  TWT  amplifier,  formerly 

A1038  > 
SD1064  6287  See  6287 

A1065  A1065  Low  noise  TWT  amplifier 

K1065P   3ADP   See3ADP-  

SD1065C  SD1065C  Reliable  miniature  RF  power  ampli- 

fier 

A1066  A1066  Tunable,  pulsed  magnetron.  See  also 

A 1055 

SD1066A  1D3  See  1D3 

A1067  A1067  Tunable,  pulsed  magnetron.  See  also 

A 1055 

K1069  5BDP   See  5BDP  

A1070  A1070  Tunable  pulsed  magnetron 

K1070P7  K1070P7  Cathode  ray  tube,  superseded  by 

7ATP7 

A1071  A1071  Backward  wave  oscillator 

K1075  K1075  3-inch,  single  beam,  electrostatic  de- 

flection, magnetic  focus  cathode  ray 
tube 

K1076  K1076  4-inch  diagonal,  square  face,  two 

beam,  electrostatic  focus  and  de- 
flection cathode  ray  tube 

CH1078  7454  See  7454 
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Service 

Tube  Type  Designation  Other  Number  Class  Description 


K1079 

K1079 

3-inch,  single  beam,  electrostatic  de- 

flection and  magnetic  focus  cathode 

ray  tube 

K1084 

K1084 

16-inch,  single  beam,  magnetic  focus 

and  deflection  cathode  ray  tube 

CK1087 

CK1087 

Thyratron 

CK1088 

CK1088 

Cold  cathode  thyratron 

CK1089 

CK1089 

Gas  rectifier-cold  cathode  thyratron 

CK1090 

CK1090 

Obsolete.  Gas  rectifier  -  miniature 

thyratron,  (bee  also  UMUoy,  oozj, 

395A  and  oo9A; 

CK1091 

2B25 

See  2B25 

1091 

2B25 

See  2B25 

A1092A 

A 1092 A 

See  6865 

CK1093 

CK1093 

Half  wave  gas  rectifier 

CH1095 

7586 

See  7586 

K1095 

K1095 

Cathode  ray  tube,  superseded  by 

7AEP- 

SN1095A 

SN1096A 

Subminiature  RF  pentode 

K1097 

7ACP  

See  7ACP  

CH1100 

7410 

See  7410 

R1100 

1100 

See  1100 

1100 

1100  R1100 

Pirani  type  manometer  tube 

SD1103 

SD1103 

Klystron 

SN1103D 

5835 

See  o8Jo 

1103D 

1103D 

Subminiature  semi-remote  cut-off 

pentode 

1103S 

1103S 

Subminiature  semi-remote  cut-off 

pentode 

SD1104 

SD1104 

t^l        .                     _]■£■     J  COT  C 

Klystron,  modified  oBLb 

K1105 

3ACP  

See  3AGP  

C1106 

CI  106/6  AZ6 

Subminiature  UHr  tnode,  simnar  to 

6AL5 

E-1106 

E-1106 

Subminiature  pentode 

NU1106 

6AZ6 

See  6AZ6 

B1109 

B1109 

Redesigned  10QP7 

K1109 

4DP  

bee  4LJP  

Rim 

Rllll 

Gas,  measuring  tube 

K1112P11 

K1112P11 

Cathode  ray  tube,  electrostatic  focus 

and  deflection 

A1113V6 

A1113V6 

Traveling  wave  tube 

C1112 

C1112 

Subminiature  UHF  triode 

CV1114 

VT114  (Br.) 

See  VT114  (Br.) 

CH1115 

7455 

See  7455 

K1115 

4HP  

See  4HP  

SD1116 

SD1116 

Subminiature  rugged  pentode 

B1117P7M 

B1117P7M 

17"  cathode  ray  tube,  magnetic  de- 

flection 

SC1117B 

SN979D 

Reliable  receiving  subminiature 

medium  mu  triode 
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Tube  Type 

SC1117S 
K1123 
K1124 
B1125 
CI  125 

1125A 

1129 

K1130P7 

R1130 

R1130B 

1130 

1130B 

R1131A 

R1131B 

R1131C 

R1131SYL 

1131 

1131A 

B1132P7 

1133D 


CH1137 
K1137P19 


D1139 
K1140P  

SC1140A 
B1142 

B1144 

GE1144A 

SD1144A 

1145 

K1147P 

E1148 

HY-E1148 

K1149P  

K1154P 
SC1155A 


Current 
Service 
Designation 

SC1117S 

7  AFP  

7YP  

5BCP  

CI  125 

CI  125 

1129 

K1130P7 

1B59/R1130B 
1B59/R1130B 
1130 

1B59/R1130B 

R1131A 

R1131B 

R1131C 

1131 

1131 

1131A 

B1132P7 

1133D 


8080 

K1137P19 


Other  Number 


D1139 
'Kl  140P- 


5719 
B1142 

B1144 

38111 

SD1144A 

1145 

5AFP  

El  148 
El  148 

7ADP  

5AGP  

5636 


1131A,  R1131B 
R1131  (Syl) 


HY-E1148,  VT-232 


Class  Description 

Industrial  amplifier  triode 
See  7AFP 

See  7YP  

See  5BCP  

Subminiature  UHF  triode,  cold  cath- 
ode crater  lamp 

Subminiature  triode,  superseded  by 
C1125 

Mazda  lamp 

Cathode  ray  tube,  rectangular, 
electrostatic  focus  and  deflection 

See  1B59/R1130B 

See  1B59/R1130B 

Superseded  by  1130B 

See  1B59/R1130B 

Superseded  by  R1131C 

Cold  cathode  aater  glow  lamp.  Super- 
seded by  R1131C 

Cold  cathode,  Crater  glow  lamp 

See  1131 

Cold  cathode  crater  lamp.  Superseded 

by  R1131C 
Cold  cathode  crater  lamp.  See  R1131C. 

Improved  version  of  1131A 
Cathode  ray  tube,  10  inch,  ejectro- 

static  focus,  magnetic  deflection 
Subminiature  dual  control  pentode 

sharp  cut-off  double  ended.  Similar 

to  6AS6  and  5634 
See  8080 

Cathode  ray  tube,  electrically  but 
not  mechanically  same  as 
12ACP19,  see  also  12ARP19 

Rotary  beam  tube 

7  inch,  magnetic  deflection  and  focus, 

cathode  ray  tube 
See  5719 

Cathode  ray  tube,  7  inch,  small  neck, 
magnetic  deflection  and  focus 

Cathode  ray  tube,  5  inch,  small  neck 
magnetic  deflection  and  focus 

See  38111 

Planar  triode  amplifier 
Neon  lamp  regulator 

See  5 AFP  

Transmitting  triode 
See  El  148 

See  7ADP  

See  5AGP 
See  5636 
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Current 

Service 

Tube  Type 

Designation 

Other  Number 

Class  Description 

A1157 

4012/A1157 

See  4012/A1157 

A1158 

A1158 

Traveling  wave  tube 

CH1157 

8428 

See  8428 

R1159  SYL 

1159 

See  1159 

1159 

1159 

R1159  (Syl) 

Miniature  type  diode  gas  voltage 

regulator 

R1160A 

1B46 

See  1B46 

B1167P18 

8MP18 

See  8MP18 

CH1172 

8455 

See  8455 

B1173 

B1173 

3-inch  cathode  ray  tube,  magnetic  de- 

flection, electrostatic  focus 

B1174 

B1174 

5-inch  cathode  ray  tube,  magnetic  de- 

flection, electrostatic  focus 

B1175 

7AQP  

See  7AQP  

K1178P 

K1178P 

Cathode  ray  tube,  5  inch  flat  face 

K1186 

6292 

See  6292 

E1189 

NT98 

See  NT98 

K1189 

6291 

See  6291 

E1190 

CV55 

CV55 

B1191 

B1191 

10-inch  cathode  ray  tube,  electrostatic 

focus,  magnetic  deflection 

K1193 

K1193 

10-stage  multiplier  phototube 

K1195 

7ABP 

See  7ABP  

K1197 

6363 

See  6363 

E1198 

CV38 

SeeCV38 

K1198 

6364 

See  6364 

A1200 

A1200 

Traveling  wave  tube 

A1201V2 

A1201V2 

Traveling  wave  tube 

NU1201 

7E5 

See  7E5 

1201 

7E5 

See  7E5 

1201 A 

7E5 

See  7E5 

K1202 

K1202 

19-inch,  single  beam,  electrostatic 

focus,  electrostatic  and  magnetic 

deflection,  metal  envelope,  cathode 

ray  tube 

NU1202X 

NU1202X 

High  voltage  shunt  regulator 

A1203 

A1203A12403N 

M2403N 

Traveling  wave  tube 

BX1203 

BX1203 

Beam  switch  noise  generator 

NU1203A 

7C4 

See  7C4,  (subminiature  twin  triode)  - 

1203 

7C4/1203A 

See7C4/1203A 

1203A 

7C4 

See  7C4 

1204 

7AB7/1204 

See  7AB7/1204 

1205 

1205 

Receiving  lock-in  type  UHF  amplifier 

K1206 

4FP  

See  4FP  

1206 

7G8 

See  7G8 

A1207V32 

A1207V32 

Traveling  wave  tube 

K1207 

K1207 

5-inch,  single  beam,  magnetic  focus 

and  deflection  cathode  ray  tube 

1207 

1207 

SD598C 

Receiving  lock-in  type  UHF  twin 

triode  (common  plate) 
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Current 

Service 

Tube  Type 

Designation 

Other  Number 

Class  Description 

K1211 

K1211 

&-inch  diameter,  6  stage  photomulti- 

plier 

K1212P19 

K1212P19 

Cathode  ray  tube,  5  inch,  4  gun 

K1213 

6365 

See  6365 

B1217P12 

12AWP12 

Cathode  ray  tube,  electrostatic 

focus,  magnetic  deflection 

1218A 

8334/1218A 

See  8334/12 18A 

K1220 

K1220 

Rectangular  12-inch  diagonal,  dual 

beam,  electrostatic  focus  and  de- 

flection cathode  ray  tube 

K1221 

K1221 

Rectangular  7-inch  diagonal,  dual 

beam,  electrostatic  focus  and  de- 

flection cathode  ray  tube 

1221 

1221 

Receiving  triple  grid  pentode  ampli- 

fier 

K1222 

K1222P19A 

CK1353P19A 

Cathode  ray  tube,  electrostatic 

focus,  magnetic  deflection 

1223 

1223 

H250 

Receiving  pentode  amplifier  (Type 

6C6  characteristic)  1221  with  octal 

base 

1225 

1225 

Receiving  lock-in  type 

1227 

1227 

Electrometer  tube 

1229 

1229 

Receiving  tetrode  amplifier  similar  to 

Types  32,  32E  and  932 

1230 

1230 

Receiving  triode  amplifier  similar  to 

Type  30 

HY1231Z 

HY31Z/HY1231Z 

See  HY31Z/HY1231Z 

K1231 

6467 

See  6467 

1231 

1231 

Receiving  lock-in  type  pentode  ampli- 

fier similar  to  1851,  7V7,  7W7 

E1232 

CV92 

See  CV92 

1232 

7G7 

See  7G7 

K1233P14 

K1233P14 

Cathode  ray  tube,  7-inch,  electrostatic 

focus  and  deflection 

E1235 

CV29 

See  CV29 

K1235F7 

K1235P7 

Cathode  ray  tube,  5  %-inch,  square 

face,  electrostatic  focus  and  deflec- 

tion 

1236 

1236 

Voltage  regulator  ~ 

1236A 

1236A 

Voltage  regulator 

1237 

1237 

Full  wave  rectifier,  gas  filled 

K1238 

K1238 

4  by  6  inches  rectangular  face,  single 

beam,  electrostatic  focus  and  deflec- 

tion cathode  ray  tube 

SYL  1245 

1245 

See  1245 

1245 

1245 

SYL  1245 

Hearing  aid  type  pentode  amplifier. 

Obsolete  no  known  substitution 

SYL  1246 

1246 

See  1246 
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Current 
Service 

Tube  Type  Designation  Other  Number 

1246  1246  SYL  1245 

1247  1247 
CE1250  CR1250 

CR1250  CR1250  CE1250 

K1253P1  SBFP7 

K1255P   5AWP--  

VC1257  VC1257 

1257  FG57 
VC1258  VC1258 

1258  1258 

K1262P7  6DP7 

L1262  L1262 

1265  1265 

K1266  5ATP  

1266  1266 

1267  1267  FG67 
K1268P   7AEP  

HY1269  HY1269 

EP1272  CV1727 

1272Y  1272Y  D160206 

E1273  CV58 

EP1273  EP1273 

1273  1273 

1274  1274 
K1275P7  K1275P7 
L1275D  L1275D 

1276  1276  WE205D 

1278/GY2  GY2 

1280  1280 

1280CT  2K40 

1282  7W7 

1284  1284 
K1285  K1285 

1285  1285 

1287  287A 
1287Y  71 1A 

1288  1288 


Clan  Description 

Hearing  aid  type  pentode  power  am- 
plifier. Obsolete-no  known  substi- 
tution 

Subminiature  diode  probe 
See  CR1250 
Diode  gas  rectifier 
See  5BFP7 

See  5AWP  

Hydrogen  thyratron 
See  FG57 
Hydrogen  thyratron 
Hydrogen  thyratron,  see  also  Chat- 
ham 1062 
See  6DP7 

Diode-noise  generator,  miniature 
Diode  gas  voltage  regulator  similar  to 

OC3/VR105 
See  5ATP  

Diode  gas  voltage  regulator  similar  to 

WE313C 
Thyratron 

See  7AEP  

6  or  12  volt  HY69;  see  HY69 
Resnatron 

UHF  special  purpose  Similar  to  708A 

and  D160127 
See  CV58 

CW  resnatron,  see  VC1741 
Receiving  pentode  amplifier,  non-mi- 

crophonic.  Similar  to  7C7.  See  1280 
Selected  6X5GT.  Similar  to  5852 
Cathode  ray  tube,  multibeam 
Half-wave  high  vacuum  rectifier 
Transmitting  triode 
SeeGY2 

Non-microphonic  pentode  amplifier.  14 

volt  version  of  1273 
See  2K40 
See  7W7 

Receiving  UHF  pentode 

10-inch,  single  beam,  electrostatic  fo- 
cus, magnetic  deflection,  cathode 
ray  tube 

Receiving  beam  power  amplifier,  simi- 
lar 25L6G 
See  287A 
See  71 1A 

Receiving  lock-in  type  twin  triode, 
special  1291 
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Current 

Service 

Tube  Type 

Designation 

Other  Number 

Class  Description 

1289 

1289 

receiving  lock-in  type  UHF  triode 

amplifier 

1289CT 

D167158 

See  D167158 

1290 

FG190 

See  FG190 

1291 

3B7 

See  3B7 

1292 

1292 

Superseded  by  3B7/1291 

1293 

1293 

Receiving  UHF  triode  amplifier 

1294 

1R4/1294 

See  1R4/1294 

1295 

FQ95 

See  FG95 

1296 

1296 

Receiving  lock-in  type  UHF  power 

output 

1299 

3D6/1299 

See  3D6/ 1299 

1299XQ 

3B24 

See  3B24 

L1300 

L1300 

Thyratron.  Version  of  5643 

CK1301 

CK1301 

Obsolete  Replaced  by  CK1301A 

CK1301A 

CK1301A 

Subminiature  pentode.  Low  micro- 

phonic CK1301 

W1301 

NR74 

See  NR74 

1301 

01 

See  01 

1301M 

D160573 

See  D160573 

K1304P  

7ABP  

See  7ABP  

Z1304 

Z1304 

Cathode  ray  tube,  similar  to  5CP7 

CK1305 

CK1305 

See  5702WA.  Low  microphonic  pen- 

tode, shockmounted 

CK1306 

CK1306 

Low  microphonic  triode.  Shock- 

mounted  5744WA  > 

CK1307 

CK1307 

Shockmounted  -  CK6247  low  micro- 

phonic triode 

U308A 

6325 

See  6325 

K1315P7 

K1315P7 

Cathode  ray  tube,  electrostatic 

deflection  and  focus,  2-gun 

E1320 

CV51 

See  CV51 

E1325 

CV56 

See  CV56 

1325M 

D161145 

See  D 16 1145 

E1326 

CV56 

See  CV56 

1330M 

725A 

See  725A 

1331 

724A 

See  724A 

E1342 

CV64 

See  CV64 

1344 

215A 

See  215A 

CK1353P19A 

K1222P19A 

See  K1222P19A 

K1355P  

5BEP  

See  5BEP  

CK1359P7A 

16AKP7 

See  16AKP7 

CK1360P7 

CK1360P7 

Cathode  ray  tube,  selected  7ABP7 

CV1362 

VT25(Br.) 

See  VT25(Br.) 

K1362P 

K1362P  

4  by  6  inches  rectangular  face,  dual 

beam,  electrostatic  focus  and  defli 

tion,  cathode  ray  tube 

1364XQ 

1364X0 

Replaced  by  2K50  (1462) 

E1365 

CV114 

SeeCV114 

1365 

CV114 

SeeCVIM 
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Current 

Service 

Tube  Type 

Designation 

UTner  iNUfnoer 

C 1  qs s  Uescription 

CI  l^fi7 

See  1367 

1  ^£7 

loo/ 

130  1 

nr  11fi7 

VJL_>lsJU  / 

Thyrotron,  obsolete,  use  5662 

El  1000 

O  V  JVJ 

See  CV90 

\CWf\Q 
I\  lOO;? 

K1369 

3H  inch,  three  beams,  electrostatic 

frtfn^  nnn  npflfvtirjn  fntnnnp  rnv 

tube 

P'nthrvHp  rnv  tiihp   91  infh  hinh 

V_r(JLIlU(JC  Ivjy  LUUCT|  £1  Illicit 

resolution 

10/4VjI 

See  D 163876 

PW1^7Q 
ol\.10  /0 

frithnHp  rnu  tnrnpt  tnhp 

1R99 

See  1B22 

1  V7P.Y 
10  /OA 

1R99 

See  1B22 

opeciai  10/yM 

4T7R 

See  4J78 

1  T7GM 

lo/ywi 

4T4S-/17 

*ij  H*J—H  1 

See  4J 45-47 

MOol 

fi  inrh  3  hpom  electrostatic  focus 

and  deflection,  cathode  ray  tube 

loo  inv 

RAKS 

See  6AK5 

NIOOZ 

vn^R9 

Photomultiplier,  10  stage 

looZM 

See  5J21-25 

1  *3Q4M 

7TI A 

See  730A 

ioy  ia 

1RT1 

See  1B31 

ioy  izj 

1RT1 

See  1B31 

loyzwi 

2  J  49 

See  2J49 

10301V1 

2J50 

See  2 J 50 

lOj  /  M 

4  J  50 

See4J50 

1  ^07  Xr\oi-,i  nl 

4178 

See4J78 

1  AC\C\  vn 

1*1UUAV 

9K99 

See  2K22 

i>ini 
14U1 

HJ  ZD  OU 

See  4J26-30 

14UZ 

4191-9S 

See  4J21-25 

Sri4f1SA 

Subminiature  twin  triode 

Gol*iUOtt 

sridnfiA 

Subminiature  twin  triode 

1  /07YH 
i^U/Al** 

9KdIi 
£.l\H*J 

See  2K45 

l/HOYO 
lILraAVj 

9K94 

See  2K24 

1*4 1U  Ay 

2K25 

See  2K25 

141 1  Yn 

9K9R 

See  2K26 

2K26 

See  2K26 

l\  1410 

74  TP  

See  7AJP— 

1 4 1  "3  YD 

l*ilOA^ 

9K97 

See  2K27 

1414YO 

9K9Q 

See  2K29 

1414YD  141^X0 

1*4  l*iA  V      *i  1  JA^I 

9K9Q 

See  2K29 

F141S 

CV117 

See  CV117 

1424M 

2J51 

See  2J51 

1424MQ 

2J51 

See  2J51 

Z1426L-8 

Z1426(L-8) 

UHF  tetrode 

1428XQ 

2K23 

See  2K23 

1429CT8 

2K48 

See  2K48 

1429CT9 

2K49 

See  2K49 

K1435P24 

K1435P24 

Flying  spot  scanner  cathode  ray  tube 

Z1437 

Z1437 

Glow  lamp 

1437GT 

1B29 

See  1B29 
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Current 
Service 

Tube  Type  Designation  Other  Number 

1438GT  1B42 

1439XQ  723A/B 

E1440  E1440 

K1440  7AKP  

1440M  4J42 

1443M  4J51 

Z1450  5710 

1454  1454  1454  (BTL) 

1454(BTL)  1454 

1456M  3J21 

1462  2K50 

BTL1466  5649 

1468  2K54 

1469  2K55 
1471  4J52 
K1473P25  K1473P25 

K1474P2  K1474P2 

Z1474  Z1474 

1475M  5J26 

1491  2C51 

K1493  K1493 

Z1494  Z1494 

Z1495  Z1495 

Z1497  Z1497 

WE1498  WE1498 

Z1496  Z1498 

1498  1498 

Z1499  6005/6AQ5W 

VXR-1500  VXR-1500 

1500T  1500T  3-1500A3/1500T 

VC1502  VC1502 

V1507  V1507  REL21 

K1513  7BRP  

K1521  Q1521 

1522  419A 

1523  1523 

1530P1  1530P1 

W1535  6P6G 

1537  (BTL)  1537  (BTL) 
SR1538  5977 

1538  5780 

1546  1546  WE418A 
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Class  Description 

See  1B42 
See  723A/B 
Magnetron 

See  7AKP  

See  4J42 
See4J51 
See  5710 

High  tiansconductance  miniature 

pentode 
See  1454 
See  3J21 
See  2K50 
See  5649 
See2K54 
See  2K55 
See  4J52 

Cathode  ray  tube,  rectangular  face , 
single  beam,  magnetic  focus  and  de- 
flection 

Cathode  ray  tube,  7  inch  square  face, 
five  beams,  electrostatic  focus  and 
deflection 

Improved  GL546.  See  5663 

See  5J26 

See  2C51 

Multiplier  phototube.  Similar  to  6467 
See  5654/6AK5W 

Cathode  ray  tube-daylight  viewing 

Ruggedized  version  of  2C51 

Miniature  pentode 

Ruggedized  version  of  12AU7 

Jumbo  miniature  double  power  6AK5 

See  6005/6AQ5W 

Corona  regulator  tube 

Transmitting  triode 

Packaged  magnetron 

Spark  gap  tube 

See  7BRP  

Cathode  ray  tube,  7  inch  diameter, 
flat  face,  electrostatic  focus  and  de- 
flection, 5  beams 

Improved  2K45;  See  4 19 A 

Cathode  ray  tube  for  pulse  code 
modulation 

Strobotron 

See6F6G 

Modified  2K28 

See  5977 

See  5780 

Receiving  power  output  tube 


MIL-HDBK-213A 
5  November  1963 


Current 
Service 

Tube  Type  Designation  Other  Number  Class  Description 

1547  5842  See  5842 

CEL1552  C5B  See  C5B 

1552  C5B  See  C5B 
SR1553D  6AN4  See  6AN4 

1553  416A  See  416A 

HK1554  HK1554  Transmitting  triode  amplifier 

1554  5755  See  5755 

1555  1555  Magnetron 
VC1568  1R6  See  1R6 

K1581P25  K1581P25  21-inch  rectangular,  magnetic  focus 

and  deflection,  cathode  ray  tube 

K1582P   7ATP   See  7ATP  

SN1593-A  SN1593-A  Receiving  tube  for  automatic  assembly 

BTL1596  5650  See  5650 

K1599P7  K1599P7  Cathode  ray  tube,  19  inch,  electro- 

static focus,  magnetic  deflection 
GL1602  1602  See  1602 

RCA1602  205E  See  205E 

1602  1602  GL1602,  lOSPCL(RCA)     Transmitting  triode  amplifier  (special 

type  10.  For  low  microphonic  ap- 
plications) 

GL1603  1603  See  1603 

1603  1603  GL1603  Obsolete-Receiving  low  microphonic, 

low  hum,  low  noise,  triple  grid  pen- 
tode (replace  with  6C6)  electrically 
similar  to  1620  and  5879 

1605  1605  Receiving  triode  amplifier  (obsolete- 

used  in  noise  measurement  equip- 
*  ment) 
GL1608  1608  See  1608 

1608  1608  GL1608  Transmitting  hign  Mu  triode  amplifier 

modulator  oscillator 

GL1609  1609  See  1609 

1609  1609  GL1609  Receiving  pentode  amplifier  (low  mi- 

crophonic) 

GL1610  1610  See  1610 

1610  1610  GL1610  Transmitting  pentode  amplifier  oscil- 

lator (selected  47  with  transmitting 
ratings).  Obsolete.  Use  47 

1611  1611  Receiving  pentode  amplifier  (selected . 

6F6  for  cut  off).  Obsolete.  Use6F6 
GL1612  1612  See  1612 

1612  1612  GL1612  Receiving  pentagrid  amplifier  (select- 

ed 6L6  for  low  microphonic  appli- 
cations) 

GL1613  1613  See  1613 

1613  1613  GL1613,  VT-175  Receiving  pentode  amplifier  (selected 

6F6  with  transmitting  ratings) 
GL1614  1614  See  1614 
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Tube  Type 

1614 


GL1616 

1616 

1617 


GL1619 
1619 

GL1620 
1620 


GL1621 
1621 

GL1622 
1622 

GL1623 
1623 

GLIG24 
1624 

GL1625 
1625 


GL1626 
1626 

GL1627 
1627 


1628 

GL1629 
1629 


1630 

GL1631 
1631 


Current 
Service 
Designation 

1614 


1616 
1616 
1617 


1619 
1619 

1620 
1620 


1621 
1621 

1622 
1622 

1623 
1623 

1624 
1624 

1625 
1625 


1626 
1626 

1627 
1627 


1628 

1629 
1629 


1630 

1631 
1631 


Other  Number 

GL1614 

GL1616,  VT-266 

GL1619,  VT-164 
GL1620 

GL1621 
GL1622 
GL1623 


A4154D,  GL1624, 
VT-165,  A2154D 

GL1625,  VT-136 


GL1626,  VT-137 

GL1627 

VT-140 

GL1629,  VT-138 

12H.  VT-128 
GL1631 


Class  Description 

Transmitting  tetrode  amplifier  (se- 
lected 6L6  with  transmitting  ratings). 
(Replace  with  6L6) 
See  1616 

Transmitting  diode  vacuum  rectifier 
Receiving  high  gain  triple  grid  am- 
plifier. Obsolete.  Replace  with  6AC7 
with  circuit  changes 
See  1619 

Transmitting  pentode  amplifier  (quick 

heating  filamentary  cathode) 
See  1620 

Receiving  triple  grid  amplifier  detec- 
tor (selected  6J7  for  low  micro- 
phonic applications).  Discontinued. 
Same  as  1603  except  base 

See  1621 

Receiving  pentode  amplifier  (selected 

6F6  for  long  life) 
See  1622 

Miniature  receiving  tetrode  amplifier 

(selected  6L6  for  long  life) 
See  1623 

Transmitting  triode  amplifier  (similar 

to  T20  and  809  but  with  Mu  of  20) 
See  1624 

Transmitting  beam  power  amplifier. 

Quick  heating  filamentary  cathode 
See  1625 

Transmitting  beam  power  amplifier 
(Type  807  characteristics,  but  with 
12.6V  heater) 

See  1626 

Transmitting  triode  amplifier.  Low 

drift  oscillator.  See  SD838 
See  1627 

Transmitting  triode  power  amplifier 
(obsolete  type  810  characteristics 
but  with  5V-9A  filament)  - 

Transmitting  triode  amplified  (obso- 
lete, superseded  by  8012) 

See  1629 

Receiving-electron  ray  tuning  indica- 
tor. Similar  to  6E5,.but  with  12.6V 
heater 

Orbital  benm  hpxndp  IIHF  nmnlifipr 

(obsolete) 
See  1631 

Receiving  beam  power  amplifier 
(12.6V  heater  version  of  6L6) 
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Tube  Type 

GL1632 
1632 


GL1633 
1633 

GL1634 
1634 


1635 
1636 

RCA1637 
1637 

RCA1638 
1638 

RCA1636 
1639 

RCA1640 
1640 
GL1641 
1641 

K1642 


1642 
1643 
1644 
1645 

1649 


1650 

1651 

1651A 
1652 

1653 
1654 
1655 
1656 


Current 
Service 
Designation 

1632 
1632 


1633 
1633 

1634 
1634 


1635 

1636 

1637 
1637 

1638 
1638 
1639 
1639 

6405 
6405 
1641 
1641 

K1642 


2C21 
1643 
1644 
1645 

1649 


1650 

1651 

1651A 
1652 

1653 
1654 
1655 
1656 


Other  Number 

GL1632 

GL1633 
GL1634 


RCA1637,  A4273, 
VT52(Br.) 

RCA1638,  VR54  (Br.) 

RCA1639,  A4270, 
VR55(Br.) 


RK60,  GL1641 


Class  Description 

See  1632 

Receiving  beam  power  amplifier 
(12.6V.  heater  version  of  25L6). 
Obsolete 

See  1633 

Receiving  twin  triode  amplifier  (25V. 

heater  version  of  6SN7GT) 
See  1634 

Receiving  twin  triode  amplifier  (se- 
lected 12SC7  for  matched  triode 
units) 

Receiving  twin  triode  amplifier  (low 
distortion  at  low  signal  levels) 

UHF  beam  deflection  heptode  ampli- 
fier. Obsolete,  see  5902,  5640,  5661 

See  1637 

Pentode  output  amplifier 
See  1638 

Duodiode  rectifier.  Obsolete 
See  1639 

Duodiode  triode  amplifier 

See  6405 
See  6405 

See  1641  1 
Transmitting  duodiode  vacuum  recti- 
fier 

7-inch  cathode  ray  tube,  short  neck, 
electrostatic  focus,  magnetic  deflec- 
tion 

See  2C21 

Pentode  power  amplifier 
Selected  12L8GT.  Obsolete 
Vacuum  phototube  with  capacitance 
balancing  electrode 

SDecial-Dumose  Dentode  amnlifier  - 
selected  low  microphonic  6AC7  - 
Obsolete,  replace  with  6AC7W 

Special  low  leakage  type  955  acorn 
tube 

Transmitting  diode  vacuum  rectifier 
(obsolete.  For  replacement  only) 

Rectifier  (obsolete) 

Transmitting  RF  triode  amplifier  os- 
cillator-Water-cooled (obsolete) 

Obsolete 

Miniature  type  diode  vacuum  rectifier 
Selected  6SC7  for  matched  sections 
Selected  446B 
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Current 

Service 

Tube  Type 

Designation 

Other  Number 

Class  Description 

1657 

1657 

Type  2050  with  pins  1  and  4  oon- 

nectea 

1658 

1658 

A205D 

Receiving  2-volt  filamentary  triode- 

low  leakage 

1659 

1659 

A4006B 

Special  selected  2A6.  Obsolete.  Use 

one 

2Ab 

1660 

1660 

Diode  vacuum  rectifier 

1661 

C6A 

See  CoA 

1662 

1662 

Miniature  type  pentode  amplifier  os- 

cillator  (selected  3A4) 

1663 

1663 

Small,  special  purpose 

1664 

VT153 

See  V 1 153 

1665 

1665 

p  ■  i  men 

Special  2050 

1666 

1666 

O    1        .      l   ICC    /     •         x      —   J*     J  — 

Selected  1S5  (miniature  diode 

pentode) 

1672 

FG172 

See  Fbl7z 

1674 

38674 

Replace  with  4B25.  See  3874 

K1688 

K1688 

10-stage  photomultiplier 

M1689 

M1689 

Transistor 

M1698 

M1698 

Transistor 

1698 

1698 

C73352 

Monoscope 

1699 

1699 

Monoscope 

Z1700 

6122/Z1700 

C          /"111  /r-r  *  rjfv\ 

See  6122/Z1700 

Z1701 

6123/Z1701 

See  6123/Z1701 

Z1702 

6124/Z1702 

See  6124/Z1702 

1702 

1702 

CW  magnetron  * 

Z1703 

6125/Z1703 

See  6125/Z1703 

Z1704 

6127/Z1704 

See  6127/Z1704 

SR1707 

SR1707 

Cold  cathode  glow  discharge  tube 

K1710 

K1710 

10-stage  photomultiplier,  selected  6467 

Z1723 

5797 

See  5797 

WE  1724 

WE1724 

Transistor 

Z1724 

5798 

See  5798 

M1725 

M1725 

Transistor 

M1727 

M1727 

Transistor 

WE  1728 

WE  1728 

Transistor 

M1729 

M1729 

Transistor 

X1730/6W4GT 

Z1730/6W4GT 

Full  wave  rectifier,  miniature  version 

of  Z1745  and  equivalent  to.  6W4GT 

M1740 

M1740 

Transistor 

Z1745 

Z1745 

Miniature  diode 

Z1749 

5749/6BA6W 

See  5749/6BA6W 

Z1750 

5750/6B16W 

See  5750/6BE6W 

Z1751 

5726/6AL5W 

See  5726/6AL5W 

WE1752 

WE  1752 

Transistor 

VC1754 

5948 

See  5948 

1754 

5948  / 

See  5948 

K1762P7M 

K1762P7M 

3lA  inch,  3  gun  cathode  ray  tube 

electrostatic  focus  and  deflection 

Z1764 

5751 

See  5751 
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Current 

Service 

Tube  Type 

Designation 

Other  Number 

Class  Description 

M1768 

M1768 

Transistor 

SN1776 

6788 

See  6788 

Z1779 

Z1779 

Ionization  chamber  and  radiation 

detector 

Z1782 

6128 

See  6128 

Z1783 

6129 

See  6129 

Z1784 

X1784 

ATR  tube 

Z1785 

Z1785 

TR  tube 

CG1787 

1787 

See  1787 

QF1787 

OF  1787 

Dual  space  charge  tetrode 

1787 

1787 

CG1787 

Obsolete  -  Navy  number;  nearest 

equivalent  is  SE4374 

VC1788 

VC1788 

High  voltage  vacuum  rectifier 

ZV 1798/5973 

5973 

See  5973 

CK1800 

2C50 

See2C50 

VXR1800 

VXR1800 

High  voltage  regulator 

1800 

1800 

Cathode  ray  tube.  Obsolete 

1801 

1801 

Cathode  ray  tube.  Obsolete 

1802 

7322 

S  ee  7322 

1802P  

5BP  

See  5BP  

1803P7 

12AP7 

See  12AP7 

1804P 

9AP 

See  9AP  

1805P  

5AP  

See  5AP  

1806P1 

3EP1 

See  3EP1 

1806P4 

3EP4 

See  3EP4 

1808P  

3CP  

VT-248 

See  3CP  

1809P1 

9JP1 

See  9JP1 

1810P1 

1810P1 

C7428,  British  VCR139A, 

Cathode  ray  tube 

10E/466 

18  IIP  

7  CP  

See  7CP  

1812P  

5FP  

See  5FP  

K1813P7 

7BSP7 

See  7BSP7 

1813P  

7BP1 

See  7BP1-:-  

1814P  

2AP  

See  2AP  

18 18  A 

38111A 

See38111A 

1819B 

212E 

See  212E 

Z1825 

Z1825 

Pre-TR  tube  and  ATR,  similar  to 

Z1896,  Z1947,  and  Z1951 

GL1840 

1840 

See  1840 

RCA  1840 

1840 

See  1840 

1840 

1840 

GL1840,  RCA1840 

Orthicon 

1846 

1846 

Iconoscope 

GL1847 

1847 

See  1847 

1847 

1847 

GL1847 

Iconoscope  (superseded  by  5527) 

GL1848 

1848 

See  1848 

1848 

1848 

GL1B48 

Iconoscope  (superseded  by  1846) 

GL1849 

1849 

See  1849 

1849 

1849 

GL1849 

Iconoscope  (obsolete,  superseded 

1850A) 

GL1850 

1850 

See  1850 
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Current 

Tube  Type 

It  tnAr  N 1 1  m  hftr 

vimoi  iiumuci 

(■loss  Usscription 

1850 

1850 

GL1850 

TnnnrtQfVir\P  (  n  ncril  PtP    ci  inprceHon  \vu 
iijuuuoiAjfJc  \ULJouiGiCj  ouuciocutru  uy 

1850A) 

1850A 

1850A 

GL1851 

1851 

See  1851 

1851 

1851 

GL1851 

Rpf^pivinn  npntnriP  nmiMiTipr  irnnrnp. 

1852 

6AC7 

See  6AC7 

1853 

6AB7 

See  6AB7 

Z1854 

Z1854 

Ovnt  ron 

1854 

6474 

See  6474 

Z1855 

Z1855 

Dvotron 

1855 

6896 

See  BfiQfi 

CG1860 

204A 

See  204A 

1860 

204A 

See  204A 

1861 

218 

See  218 

1887 

220B 

See  220B 

Z1896 

Z1896 

Pre  TR  and  ATR,  similar  to  Z1947, 

71R75  nnH  71Q51 

GL1898 

1898 

See  1898 

1898 

1898 

GL1898 

Cathode  ray  tubs  (obsolete) 

GL1899 

1899 

See  1899 

1899 

1899 

GL1899 

(jnthrtfiP  rnv  tiiKp    (™)r/w»lptp  ^iinpr- 

seded  bv  2F21 

V1901 

VU504 

See  VU504 

GL1904 

1904 

See  1904 

1904 

1904 

GL1904 

Thyratron,  mercury  vapor  »" 

1907 

5949 

See  5949 

Z1908 

6126/Z1908 

See  6126/Z1908 

Z-1910 

Z-1910 

UHF  high  Mu  triode 

Z1911 

6442 

See  6442 

V1920 

CV121 

See  CV121 

1923 

REL38 

See  REL38 

1923F 

CV85 

See  CV85 

1924 

CV100 

See  CV100 

Z1931 

Z1931 

Magnetron  oscillator 

Z1932 

Z1932 

Traveling  wave  tube 

1945 

1945 

Vacuum  gauge  tube 

1946 

1946 

C781 

Trnn^mittinn  tvnp 

Z1947 

Z1947 

Pre  TR  and  ATR  similar  to  B1896. 

Z1825  and  Z1951  I 

1947 

1947 

C778A 

Transmitting  type 

1948 

1948 

C787A 

Transmitting  type 

K1949 

12 AMP  

Z4718 

See  12AMP  

1949 

1949 

C785 

Transmitting  type 

1950 

1950 

C791 

Transmitting  type 

Z-1951 

6620 

See  6620 

Z1956 

6621 

See  6621 

Z-1957 

6619 

See  6619 

Z-1960 

Z-1960 

Magnetron,  pulsed,  fixed  frequency 
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s 


Current 
Service 

Tube  Type  Designation  Other  Number 

1960  1960  S836 

1961  1961  S843B 

Z1964  Z1964 

Z1965  Z1965 

Z-1966  Z-1966 

Z-1967  Z-1967 

Z-1968  Z-1968 

197  1  207 

Z-1975  Z-1975 

Z-1977  Z-1977 

Z-1978  Z-1978 

K1983P7  10ANP7  SC2862P7 

1984  38111 

BX2000  6711 

CD2000  CD2000 

L2000  7154/L2000 

LR2000  T44S15 

RCA2000  4B26 

Z2000  Z2000 

2000  4B26 

2000T  2000T  3-2000A3/2000T 

VXR2002  VXR2002 

2002  2002 

L2007  L2007 

A2009J  8019 

B2012P7A  B2012P7A 

L2012-1  L2012-1 

D2013  D2013 

2013  2013 

D2014  D2014 

HD2016A  HD2016A 

K1017P2  154-175  T543P2 

B2024P7A  B2024P7A 

2027  CV125 

2030/2031  2030/2031 

2031  2031 

M2039B  M2039B 

2039  6950/2039 

2041  2041  A2515H 

HD2046  HD2046 

K2046P2  1  54-165  T533P2 

HD2047  HD2047 

D2048  D2048 

HD2048  HD2048 


Class  Description 

Protective  gap,  diode  gas  switching 
tube 

Protective  gap,  diode  gas  switching 
tube 

Magnetron,  pulsed,  fixed  frequency 
Magnetron,  pulsed,  fixed  frequency 
Magnetron,  oscillator,  fixed  frequency 
Magnetron,  oscillator,  fixed  frequency 
Magnetron,  oscillator,  fixed  frequency 
See  207 

Gas  discharge  tube 
TWT  amplifier 
Magnetron,  tunable 
See  10ANP7 
See  38111 
See  6711 

Special  neon  diode  tube 
See  7154/L2000 
See  T44S15 
See4B26 

Twin  triode  for  computers.  Similar  to 

6J6 
See4B26 

Transmitting  triode,  medium  Mu. 

Forced  air  cooled 
High  voltage  regulator  tube 
Cathode  ray  tube 
Noise  source 
See  8019 
Cathode  ray  tube 
TR  tube 

Traveling  wave  tube 
Medium  Mu  twin  triode 
Traveling  wave  tube 
Crystal  rectifier  diode 
See  154-175 

Aluminized  version  10KP7A, 

replace  with  10AKP7 
See  CV125 

Cathode  ray  tube  -  monotron 
Photomultiplier-931VA  with  low-loss 

phenolic  base 
Transistor 
See  6950/2039 
Superpower  tetrode 
Germanium  diode 
See  154-165 
Germanium  diode 
Traveling  wave  tube 
Germanium  diode 
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Current 

Service 

Tube  Type 

Designation 

Other  Number 

Class  Description 

2048 

2048 

Vidicon  camera  tube 

GL2050 

2050 

See  2050 

2050 

2050 

VT-245,  GL2050,  B2A, 

Thyratron  (metal  version  is  GL502A) 

1665 

2050  Special 

2050  Special 

Special  type  2050 

2050W 

2050W 

Ruggedized  2050 

GL2051 

2051 

See  2051 

2051 

2051 

GL2051,  VT-109 

Thyratron  (obsolete;  use  2050) 

RCA2052 

2052 

See  2052 

2052 

2052 

RCA2052 

Thyratron  (obsolete) 

2053 

2053  or  K2112 

Direct  view  storage  tube 

HK2054A 

HK2054A 

Transmitting  triode 

R2057E 

R2057E 

Secondary  emission  amplifier 

(similar  to  1630) 

Z2061 

Z2061 

Miniature  magnetron 

R2069 

R2069 

Triode,  commutating  tube 

R-2070-25-TYPE  5 

6170 

See  6170 

R-2078 

R-2078 

Microwave  dynatron 

R-2080 

R-2080 

Commutating  tube 

2083 

2083 

Gas  rectifier,  rotary  beam  multi- 

plexing 

NU2091E 

209  IE 

See  2091E 

2091E 

2091E 

Wide  band  HF  amplifier 

Z2092 

Z2092 

Reliable  version  of  6SK7 

Z2J93 

Z2093 

Reliable  version  of  12AT7 

L'2094 

LE2094 

Selected  type  1N43  crystal  rectifier 

R2094 

R2094 

Cathode  ray  tube,  daylight  viewing, 

5-inch 

Z2095 

Z2095 

Reliable  version  of  6AC7 

L2096 

L2096 

4  digit  binary  code  tube 

Z2096 

Z2096 

Reliable  version  of  6C4 

Z2097 

Z2097 

Reliable  version  of  6AU6 

Z2098 

Z2098 

Reliable  version  of  6X4 

Z2099 

Z2099 

Reliable  version  of  5Y3GT 

2100A/100R 

8020 

See  8020 

Z2101 

6072 

See  6072 

Z2103 

Z2103 

UHF  miniature  triode  for  TV 

K2104P7 

K2104P7 

Selected  7ABP7A,  replace  with 

7ABP7A 

Z2104 

5654/6 AK5W 

See  5654/6AK5W 

K2105P28 

12ATP28 

See  12ATP28 

M2105H 

M2105H 

Traveling  wave  tube 

M2106G 

M2106G 

Traveling  wave  tube 

Z2106 

6005/6A05W 

See  6005/6AQ5W 

CW2liO 

38111A 

See38111A 

K2112 

2053  or  K2112 

Direct  view  storage  tube 

NU2112A 

NU2112A 

Cathode  ray  tube-Dark  trace, 

experimental 

NU2112B 

NU2112B 

Cathode  ray  tube-Dark  trace 
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Current 
Service 

Tube  Type  Designation  Other  Number 

R2112  R2112 

R2112A  R2112A 

R2112C  R2112C 

R2113  R2113 

SD2114  SD2114 

C2115  5851 

A2116  2J41 

R-2117  R-2117 

SR2117  SR2117 

R2119  R2119 

A2124M  8014A 

A2126  8003 

A2130A  8005 

Z2137  Z2137 

A2139  8012 

A2140B  8017 

R2142  R2142 

R2151  6054 

A2154D  1624 

CVX2155  CVX2155 

SR2156  SR2156 

R2159  R2159 

NU2163  1DP  

NU2164  1DP 

R2164  6355 

NU2166  NU2166 

2172  851 

2 179  A  2C40 

2183  5B21 

R2193  6320 

R2194  6321 

A2203  2C43 

M2203D  HA-3E 

2203  2203 

R2206  R2206 

\2209  6J4 

V2209A  6J4 

52211  6462 

2212  A2212 

2212B  4C33 

>214B  3C32 

•214J  6161 

'2216G  NU2216G 


Class  Description 

Cathode  ray  tube  superseded  by 
R2112A 

Cathode  ray  tube-Dark  trace 

Cathode  ray  tube-Dark  trace 

Rotary  beam  tube 

Stacked  mount  double  triode,  elec- 
trically similar  to  6J6 

See  5851 

See  2J41 

"Registron"  counter  tube 
Grounded  grid  miniature  triode  - 

special  version  of  6AN4 
Pulse  code  modulation  tube 
See  8014A 
See  8003 
See  8005 

Miniature  high  Mu  triode 
See  8012 
See  8017 

48  channel  switch  tube  for  scanning 
See  6054 
See  1624 

Coaxial  crystal  (British) 

Receiving  ceramic  mount  grounded 
grid  triode  developmental  -  pat- 
terned after  6J4WA 

Polartron,  cathode  ray  tube 

See  1DP  

See  1DP 

See  6355 

Space  charge  grid  tube 

See  851 

See  2C40 

See5B21 

See  6320 

See  6321 

See2C43 

See  HA-3E 

Cathode  ray  tube 

Beam  deflection  switching  tube 

See  6J4 

See6J4 

See  6462 

Transmitting  UHF  triode 
See  4C33 
See  3C32 
See  6161 

Cathode  ray  tube,  special  version 
1DP11 
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Current 

Service 

Tube  Type 

Designation 

Winer  numDor 

1    1  net  IJ  jb  c  ^  r  i  ntiAn 
\»  1  us  a  L/Qtvi  Ipllvll 

PVOO01 
UVZZZ1 

PV9991 

fV»nvinl-linp  vplopitv  mnHiilntpn  oscil- 

Intnr  (Rriti<?M 

See  2C43 

A  000*7 
AZZZ/ 

or  *4 

See  6F4 

A999QA 
AZZZ3A 

orMn 

See  2C40 

A9979 

azzoz 

A  99*39 
A££*j£ 

Tunable  coaxial  type  cavity  resonator 

IS.ZZ4D 

/O  / 1/ VI^OOj 

See  7S71/OK685 

A00Q1  & 
AZZ31A 

flQQR 

Spp  QflQR 

UCC  OOjI  1 

A  OICl D 

AzzdId 

QQQD  A 

ooyriA 

Qpo  RRQR  A 

00*^0 

zzoz 

FPlfifi 

Se  FG166 

AOOR<^ 
AZZ03 

RPO^l 
DUZ*i 

Spp  RP94 

UCC  Uvil 

■  one 
AZZ/3 

COOT 

000 1 

UCC  JOJ1 

A0OQO.P 

Azzyju 

9P49 

See  2C42 

A  OOGytP 

AZzy4U 

9P/1R 
ZU4D 

Spa  9P4fi 

UCC  iv_/4U 

AOOQO 

0L.4 

See  6L4 

AOOQG 

See  604 

AOOfDA 
AZOUZA 

A9'V)9R 

See  A2302B 

AOOfiOR 
AZoUZD 

A90J19R 
AZOUZD 

A9°/19A  9*^n9R 

AZOUZAj  £,JU£LJ 

Orwnlptp    Rpceivina  and  transmittina 

W'  UwUlCLCl       1  tCW  C  A  VlilU    Ul  (U    Li  ^41 1  Villi  k  U11VJ 

trindp    Similar  to  S67S  (Rec  tvoe} 

cmd  S7Q4  fTrnn^  tvnp) 

utiu  J  / J*i  \  iiuiioa  type/ 

a  oonoF 
AZoUZt, 

A90H9P 

ZOUZI-i 

Ohenlpfp    Rpcpi vinn  nnH  trnn^mittinn 

UUOUICLCi      1  ICbClVlll^  UUU  UVJlliailllbLlltlj 

triode.  Similar  to  5675  (Rec.  type) 

nr\A  ^OQ^  fTrnnQ   tvnpl  Rpnlnnpn 

hv  A9^S1  nnd  A9^S9 

OOfiOR 
ZJUZD 

A9"V19R 

See  A2302B  > 

oonoc 
ZoUzc 

A90,n9F 
AZoUZCj 

See  A2302E 

ucc  nwut-Lj 

A  0*30/ 
AZJU4 

See  604 

UCC  UV^*1 

A0010 
AZol  / 

See  58Q3 

A0010P 

See  %Q3 

UCC  UuSsJ 

aoooo. 
AzJZU 

AOOOp, 
AZOZU 

StiKminintnrp  rpr*pivinn  tvnp  Hr 

triode 

A  0000 

AZJJZ 

A  90.00 
AZoZZ 

TrrfncTTiittinn  tvnp 

l  iUIloilllllliiy  Ly^JC 

AOOMO 
AZJ4Z 

■V7CM 

See  5V34 

UCC  U  /  34 

OOjIO 

90490 

ZO*4ZD 

Phntotuhp  ultra-violet  (modified  935) 

PVOO/fi 

L/V  ZO  *4Q 

IClv<;trnn  (Rritish) 

AOOm 
AZ031 

OO  /U 

See  5876 

A  00*^0 
AZODZ 

JO  /  sj 

See  5675 

UCC  Ju  / 

A  00^4 
AZOD4 

See  5794 

Ml  AffiX  R 
MZ4UOL.D 

MOzlfTCT  R 

Traveling  wave  tube 

M94fTCN 

See  A1203/M2403N 

A2416J 

A2416J 

Rugged,  UHF  pencil  triode 

A2521 

6CR4 

See  6CR4 

T-2500 

T-2500 

Power  triode 

VXR2500 

VXR2500 

High  voltage  regulator  tube 

250 1A3 

SAP  

See  3AP  

2501C3 

3AP  

See  3AP  

2501D3 

3AP  

See  3AP  

2505A5 

5MP  

See  5MP  

2505C5 

5MP  

See  5MP  

2505D5 

5MP  

See  5MP  
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Current 

Service 

Tube  Type 

Designation 

Other  Number 

Class  Description 

2507 

54-8H 

See  54-8H 

W2510 

NT98 

See  NT98 

2511A5-D5 

5LP  

See  5LP-  

2512 

94-8H 

See  94-8H 

A2515H 

2041 

See  2041 

2522N1 

2522N1 

128A 

Thyratron 

2523N1/128AS 

2523N1/128AS 

Thyratron 

2525A5-C5 

5BP  

See  5BP  

2529A5-D5 

5JP  

See  5JP  

2531A14-D14 

14AP  1,  2,  5 

See  14AP  1,  2,  5 

2532A20 

20  API 

See  20 API 

A2534A 

A2534A 

CHF  beam  power  tube,  water  cooled 

Similar  to  6448 

A2534C/6952 

6952 

See  6952 

2537  A3 

3GP  

See  3GP  

2537C3 

3GP  

See  3GP  . 

2537D3 

3GP  

See  3GP  

2566A 

10Y 

See  10Y 

2779A 

1B23 

See  1B23 

SC2862P7 

10ANP7 

K1983P7 

See  10ANP7 

CV2901 

VA.AA  1 

CV2901 

British  receiving  tube,  somewhat  simi- 

Z2901 

8113 

See  8113 

lar  to  5879 

2933 

206 

See  206 

2935A 

81 

See  81 

2935 

217C 

See  217C 

2936A 

217C 

See  217C 

2937 

219 

See  219 

2938 

214 

See  214 

2967 

219 

See  219 

BX3000 

6712 

See  6712 

ET3000 

ET3000 

Cathode  ray  tube,  similar  to  3DP  

HF3000 

HF3000 

Transmitting  triode 

L3000/6J21 

L3000/6J21 

6J21 

Magnetron-superseded  by  5607 

VXK3001 

VXK3001 

Miniature  high  voltage  regulator  tube 

3001 

3001 

Traveling  wave  amplifier 

L300/ 

L3002 

CW  magnetron,  tunable 

L3005 

L3005 

CW  magnetron,  tunable 

L3006 

L3006 

Traveling  wave  tube 

L3007 

L3007 

Microwave  local  oscillator 

T  TflflQ 
L..3JU0 

T  QfYTfl 

Magnetron,  pulsed 

Z3011 

6299 

See  6299 

L-3012 

L3012 

Packaged  magnetron,  CW,  tunable 

L-3013 

L3013 

Packaged  magnetron,  CW,  tunable 

L3014 

L3014 

Magnetron 

L3015 

L3015 

Magnetron 

L-3016 

L3016 

CW  magnetron 

L3017 

L3017 

CW  magnetron 

L-3018 

L-3018 

CW  magnetron 

L-3019 

L-3019 

CW  magnetron 
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Current 

Service 

Tube  Type 

Designation 

Other  Number 

Class  Description 

L-3020 

L-3020 

CW  magnetron 

3020A20 

3020A20 

Phototube  assembly 

G-3021 

G-3021 

Chatactton  cathode  ray  tube,  proto- 

type of  C19Q 

L-3023 

6233 

See  6233 

L3024 

L3024 

CW  tunable  magnetron 

L3026 

L3026 

CW  tunable  magnetron 

L-3028 

L-3028 

Magnetron,  lightweight,  beaoon  type 

L-3030 

L-3030 

Magnetron,  similar  to  4J50 

L-3030A 

L-3030A 

Magnetron 

L-3030B 

L-3030B 

Magnetron 

L-3030C 

L-3030C 

Magnetron 

L-3030D 

L-3030D 

Magnetron 

L-3030E 

L-3030E 

Magnetron 

L-3035 

7504/L-3035 

See  7504/L^035 

L-3037 

L-3037 

Magnetron,  pulsed,  fixed  frequency, 

cooled,  similar  to  4J52A 

L-3038 

L-3038 

Magnetron,  tunable 

L-3040 

L-3040 

CW  tunable  magnetron 

L-3041 

L-3041 

CW  tunable  magnetron 

L-3043 

L-3043 

CW  magnetron,  liquid  cooled 

L-3044 

L-3044 

CW  magnetron 

L-3045 

L-3045 

CW  magnetron 

L-3046 

L-3046 

Magnetron,  tunable,  air  cooled 

L-3047 

L-3047 

CW  Magnetron,  tunable  > 

L-3048 

L-3048 

CW  magnetron 

L-3049 

L-3049 

CW  magnetron 

L-3051 

L-3051 

CW  magnetron,  tunable,  liquid  cooled, 

similar  to  5607 

L-3052 

L-3052 

CW  magnetron,  tunable 

VX3053 

VX3053 

Silicon  crystal  rectifier-(British) 

HK3054 

HK3054 

Transmitting  triode  amplifier 

L-3055 

L3055 

CW  magnetron 

L-3056 

L-3056 

Magnetron 

L-3057 

L-3057 

Magnetron 

L-3059 

L-3059 

CW  magnetron 

L-3060 

L-3060 

Magnetron,  packaged  version  of 

L3060 

L-3061 

L-3061 

CW  magnetron,  tunable 

VX3061 

VX3061 

Microwave  triode- (British) 

L-3062 

L-3062 

CW  magnetron,  tunable 

L-3063 

L-3063 

CW  magnetron,  tunable 

3064 

4J70-77 

See4J70-77 

L-3067 

L-3067 

CW  magnetron 

L-3068 

L-3068 

CW  magnetron 

3069 

866A 

See866A 

L-3070 

L-3070 

CW  magnetron 

3070 

872A 

See872A 

L-3071 

L-3071 

CW  magnetron,  tunable 

3071 

869B 

See869B 
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Current 
Sorvice 

i udb  i  ypv 

Dosiynotion 

Other  Number 

Class  Description 

L-3072 

L-3072 

CW  magnetron 

WX3072 

Duodiode  gas  rectifier 

"¥179 

857B 

See857B 

L3074 

L-3074 

CW  magnetron 

7C24 

See7C24 

L-3075 

Magnetron  tunable 

L-3CT77 

L-3077 

CW  magnetron,  air  cooled,  tunable 

I  -TITfi 

L-3078 

CW  magnetron,  air  cooled 

Lt  JVJU 

L-3080 

CW  magnetron 

L-3083 

L-3083 

Magnetron,  tunable  pulse,  air  cooled 

11 

WX3089 

Transmitting  HF  triode 

VT158 

SeeVT158 

vol 

VT158 

See  VT158 

L-3101 

L-3101 

Magnetron,  tunable  pulse-tunable  ver- 
sion of  QK400 

VX3102 

WX3102 

Transmitting  HF  triode 

L-3104 

Magnetron,  pulsed,  fixed  frequency, 

air  cooled 

MA3107 

8330 

See  8330 

MA3108 

8331 

See  8331 

UK3108 

wX>w  Xww 

CV38 

SeeCV38 

L3110A 

L3110A 

CW  magnetron 

L3111A 

L3111A 

CW  magnetron 

L3113A 

L3113A 

CW  magnetron 

ZM3113A 

ZM3113A 

Traveling  wave  tube 

L311SA 

L3115A 

CW  magnetron 

WX3116 

Klystron 

I  ^11 7A 

LJi  1  /  r\ 

L3117A 

CW  magnetron 

L3119A 

L3119A 

CW  magnetron 

"31  1Q 

See  860 

WX^ICM 

II  Ajl£  1 

WX3121 

Klystron 

861 

See  861 

L3134 

L3134 

CW  magnetron,  tunable 

L3135 

CW  tunable  magnetron 

V  /VO  loo 

VX3135 

Silicon  crystal  rectifier  (British) 

WX3141 

WX3141 

Thyratron  (obsolete,  superseded  by 

KU676) 

VX3143 

VX3143 

Magnetron-(British) 

I  -3147 

L-3147 

Backward  wave  oscillator 

TN98 

SeeNT98 

WX3152 

II  /V  J  1JL 

WX3152 

UHF  oscillator 

VX3153 

VX3153 

Silicon  crystal  rectifier  (British) 

WX3153 

WX3153 

UHF  oscillator 

MA3154 

MA3154 

TRtube 

WX3154 

WX3154 

TR  tube 

WX3158 

3J30 

See3J30 

WX3160 

WX3160 

Diode  rectifier  (ignitron) 

WX3161 

WX3161 

UHF  load  lamp 

WX3164 

WX3164 

UHF  load  lamp 

WX3165 

WX3165 

UHF  load  lamp 
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Current 
Service 


Tube  Type 

Designation 

Other  Number 

Class  Description 

WX3168 

WX3168 

UHF  load  lamp 

WX3169 

CIA 

WX3170 

C6A 

See  C6A 

WX3172 

672 

See  672 

L3175B 

L3175B 

CW  magnetron 

L3177B 

L3177B 

CW  magnetron 

WX3178 

WX3178 

UHF  load  lamp 

WX3187 

WL414 

See  WL414 

WX3194 

WL682 

See  WL682 

WX3199 

1B24 

See  1B24 

ZB3200 

3200 

See  3200 

3200 

3200 

Transmitting  triode  amplifier  modula- 

VX3206 

VX3206 

tor 

CW  tunable  magnetron,  (British) 

WX3210 

1B26 

See  1B26 

L3221A 

L3221A 

CW  magnetron 

SE3222 

22 

Obsolete  Navy  number.  See  22 

3222 

22 

See  22 

L3223B 

L3223B 

CW  magnetron 

WX3225 

WL473 

Sep  WL473 

WX32300 

678 

See  678 

WX3239 

WX3239 

TR  tube 

WX3240B 

1B45 

See  1B45 

WX3240D 

1B41 

See  1B41 

WX3240G 

1B49 

See  1B49 

WX3243 

WX3243 

Klystron  v 

WX3243A 

2K51 

See2K51 

WX3243B 

2K52 

See2K52 

WX3243C 

2K53 

See2K53 

WX3260 

WL619 

See  WL619 

VX3263 

VX3263 

Triode,  pulsed  oscillator  (British) 

WX3264 

VX3264 

Magnetron,  pulsed,  tunable 

3294 

865 

See  865 

WX3296 

WX3296 

CW  magnetron,  X  band 

WX3297 

6285 

See  6285 

WX3308 

WX3308 

TR  switching  tube 

WX3310 

WX3310 

Geiger  counter  tubes 

WX3318 

5974 

See  5974 

WX3320 

5939 

See  5939 

WX3346 

6260 

See  6260  ; 

WX3351 

WX3351 

Proportional  counter,  Gamma 

L3356 

L3356 

Traveling  wave  tube 

3373 

27 

See  27 

3382 

112A 

See  112> 

L3441A 

QK984  or  L3441A 

QK984 

Backward  Wave  Oscillator 

L3444A 

QK985  or  L3444A 

QK985 

Backward  wave  oscillator 

L3446A 

L3446A 

Backward  wave  oscillator 

L3448A 

L3448A 

Backward  wave  oscillator 

EX3465 

EX3465 

Cathode  ray  tube. 

Superseded  by  K1055 
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Designation 

Other  Number 

Class  Description 

3572 

866A 

See866A 

L3601-1 

L3601-1 

Packaged,  pulsed  magnetron 

3675 

826A 

See  862A 

3717 

858 

See  858 

L3731 

L3731 

Pulsed  packaged  magnetron 

L3742 

VA811C/L3742 

See  VA811C/L3742 

WX3751 

WX3751 

5-inch  flat  face  cathode  ray  tube 

WX3798 

WX3798 

Cathode  ray  tube,  high  resolution, 

low  drive 

WX3810 

WX3810 

Light  image  intensifier 

3841 

80 

See  80 

3864A 

864 

See  864 

3871 

50 

See  50 

SE3872 

30 

See  30 

30 

See  30 

SE3873 

32 

See  32 

3873 

32 

See  32 

874 

See  874 

3Q21 

45 

See  45 

3924 

24A 

See24A 

845 

See  845 

3982 

3982 

Gas  phototube 

WX3989 

WX3989 

Storage  vidicon 

RX4000 

BX4000 

Beam  switching  tube 

VRX4000 

VRX4000 

Corona,  high  voltage  regulator  tube 

A4002B 

837 

See  837 

4004 

4004 

Traveling  wave  tube 

4005 

4005 

Traveling  wave  tube 

A4006B 

1659 

See  1659 

4012 

4012/A1157 

A1157 

Traveling  wave  tube 

B4021 

B4021 

Numerical  indicator  (Nixie) 

74026 

3UP1 

See  UP  1 

B4032 

7977 

See  7977 

4035 

4035 

Magnetron,  modified  7111 

A4051  . 

807 

See  807 

A4051G 

8018 

See  8018 

A4051H 

.8007 

See  8007 

A4051J 

807 

See  807 

A4073F 

6AC7W 

See  6AC7W 

4077A 

CV33 

See  CV33 

B4081 

B4081 

Numerical  indicator  (Nixie) 

Z4081 

7UP  

See  7UP  

R4100 

631P1 

See631Pl 

R4101 

631P1 

See  631P1 

4102 

871 

See  871 

A4107 

A4107 

Superseded  by  1625 

A4154D 

1624 

See  1624 

4171 

71A 

See71A 

R4200 

648P1 

See  648P1 

A4229 

8001 

See  8001 
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Current 
Service 

Tube  Type  Designation  Other  Number 

4242A  4242A 

4251A  4251A 

SYT4260T  SYT4260T 

4260  FG17 

4261  FG17 
A4270  1639 
4270A  CV30 
A4273  1637 
A4273B  6SN7W 
4282B  4282B 
M4296  M4296 
Z4300  12DP7C 
Z4303  12DP7C 
4313C  CV75 
Z4315  12SP7D 
Z4316  12SP7D 

Z4324P25  Z4324P25  7755655 

R4330  R4330  R4330 

4330  R4330 

R4340  R4340 

R4350  R4350 

A4361  6AK6 

SE4374  SE4374  4374 

4374  SE4374 

A4375A  6AQ6 

GL4386  7AKP19,  P25 

A4388  50B5 

R4410  R4410  ES10816 

Z4413P7  5DNP  

Z4414  7AYP  

A4422B  A4422B 

A4425A  A4425A 

A4434  6J6 

A4442  6BF6 

A4444  A4444 

A4450  6AQ5 

A4454  26C6 

A4465E  26A6 

4465  35 

A4466  A4466 

A4475  6AS7G 

GL4475  7ATP  

A4481  A4481 

A4485  A4485 
A4494  A4494 
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Class  Description 

Transmitting  triode 

Trcmsmitting  triode 

Traveling  wave  tube  (with  cables) 

See  FG17 

See  FG17 

See  1639 

See  CV30 

See  1637 

See  6SN7W 

Transmitting  tetrode 

Magnetron,  fixed  frequency 

See  12DP7C 

See  12DP7C 

SeeCV75 

See  12SP7D 

See  12SP7D 

Cathode  ray  tube,  electrostatic  focus, 

magnetic  deflection 
Flash  tube 
See  R4330 
Photoflash  tube 
Polychromatic  strobotron 
See  6AK6 

Obsolete  Navy  number.  Selected  01A 

See  SE4374 

See  6AQ6 

See  7AKP19,  P25 

See  50B5 

Diode  gas  discharge  tube 
(cold  cathode) 

See  5DNP  

See  7AYP  

VHF  beam  power  amplifier 
VHF  beam  power  amplifier 
See6J6 
See  6BF6 

Miniature  remote  cutoff, 

UHF  pentode 
See6AQ5 
See  26C6 
See  26A6 
See  35 

Receiving  acorn  type  remote 

pentode  amplifier 
See  6AS7G 

See  7ATP-  

Miniature  remote  cut  off 

UHF  acorn  pentode 
Miniature  pentode  amplifier 
R.F.  power  amplifier  pentode 
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Current 
Service 

Tube  Type  Designation  Other  Number 

Z4495  6DP7 

A4513  1AC5 

A4522A  12AX7 

A4524A  6BH6 

A4535  6080 

A4535A  6080 

A4541H  5763 

4610  36 

4611  37 

4612  38 
Z4619P4  Z4619P4 

Z4623P24  Z4623P24 

Z4652P7  12ASP7 

S4677  S4577 

Z4718P19  12AMP19 

Z4870P7  8SP7 

Z4889P19  Z4889P19  K2261,  SC3526 

ET5000  ET5000 

VXR-5000  VXR-5000 

A5006  A5006 

A5008A  A5008A 

Z5010  Z5010 

BK5013  BK5013 

H5015  3D21 

B5016  B5016 

Z5020  Z5020 

Z5023  A5023 

VX5028  VX5028 

B5031  8037 

VX5031  VX5031  5311 

A5034A  A5034A 

H5037  H5037 

Z5040  Z5040 

Z5053  Z5053 

Z5053/6942  6942 

Z5069  7390 

Z5082  Z5082 

A5089  A5089 

B5092  8421 

Z5098  Z5098 

Z5112  Z5112 

Z5114  Z5114 

Z5118  Z5118 

5137  3C45 

Z5139  7391 

F5303  7C25 


Clots  Description 

See6DP7 
See  1AC5 
See  12AX7 
See6BH6 
See  6080 
See  6080 
See  5763 
See  36 
See  37 
See  38 

Cathode  ray  tube,  rectangular, 
21  inch 

Cathode  ray  tube,  16  inch,  electro- 
static deflection  and  focus 
See  12ASP7 
Webster  ballast  tube 
See  12AMP19 
See  8SP7 

Cathode  ray  tube,  high  drive  version 

of  12AMP19 
Cathode  ray  tube,  5  inch 
High  voltage  regulator  tube 
Diode  pentode.  Obsolete 
Miniature  diode  pentode 
Klystron 

Klystron  (Polarad) 
See3D21 

Numerical  indicator  (Nixie) 
CW  magnetron 

Special  12A6  with  diode.  Obsolete 
CW  klystron  (British) 
See  8037 

Phototube  similar  to  931A  (British) 

Grid  controlled  electron  multiplier 

Photomultiplier 

Voltage  tunable  magnetron 

Transmitting  tube,  similar  to 

6942  and  6183 
See  6942 
See  7390 

Traveling  wave  tube 
Miniature  sharp  cut  off  pentode 
See  8421 

Voltage  tunable  magnetron 

Voltage  tunable  magnetron 

TV  camera  tube 

Voltage  tunable  magnetron 

See3C45 

See  7391 

See7C25 
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Service 

Tube  Type  Designation  Other  Number 

Modified  F5303  7C23 

5311  VX5031 

5512  5512 

5513  5513 

5514  5514  HD69 

5516  5516  HD57 
5517/CK1013  5517 

5517  5517  CK1QL3,  QM296 

5518  5518 

5519  5519 

5520  5520 

5521  5521 

5522  5522 

5523  5523 

5527  5527 

5528  5528/C6L 

5528/C6L  5528/C6L  5528,  C6L,  CE326 

5530  5530 

5531  5531 
55J2  5532 

5533  5533 

5534  5534 

5535  5535 

5536  5536 

5537  5537 

5538  5538 

5539  5539 

5540  5540 

5541  5541 

5542  5542 

5544  5544 

5545  5545 

5549  5549 

5550  5550  GL-415,  WL68 1/686, 

WL681,  1R21, 
WL686 

5551  5551  FG271,  WL652/657, 

WL652 

5551-A  5551-A  5551A/652 

5551A/652  5551A 

5552  5552  FG235A,  WL656 
5552A  5552A  5552A/651 
5552A/651  5552A 

5553  5553  FG258A,  WL655/658 
5553A  5553A 


Class  Description 

See  7C23 
See  VX5031 

Ttiode  power  amplifier  oscillator 

(water  cooled ) 
Transmitting,  air  cooled  triode 
HI  Mu  power  triode.  Supersedes 

HY30Z,  HY40,  HY40Z,  HT51A, 

B  and  Z. 
Transmitting  tetrode 
See  5517 

Cold  cathode  gas  rectifier,  replaces 

1B48,  see  also  6793 
Transmitting  forced  air  cooled  triode 
X-ray  tube 
X-ray  tube 
X-ray  tube 
X-ray  tube 
X-ray  tube 

Television  camera  tube,  supersedes 

type  1847 
See  5528/C6L 
Thyratron 

Transmitting  forced  air  cooled  triode 

Transmitting  air  cooled  triode 

X-ray  tube  ( 

X-ray  tube 

X-ray  tube 

X-ray  tube 

X-ray  tube 

X-ray  tube 

X-ray  tube 

X-ray  tube 

X-ray  tube 

Transmitting  forced  air  cooled  triode 
Transmitting  air  cooled  triode 
Thyratron,  inert  gas 
Thyratron  triode 

Transmitting  forced  air  cooled  triode 
Diode  gas  rectifier  (ignitrorr) 

Diode  gas  rectifier  (ignitron) 

5551  with  thermostat  mount 
See5551A 

Diode  gas  rectifier  (ignitron) 

5552  with  thermostat  mount 
See  5552A 

Diode  gas  rectifier  (ignitron) 
Improved  5553 
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Service 

Tub*  Type 

Designation 

Other  Number 

Class  Description 

5553B 

5553B 

5553B/655 

5553  with  thermostat  mount 

5553B/655 

5553B 

See5553B 

5554 

5554 

FG259B 

Diode  gas  rectifier  (ignition) 

5555 

5555 

FG238B 

Diode  gas  rectifier  (ignition) 

5556 

5556 

PJ-8 

Transmitting  triode  (low  power) 

5557 

FG17 

See  FG17 

5557/FG17 

FG17 

SeeFG17 

5558 

FG32 

See  FG32 

5558/FG32 

FG32 

See  FG32 

5559 

FG57 

SeeFG57 

5559/FG57 

FG57 

See  FG57 

5550 

FG95 

SeeFG95 

556Q/FQ95 

FG95 

SeeFG95 

5561 

FG104 

See  FG104 

5561/FG104 

FG1004 

See  FG104 

5562 

5562 

Transmitting  tetrode 

5563 

5563 

Thyratron  triode 

5563A 

5563A 

Thyratron 

5564 

5564 

Diode  gas  rectifier  (ignitron) 

5566 

5566 

High  vacuum  rectifier 

5567 

5567 

High  vacuum  rectifier 

5568 

5568 

High  vacuum  rectifier 

5569 

5569 

High  vacuum  rectifier 

5570 

5570 

High  vacuum  rectifier 

5571 

5571 

High  vacuum  rectifier 

5572 

5572 

High  vacuum  rectifier 

5573 

5573 

High  vacuum  rectifier 

5574 

5574 

High  vacuum  rectifier 

5575 

5575 

High  vacuum  rectifier 

5576 

5576 

High  vacuum  rectifier 

5577 

5577 

High  vacuum  rectifier 

5578 

5578 

High  vacuum  rectifier 

5581 

5581 

Gas  phototube,  SW  response 

(similar  to  930) 

5582 

5582 

Gas  phototube,  SW  response 

(similar  to  921) 

5583 

5583 

Gas  phototube,  SW  response 

(similar  to  927) 

5584 

5584 

Gas  phototube,  SW  response 

(similar  to  920) 

A-5586 

A-5586 

VT-123 

Superseded  by  VT-128 

5586 

5586 

Magnetron,  tunable  4J31-35. 

Similar  to  QK253 

5588 

5588 

Transmitting  forced  air  cooled  triode. 

See  also  6161 

5589 

5589 

Three  electrode,  cold  cathode,  inert 

gas  filled  tube 

5590 

5590 

401A,  5590/401A 

Miniature  pentode 

5590/401A 

5590 

See  5590 

5591 

5591 

403B,  5591/403B 

Miniature  pentode 
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Current 

Service 

Tub©  Typo 

Designation 

Other  Number 

Class  Description 

5591/403B 

5591 

See  5591 

5592 

5592 

Transmitting  forced  air  cooled  tiioi 

5593 

5593 

Phase  modulator  tube 

5594 

5594 

Thyratron  (similar  to  FG17) 

5599 

5599 

X-ray  tube 

5600 

5600 

X-ray  tube 

5601 

5601 

X-ray  tube 

5602 

5602 

X-ray  tube 

5603 

5603 

5603/398A 

Receiving  power  pentode  amplifier 

5603/398A 

5603 

See  5603 

5604 

5604 

Transmitting  air  cooled  triode,  sim 

to  889RA  and  5667,  (air  cooled  ' 

sion  of  5619) 

5604A 

5604A 

Version  of  5604 

5605 

5605 

Crystal  diode 

5606 

5606 

Water  cooled  transmitting  triode 

5607 

5607 

Modified  6J21,  (CW  magnetron) 

5608 

5608 

Receiving  twin  triode 

(voltage  amplifier),  medium  Mu 

5608A 

5608A 

Receiving  twin  triode 

(voltage  amplifier),  medium  Mu 

5609 

5609 

Magnetron  (diathermy) 

5610 

5610 

Miniature  triode 

5611 

5611 

Klystron 

5612 

5612 

Gas  phototube  (S-4  response) 

5613 

5613 

Gas  phototube  (S-4  response) 

5614 

5614 

Gas  phototube  (S-4  response) 

5615 

5615 

Gas  phototube  (S-4  response) 

5616 

5616 

Gas  phototube  (S-4  response) 

A5617 

A5617 

Subminiature  double  pentode 

balanced  amplifier 

5617 

5617 

Gas  phototube  (S-4  response) 

5618 

5618 

Miniature  pentode 

5619 

5619 

Transmitting  water  cooled  triode. 

Similar  to  889A 

5620 

5620 

FB50,  896,  RCA896, 

Ballast  tube 

WL896 

5621 

5621 

B6 

Ballast  tube 

5622 

5622 

B25 

Ballast  tube  ! 

5623 

5623 

B47 

Ballast  tube 

5624 

5624 

B46 

Ballast  tube 

5625 

5625 

KC-4,  ML  100 

High  voltage  rectifier 

5626 

5626 

Vacuum  switch 

5627 

5627 

Vacuum  switch 

5628 

5628 

Pressure  indicator  tube 

5629 

5629 

Pressure  indicator  tube 

5630 

5630 

Diode  gas  rectifier  (ignitron) 

5632 

5632/C3J 

See  5632/C3J 

5632/C3J  ■ 

5632/C3J 

C3J,  ELC3J,  5632 

Thyratron,  gas  triode,  superseded 

by  5684/C3JA 

5633 

5633 

SN-944 

Subminiature  RF  pentode. 

See  also  5899 


MIL-HDBK-213A 
5  Novmber  1963 


Current 

Service 

Tube  Type 

Designation  ' 

Other  Number 

5634 

5634 

SD828E 

5635 

5635 

SN-955,  SN955B, 

SN1007A,  SN1007 

5636 

5636 

SN1007,A,SC1156A 

5636A 

5636A 

5637 

5637 

SD917,  SD917A 

5638 

5638 

SD828A 

5639 

5639 

SN953,  SN953A, 

SN953D,  SN974B 

5639A 

5639A 

5639WA 

5639WA 

5640 

5640 

SN947,  SN947C 

5641 

5641 

SN954C 

5641A 

5641 A 

5642 

5642 

SN956,  SN956A, 

SN956B 

5643 

5643 

SN949,  SN982, 

SN948B,  SN949C 

5644 

5644 

SN948,  SN981B 

5644A  5644A 

5645  5645  SN957,  SN957A 

5646  5646  SN1006 

5647  5647  SN946 

5647A  5647A 

5648  5648 

5649  5649  BTL1466,  D170573 

5650  5650  BT1596,  D176627 

5651  5651  S901C 

5651WA  5651WA 


5652  5652 

5653  5653 

5654  5654/6AKSW 

5654/6AK5W  5654/6AK5W  5654,  QM557,  Z1494, 

6096,  6AK5, 
5654/6AK5W/6096 
Z2104 

5654/6AK5W/6096  5654/6AK5W 

5655  5655 
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Class  Description 

Subminiature  RF  pentode. 

See  also  5840  and  1133D 
Subminiature  twin  triode 

Reliable  receiving  subminiature 

amplifier,  mixer  pentode 
Equivalent  to  5636 
Subminiature  hi  Mu  triode. 

See  also  5719 
Subminiature  audio  pentode. 

Use  5840. 
Reliable  receiving  subminiature  video 
pentode 

Equivalent  to  5639 
Reliable  subminiature  pentode 
Subminiature  audio  amplifier. 
Use  5902 

Reliable  receiving  subminiature  diode 

Equivalent  to  5641 

Subminiature  high  voltage  rectifier 

Subminiature  thyratron,  similar 
to  L-1300 

Reliable  receiving  subminiature  volt- 
age regulator  (operating  voltage  i 
approx.  95v) 

Equivalent  to  5644 

Subminiature  low  Mu  triode 
(see  5646  improved  version) 

Subminiature  triode 

Reliable  receiving  subminiature 
detector  diode,  see  also  SN978 

Equivalent  to  5647 

Transmitting  triode  (similar  to  2C39) 

Klystron  replaced  by  5981 

Klystron  replaced  by  5981 

Receiving  miniature  voltage  reference, 
see  5651WA 

Reliable  receiving  miniature  voltage  ~ 
reference,  equivalent  to  5651.  Simi- 
lar to  5783WA  (operating  voltage 
approx.  87v) 

Vacuum  phototube  (blue  sensitive) 

Vacuum  phototube  (S4  response) 

See  5654/6AK5W 

Reliable  receiving  miniature  pentode, 
equivalent  to  6AK5  and  6096 

See  5654/6AK5W 
Television  camera  tube 
(image  orthicon) 


MIL-HDBK-213A 
\  November  1963 


Current 

Tube  Type 

Designati  on 

Other  Number 

Class  Description 

5656 

5656 

QM322 

Minifiturp  twin  npnrndp  ftwin  fiAKM 

5657 

5657 

Tunnhlp  mnnnptrnn 

5658 

5658 

See  RRO  directlv  interrhnnnpnhlp 

pxppnt  for  fi  Inmpnt  nowpr 

5659 

5659 

Mechanically  improved  12A6 

5660 

5660 

Mechanically  improved  1208 

A5661 

A5661 

Beam  deflection  amplifier 

5661 

566  1 

Mechanically  improved  12SK7 

5662 

5662 

Miniature  inert  gas  thyratron 

5663 

5663 

GL549 

Miniature  thyratron,  similar  to  5696, 

see  also  GL546 

5664 

5664 

C1B/A 

Improved  3C31/C1B 

5665 

5665 

C16J,  ELC16J 

Thyratron 

5666 

5666 

ML309 

Similar  to  889A,  requires  special 

water  jacket 

5667 

5667 

Transmitting  triode  (interchangeable 

with  889 R A) 

5668 

5668 

Transmitting  triode.  Similar  to  892 

WX5669 

Rotary  spark  gap,  not  a  tube 

5669 

5669 

ML308 

Transmitting  triode.  Similar  to  892R 

5670 

5670 

5670WA,  2C51W, 

Reliable  receiving  miniature  twin 

5670WA,  2C51W 

triode.  Similar  to  2C51 

see  also  6 185 

5670WA 

5670 

Version  of  5670.  See  5670 

5671 

5671 

Transmitting  forced  air  cooled  triode 

5672 

5672 

Subminiature  pentode  * 

5674 

5674 

Twin  triode  electrometer  tube 

5675 

5675 

A2352 

Receiving  pencil  tubes 

Similar  to  5794 

5676 

5676 

CK556AX 

Subminiature  triode 

5677 

5677 

CK568AX 

Subminiature  triode 

5678 

5678 

CK569CX,  CK569AX 

Subminiature  pentode 

5679 

5679 

Receiving  duodiode.  Similar  to  7A6 

5680 

5680 

Transmitting  triode.  Similar  to  7C23 

5681 

5681 

Transmitting  triode 

5682 

5682 

Transmitting  triode 

5683 

5683/C1J/A 

See  5683/C1J/A 

5683/C1J/A 

5683/C1J/A 

C1J/A,  5683 

Thyratron  improved  C1J,  superseded 

by  C1K 

5684 

5684/C3J/A 

See  5684/C3J/A  * 

5684/C3J/A 

5684/C3J/A 

5684,  C3J/A 

Thyratron  improved  5632/ C3J 

5685 

5685/C6J/A 

See  5685/C6J/A 

5685/C6J/A 

5685/C6J/A 

5685,  C6J/A 

Thyratron  improved  C6J 

5686 

5686 

QM328 

Reliable  miniature  pentode  power 

amplifier 

5687 

5687 

TS229 

Miniature  twin  triode 

5687WA 

5687WA 

Reliable  receiving  miniature  medium 

Mu  twin  triode.  Equivalent  to  5687 

5690 

5690 

Reliable  receiving  full  wave  vacuum 

rectifier 

5691 

5691 

Reliable  receiving  high  Mu  twin 

triode  similar  to  6SL7GT, 
see  also  6SL7W 


MIL-HDBK-213A 
5  November  1963 


Current 
Service 

Tube  Type  Designation  Other  Number 

5692  5692 

5693  5693 

5694  5694 

5695  5695 

5696  5696 

5697  5697  CK570AX 
5702  5702WA 

5702WA  5702WA  5702, 6148 


5702WB  5702WB 

5703  5703 

5703WA  5703WA  6149 


5703WB  5703WB 

5704  5704  CK606BX 

5705  5705 

5706  5706 

5710  5710 

5711  5711 

5712  5712 

5713  5713 

5718  5718  SN979,  SN979D 
5718A  57 18  A 

5719  5719  SN-980,  SC1140A, 

SN-980D 

5719A  5719A 

5720  5720 

5721  5721  QK205 

5722  5722  SD1033 

5725  5725/6AS6W 

5725/6AS6W  5725/6AS6W  5725, 6AS6W,  QM558, 

5725/6AS6W/6187 

5725/6AS6W/6187  5725/6AS6W 

5726  5726/6AL5W 

5726/6AL5W  5726/6AL5W  6AL5W,  Z1751, 

5726,  QM559 

5726/6AL5W/6097  5726/6AL5W/6097  5726,  QM559,  Z1751, 
,  6AL5W 

5727  5727/2D21W 

3727/2D21W  5727/2D21W  5727,  2D21W 

5728  5728 

5729  5729 


Class  Description 

Reliable  receiving  medium  Mu  twin 
triode.  Equivalent  to  6SN7GT 

Reliable  receiving  pentode  amplifier. 
Equivalent  to  6SJ7 

Receiving  double  triode  amplifier 

Half  wave  gas  rectifier 

Miniature  thyratron.  Similar  to  5663 

Subminiature  electrometer  tube 

See  5702 

Reliable  receiving  subminiature  sharp 
cut  off  pentode,  equivalent  to  5702 
and  6148,  similar  to  6AK5  and 
5654. 

Version  of  5702WA 

See  5703WA 

Reliable  receiving  subminiature  me- 
dium Mu  triode.  Equivalent  to  5703 
and  6149.  * 
Version  of  5703WA 
Receiving  subminiature  diode 
Transmitting  triode  (similar  to  892) 
Transmitting  triode  (similar  to  892R) 
Transmitting  forced  air  cooled  triode 

similar  to  ZP436 
X-ray  tube 

X-ray  tube  »■■ 
Transmitting  forced  air  cooled  triode 
Reliable  receiving  subminiature 

medium  Mu  triode 
Equivalent  to  5718.  See  5718 
Reliable  receiving  subminiature  high 

Mu  triode.  Similar  to  5637 
Equivalent  to  5719.  See  5719 
Thyratron,  mercury  vapor 
Klystron 

Miniature  noise  diode 
See  5725/6AS6W 

Reliable  receiving  miniature  dual  con- 
trol pentode.  Equivalent  to  6AS6 
and  6187  similar  to  6486  ~ 

See  5725/6AS6W 

See  5726/6AL5W 

Reliable  miniature  duo  diode. 
Equivalent  to  6AL5  and  6097 

Reliable  miniature  duo  diode 

See  5727/2D21W 

Reliable  miniature  thyratron. 

Equivalent  to  2D21 
Thyratron 

Radial  beam  switching  tube 
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MIL-HDBK-213A 
5  Nove«b.r  1963 


Current 

Service 

Tube  Type 

Designation 

Other  Number 

Class  Description 

5730 

57 3U 

naaiol  beam  switching  tube 

5731 

5731 

Receiving  acom  UHF  triode 

(selected  yooAj 

5732 

5732 

Rugged  6K7  (Canadian) 

5734 

3/J4 

r*7QAP  r"70QR 

Triode  transducer  tube 

5736 

5736 

Transmitting  triode  forced  air  cooled 

5737 

3/3/ 

Transmitting  triode 

5738 

5738 

Electron  beam  commitator 

5739 

5739 

Ionization  gauge 

5740 

5740 

r  P54 

Receiving  space  charge  grid  tube 

5741 

3/41 

nign  vonage  nign  power  vacuum 

rapt  j  f  i  ot 

retail  iici 

5742 

CIA  1 

3/4Z 

Receiving  triode  power  amplifier 

5743 

A1 
3/4J 

iransnuiung  inoae.  oimiiar  10  lijuu 

5744 

5744 

oee 

5744WA 

5744WA 

3/44,  0131 

Reliable  receiving  subminiature  high 

Mu  triode.  Equivalent  to  5744  and 

fii  m 

5/44WB 

3/44WD 

neiiuuie  suDrniniuiure  uiuue, 

superseding  5744WA 

5745 

5745 

W  toy  4 

X-ray  tube 

5746 

5746 

X-ray  tube 

5747 

5747 

WLjy4 

X-ray  tube 

b/4b 

C"7y1Q 
3/40 

A-ruy  lUDC 

5749 

3/4y/Dt5ADW 

qrr  S7fiQ/fiRAriW 
Occ  J/U3/ODnUn 

5749/bBAoW 

c"7  >in  /cd  a  cur 
3/4y/DtSADW 

VnylQ    CTylQ  COACH/ 

Z,l/4y,  3/4y,  OtSAOVY 

Reliable  receiving  miniature  "pentode. 

Equivalent  to  6BA6 

5750 

5750/bDhbW 

oee  d/du/odhow 

5750/6BE6W 

5750/DDhbW 

Z.1/3U,  3/3U,  OtStOW 

Reliable  receiving  miniature  pento- 

grid  converter.  Equivalent  to  6BE6 

5751 

5751 

Z.1/D4,  3/31WA 

Reliable  receiving  hi  Mu  twin  triode 

similar  to  izha/  ana  ouo/ 

5751WA 

5/51 

oee  d/oi 

5751W1 

5751  Wl 

High  reliability  version  of  5751 

5755 

5755 

con  &    1  CCyl 
3AJA,  1334 

Twin  triode  receiving 

5757 

5757 

UM3U<i 

Water  cooled  transmitting  tube 

5758 

C7CQ 
3/30 

Air  couieu  iruriorniLiiiiy  iuuc 

5759 

C*7CO 

3/ay 

Transmitting  triode 

5760 

5760 

Water  cooled  transmitting  triode 

5761 

5761 

Air  cooled  transmitting  triode 

^co 
3/bZ 

3/DZ 

Trnn qiti i tti nn  nir  fW"}IpH  trionP 

1  1  Uil  101UJ.IL.L1  IM  VJl  1  LllUuCj 

supersedes  7C24 

5763 

5763 

A4541H 

Miniature  beam  power  VHF  amplifier, 

transmitting  version  of  6AQ5 

5764 

5764 

SB846B,  SB846D 

Probeless  version  of  2C36  for 

Navy  application 

5765 

5765 

Planar  triode  power  amplifier 

5766 

5766 

Planar  triode  power  amplifier 

oscillator 

5767 

5767 

SB846H 

Transmitting  planar  triode 
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MIL-HDBK-213A 
5  November  1W3 


Current 
Service 

Tube  Type  Designation  Other  Number 

5768  5768 

5769  5769 

5770  5770 

5771  5771 

5777  5777  QK201 

5778  5778  QK202 

5779  5779 

5780  5780  1538 

5781  5781 

5782  5782 

5783  5783 
5783WA  5783WA 


5784  5784 

5784WA  5784WA  6150 

5785  5785 

5786  5786 

5787  5787 
5787WA  5787WA 


5788  5788 

5789  5789  X7107,  MA200 

5790  5790  X7108 

5791  5791 

5792  5792  ATR345 

5793  5793  ATR346 

5794  5794  A2354,  A2342 

5795  5795 

5796  5796 

5797  5797  Z1723 

5798  5798  Z1724 

5799  5799  VX-21 

5800  5800  VX-41A,  VX124, 

VX41A 

5801  5801  VX-33A 

5802  5802  VX32,  VX32B 

5803  5803 

5804  5804 


Class  Description 

Planar  triode  power  amplifier 

oscillator 
Television  pick  up  tube,  image 

orthicon 

Transmitting  triode  (modified  9C21) 
Transmitting  triode  (modified  880) 
Reflex  klystron 
Reflex  klystron 

Diode  rectifier,  ignition  (supersede 
427) 

Packaged  tunable  pulsed  magnetron 
X-ray  tube 
X-ray  tube 
See  5783WA 

Reliable  receiving  subminiature  volt- 
age reference  tube,  equivalent  to 
5783,  similar  to  5651WA,  (operat- 
ing volt,  approx-  87V) 

See  5784WA 

Reliable  receiving  subminiature  dual 
control  pentode.  Equivalent  to  5784 
and  6150,  similar  to  6AS6  and  5725 

Receiving  subminiature  half  wave 
rectifier 

Transmitting  triode  (modified  6C24) 
See  5787WA 

Reliable  receiving  subminiature  volt- 
age regulator.  Equivalent  to  5787. 
Similar  to  0B2  and  OC3/VR105, 
(operating  volt.  lOOv  approx.) 

Ignitron  ' 

Packaged  pulsed  magnetron 
TR  tube 
ATR  tube 
ATR  tube 
ATR  tube 

Transmitting  UHF  pencil  triode, 

similar  to  5675 
Packaged  pulsed  magnetron 
Thyratron  inert  gas 
Subminiature  pentode 
Subminiature  twin  triode 
Subminiature  diode 
Subminiature  tetrode,  electrometer 

Subminiature  triode 
Subminiature  triode 
Subminiature  triode-improved  5802 
Subminiature  psntode  power  ampli- 
fier (hearing  aid) 
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Current 
Service 

Tube  Type  Designation  Other  Number 

580  5  5805 

5806  5886  P10 

5807  5807 

5811  5811  610 

5812  5812 

5813  5813  212  (Vericon) 

5814  5814A  5814,  5814WA, 

12AU7W 

58 14 A  5814A 

5814WA  5814A 

5814WB  5814WB 

5817  5817  SRC  12 

5818  5818  SRC  13 

5819  5819 

5820  5820 

5821  5821 

5822  5822 

5823  5823  CK1090 

5824  5824 

5825  5825 

5826  5826 

5828  5828 

5829  5829 
5829WA  5829WA 

5830  5830 

5831  5831  A2275 

5833  5833 

5834  5834  NL649/5834,  NL649 

5835  5835  NL653/5835,  BR-3 

5836  5836  SN1103D 

5837  5837 

5838  5838 

5839  5839 

5840  5840  SN973B,  SN1039A, 

SN973C 

5840A  5840A 

5841  5841 


Class  Description 

Subminiature  pentode  power  ampli- 
fier (hearing  aid) 

Subminiature  electrometer  tube 

Subminiature  pentode  (hearing  aid) 

Subminiature  electrometer  tube 
(hearing  aid) 

Transmitting  beam  power  pentode 

Television  pick  up  tube 

See  5814A 

Reliable  miniature  medium  Mu  twin 
triode,  equivalent  to  5814  and 
5814WA.  Similar  to  12AU7 

See  5814A 

Equivalent  to  5814A 

Klystron 

Klystron 

Photomultiplier 

Image  orthicon  (television  pick  up) 

Ignitron  (mercury) 

Ignitron 

Miniature,  cold  cathode  glow  dis- 
charge triode 

Beam  power  amplifier,  version  of 
25B6G 

Half  wave  high  vacuum  rectifier 
Image  orthicon  television  pick  up 
Subminiature  medium  Mu  triode 
See  5829WA 

Reliable  receiving  subminiature  twin 
diode,  equivalent  to  5829,  similar 
to  5726/6AL5 

Triode  thyratron 

Very  high  power  transmitting  triode 
Transmitting  triode  similar  to  895R 
Half  wave  rectifier 
Half  wave  rectifier 
Reflex  klystron 
Reflex  klystron 

Reliable  receiving  full  wave'high 

vacuum  rectifier,  similar  to  6X5 

with  12.6  volt  heater 
Reliable  receiving  full  wave  high 

vacuum  rectifier,  similar  to  6X5 

with  26.5  volt  heater 
Reliable  receiving  subminiature  sharp 

cut  off  pentode,  similar  to  5638 

and  6153 
Equivalent  to  5840,  See  5840 
Subminiature  voltage  regulator 
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s 


Current 
Service 

Tube  Type  Designation  Other  Number 

5842  5842  1547,  WE417A,  417A 

5844  5844 

5845  5845 

5846  5846 

5847  5847  404A 

5849  5849  P-ll 

5850  5850  G-ll 

5851  5851  C2115 

5852  5852 

5853  5853  TR368 

5854  5854  CK503AX 

5855  5855 

5857  5857 

5858  5858 

5859  5859 

5860  5860 

5861  5861 

5863  5863  X7109 

5864  5864  ATR321 

5865  5865  TR361,  5865/TR361 
S865/TR361  5865 

5866  5866 
5866A  7986 

5867  5867 

5868  5868 

5869  5869 

5870  5870 

5871  5871 

5873  5873 

5874  5874 

5875  5875 

5876  5876  A2351 

5877  5877 

5878  5878 

5879  5879 
5881  6L6WGB 

5883  5883  ATR381 

5884  .  5884  QF477 

5885  5885 

5886  5886  CK571AX 

5887  5887  75N 

5888  5888 

5889  5889 


Class  Description 

Miniature  triode 

Miniature  receiving  medium  Mu  twin 
triode  computer  tube,  similar  to  6J6 
and  6211 
Miniature  double  diode 
Reference  cavity  -  not  a  tube 
Miniature  pentode  voltage  amplifier 
Subminiature  pentode  (hearing  aid) 
Subminiature  pentode  (hearing  aid) 
Subminiature  beam  power  pentode 
Reliable  receiving  full  wave  high 
vacuum  rectifier,  similar  to  6X5 
TR  tube 

Subminiature  power  output  pentode 
Thyratron 

Secondary  emission  heptode  multiplier 

Transmitting  triode  similar  to  498 

X-ray  rectifier 

X-ray  rectifier  tube 

Triode  power  amplifier  (Dutch) 

TR  tube 

ATR  tube 

Band  pass  TR  tube 

See  5865 

Transmitting  triode 
See  7986 

Transmitting  triode 
Transmitting  triode 
Mercury  vapor  rectifier 
Mercury  vapor  rectifier 
Receiving  power  output  pentode 

(Canadian  6V6GT) 
Subminiature  RF  pentode 
Triode  modulator  (water  cooled) 
Subminiature  RF  pentode 
UHF  pencil  triode 

Thyratron,  multi  electrode-gas  filled 

Thyratron,  gas  filled 

Miniature  pentode  voltage  amplifier 

See  6L6WGB 

ATR  tube 

Subminiature  twin  tetrode  electro- 
meter 

Subminiature  twin  tetrode  electro- 
meter 

Subminiature  electrometer  pentode 
Beta-gamma  counter  tube 
Gamma  counter  tube 
Subminiature  electrometer  pentode 
(similar  to  5886) 


238 
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Current 
Service 

Tube  Type  Designation  Other  Number 

5890  5890 

5891  5891 

5892  5892 

5893  5893  A2317,  A2317C 

5894  5894  AX9903/5894 

5895  5895 

5896  5896  SD994B 

5896A  5896A 

5897  5897  SD993C 

5898  5898  SD992C 

5899  5899  SN972D 

5899A  5899A 

5900  5900  SD995B,  5900/5899 
5900/5899  5900 

5901  5901  SD996B 

5902  5902  SN976,  SN976D 

5902A  5902A 

5902WA  5902WA 

5903  5903  SD989B 

5904  5904  SD988C 

5905  5905  SN983B 

5906  5906  SN985B 

5907  5907  SD990B 

5908  5908  SN984A 
5910  5910 

5915  5915 

5915A  5915A 

5916  5916  SN986B 

5917  5917 

5918  5918 

5919  5919 

5920  5920 

5921  5921  ATR348 

5922  5922  ATR349 

5923  5923 

5924  5924 


Class  Description 

Beam  pentode  voltage  regulator 
Transmitting  triode  (forced  air 

cooled) 
Gas  rectifier 
UHF  pencil  triode 
Beam  transmitting  twin  tetrode, 

improved  829B 
Twin  tetrode-transmitting  amplifier 
Reliable  receiving  subminiature  twin 

diode,  see  also  6052 
Equivalent  to  5896,  see  5896 
Subminiature  triode  voltage  amplifier 

oscillator 
Subminiature  triode  voltage  amplifier 
Reliable  receiving  subminiature  semi- 
remote  cut  off  pentode,  similar  to 
6154 

Equivalent  to  5899,  see  5899 
Subminiature  pentode  voltage  ampli- 
fier, use  5899 
See  5900 

Subminiature  pentode  voltage  ampli- 
fier, use  5840 

Reliable  receiving  subminiature  audio 
beampower  pentode 

Equivalent  to  5902,  see  5902 

Equivalent  to  5902 

Reliable  subminiature  full  wave  recti- 
fier, see  6053 
Reliable  subminiature  triode,  see  6055 
Reliable  subminiature  pentode 
Reliable  subminiature  pentode 
Reliable  subminiature  pentode, 

see  6056 
Reliable  subminiature  pentode 
Miniature  pentode  voltage  amplifier, 

similar  to  1U4 
Miniature  receiving  heptode  computer 
tube 

Equivalent  to  5915,  see  59-15 
Reliable  subminiature  UHF  pentode 
Transmitting  triode  (water  cooled) 
Water  cooled  transmitting  triode 
Forced  air  cooled  transmitting  triode 
Receiving  miniature  twin  triode 

amplifier 
ATR  tube 
ATR  tube 

Water  cooled  transmitting  triode 
Forced  air  cooled  transmitting  triode 
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Current 
Service 

Tube  Type  Designation  Other  Number 

5925  5925  TR331 

5927  5927  TR350 

5928  5928  X-168 

5929  5929  X190 

5930  5930  2A3W 

5931  5931  5U4WG 

5932  5932  6L6WGA,  5932/656WGA 

5932/6L6WGA  5932 

5933  5933  807W 

5933WA  5933WA  807WA 

5934  5934 

5935  5935 

5936  5936 

5937  5937 

5939  5939  WX3320 

5939A  5939A 

5941  5941  70N 

5942  5942  70NB 

5943  5943  90N 

5944  5944  90NB 

5946  5946 

5947  5947 

5948  5948  1754,  H-6000, 

5948/1754,  VC1754 

5948/1754  5948  VC1754,  1754 

5948A  5948A 

5949  5949  19007,  H-500, 

5949/1907 

5949/1907  5949 

5949A  5949A 
5950 

5956/E36  5956/E36  E-36 

5957/E37  5957/E37  E-37 

5958/E40  5958/E40  E-40 

5959/E41  5959/E41  E-41 

5960  5960  10-54448,  S-340 

5961  5961 

5962  5962  BS-101,  CR300, 

BS-101/5962, 
CK1017,  CE300 


Class  Description 

TR  tube 
TR  tube 

Packaged  magnetron 

Traveling  wave  amplifier 

Ruggedized  receiving  triode  power 
amplifier  similar  to  2A3 

Ruggedized  receiving  full  wave 
vacuum  rectifier,  similar  to  5U4G 

Ruggedized  receiving  beam  power  am- 
plifier pentode,  similar  to  6L6GA, 
superseded  by  6L6WGB 

See  5932 

Ruggedized  transmitting  pentode  am- 
plifier similar  to  807 

Reliable  transmitting  pentode  ampli- 
fier, eguivalent  to  5933,  similar  to 
807 

High  voltage  half  wave  rectifier 
VHF  voltmeter  diode 
Water  cooled  transmitting  triode 
Klystron  (modified  2K25) 
Pre  TR  tube 
Improved  5939 
Beta-gamma  counter  tube 
Beta-gamma  counter  tube 
Beta-gamma  tube 
Beta-gamma  tube 

Forced  air  cooled  transmitting  triode, 

pulse  tested  version  of  6161 
Voltage  reference  diode 
Hydrogen  thyratron 

See  5948 

Quick  warm-up  version  of  5948 
Hydrogen  thyratron 

See  5949 

Quick  warm-up  version  of  5949 
Subminiature  corona  voltage 

regulator 
Hydrogen  thyratron 
Hydrogen  thyratron 
Hydrogen  thyratron 
Hydroger,  thyratron 
Gas  discharge  tube,  ruggedized 
Pentagrid  converter  (Canadian 

reliable  6SA7) 
Miniature  corona  discharge  voltage 

regulator 
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Current 
Service 

Tube  Type  Designation  Other  Number 

5963  5963 

5964  5964 

5965  5965 

596  6  5966 

5967  5967  QF454 

5968  5968  QK456 

CK5969  5969 

5969  5969  CK5969,  QF452 

5970  CK5970  QF455 

5971  5971  QK478 

5972  5972  QF453 

5973  5973  ZV1798/5973 

5974  5974  WX3318 

5975  5975 

5976  5976 

5977  5977  SR1538 

5977A  5977A 

5978  5978 

5979  5979  BS-1,  150N,  1B80, 

N50NA,  BS 1/5979, 
150NA 

5980  5980  BS-2,  151N,  151NA, 

BS2/5980 

5981  5981  5981/5650 
5981/5650  5981 

5982  5982 
5985  5985 

5987  5987  SC968B 

B5991  8422 

5992  5992 

5993  5993 

5994  5994 

5995  5995 

5996  5996 

5997  5997 

5998  5998  421 A 
H-6000  5948 

X6000  3J30 

600  1  2J42 

6002  6002  QK221 
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Class  Description 

Miniature  twin  triode  computer  tube 
Miniature  twin  triode  computer  tube 
Miniature  receiving  medium  Mu  twin 

triode  computer  tube  equivalent  to 

6829  and  6414 
Ionization  gauge 
VHF  miniature  twin  triode 
VHF  subminiature  double  triode, 

receiving  tube 
See  5969 

VHF  subminiature  double  tetrode 
VHF  subminiature  double  pentode 
VHF  subminiature  triode,  ruggedized 
VHF  subminiature  RF  pentode, 

shielded,  receiving  tube 
Diode  rectifier 
Oil  cooled  diode  rectifier 
Receiving  subminiature  medium  Mu 

triode,  similar  to  6152 
Klystron 

Reliable  receiving  subminiature 

medium  Mu  triode 
Equivalent  to  5977.  See  5977 
Gamma  counter  tube 
Beta-gamma  counter  tube.  See  also 

8378 

Gamma  counter  tube 

Klystron  oscillator 
See  5981 

Pulsed  packaged  magnetron 
Receiving  miniature  beam  power  tube 
Reliable  receiving  subminiature  low 

Mu  power  triode 
See  8422 

Reliable  receiving  beam  power 

amplifier  similar  to  6V6 
Receiving  receiving  miniature  full  wave 

high  vacuum  rectifier,  similar 

to  6X4 

Air  cooled  transmitting  beam  tetrode 

Subminiature  diode 

Forced  air  cooled  transmitting  triode 

Image  intensifier 

Receiving  twin  triode 

See  5948 

See  3J30 

See  2J42 

Packaged  magnetron 


MIL-HDBK-213A 
S  Kovenb.r  1963 


Tube  Type 

X6003 
6003 
6004 
6005 

6005/6AQ5W 


6005/6AQ5W/6095 
6006 

6007 

6008 

6009 

6010 

6011 

X6011 

X6012 

6012 

6013 

6014 

6015 

6018 

6019 

6021 


6021A 

6021WA 

6022 

6023 

6024 

R6025 

6026 

6027 

6028 

6029 

X6030 

X6031 

X6032 

6032 

6032A 

X6033 

6033 

X6034 

6034 

X6035 

6035 

X6036 


Current 
Service 
Designation 

3J31 
6003 
6004 

6005/6AQ5W 
6005/6AQ5W 


6005/6AQ5W 
6006 

6007 
6008 
6009 
6010 
6011 
1B24 
1B28 
6012 
6013 
6014 
6015 
6018 
6019 
6021 


6021A 

6021WA 

6022 

6023 

6024 

10FP4 

6026 

6027 

6028 

6029 

X6030 

1B35 

1B50 

6032 

6032A 

1B51 

6033 

1B55 

6034 

1B52 

6035 

1B54 


Other  Number 


Class  Description 


SB846F 


See3J31 

Packaged  magnetron 
Full  wave  rectifier 
See  6005/6AQ5W 
6005,  Z2106,  6095,  Z1499,  Reliable  miniature  beam  power 
6005/6AQ5W/6095  amplifier  tetrode,  equivalent  to 

6AQ5  and  6095 
See  6005/6AQ5W 

Ruggedized  remote  cut-off  pentode 

(Canadian)  version  of  6SG7 
Subminiature  pentode  (hearing  aid) 
Subminiature  pentode  (hearing  aid) 
Water  cooled  transmitting  triode 
Subminiature  triode 
Mercury  thyratron 
See  1B24 
See  1B28 

Gas  thyratron  (tetrode) 
Inert  gas  rectifier 
Thyratron 

Hot  cathode  gas  rectifier 
UHF  triode  -  plate  pulsed 
Transmitting  tetrode  tube 
Reliable  receiving  subminiature 
medium  Mu  triode,  equivalent 
to  6BF7  and  6021 A,  similar  to 
2C51  and  5670 
Equivalent  to  6021,  see  6021 
Equivalent  to  6021 
ATR  tube 

Dual  gas  -  switching  tube 
Modified  1B56  ATR  tube 
See  10FP4 
Subminiature  triode 
Packaged  magnetron 
Miniature  pentode 
Subminiature  triode 
Diode  rectifier  (similar  to  2AC15 

except  base) 
See  1B35 
See  1B50 

Infra-red  image  tube 
Infra-red  image  tube,  high  sensitivity 
See  1B51 
ATR  tube 
See  1B55 
ATR  tube 
See  1B52 
TR  tube 
See  1B54 


ATR332 


ATR387 


2J42A 

408A 

CK573AX 


C7128B 
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Current 
Service 

Tube  Type  Designation  Other  Number 

6036  6036 

6037  6037/QK243  QK243 
6037/OK243  6037/QK243  QK243, 6037 

6038  1B35A  ATR414 

6039  6039 

6040  6040 
X6041  X6041 

6041  6041 

6042  6042 

6043  6043  QK159 
X6044  1B63A 

6044  6044 

6045  6045 

6046  6046 

6047  6047  XA-34 

6048  CW10 

6049  6049 

6050  6050 

6051  6051  QF7P3 

6052  6052 

6053  6053 

6054  6054  R2151 

6055  6055  5904 

6056  6056  5907 

6057  6057 

6058  6058 

6059  6059 

6060  6060 

6061  6061 

6062  6062 

6063  6063 

6064  6064 

6065  6065 

6066  6066 

X6067  X6067 

6067  6067 

6068  6068 

6069  6069 


MIL-HDBK-213A 
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Class  Description 

Germanium  photo  diode 
See  6037/QK243 
Reflex  klystron 
See  1B35A 

Water  cooled  transmitting  triode 
Reference  cavity 
Packaged  magnetron 
Reference  cavity 

Ruggedized  receiving  twin  triode  sim- 
ilar to6SN7GT  (British) 
Klystron 
See  1B63A 
Thyratron 
Double  triode 

Special  version  of  25L6GT 
Binary  adder  tube  (Canadian) 
See  CW10  (Canadian) 
Reliable  subminiature  pentode 
Subminiature  triode,  selected  5676 
Ruggedized  subminiature  pentode 
Subminiature  dodiode,  high  tempera- 
ture version  of  5896 
Ruggedized  subminiature  double  diode, 

high  temperature  version  of  5903 
Secondary  emission  amplifier  tube 
Subminiature  medium  Mu  triode  rug- 
edized 

Ruggedized  subminiature  remote  cut- 
off pentode 

Miniature  receiving  hi  Mu  twin  triode 
(British),  similar  to  12AX7  and 
5751 

Miniature  twin  diode  (British) 
Miniature  pentode  (British) 
Miniature  double  triode  (British) 
Miniature  beam  power  amplifier 

(British) 
Miniature  pentode  (British) 
Miniature  full  wave  rectifier 

(British) 

Miniature  pentode  similar  to'  type 

6AM6  (British) 
Miniature  pentode  ruggedized 

(British) 
Miniature  double  diode  triode 

(British) 
Broadband  TR  similar  to  1B63 
Miniature  twin  triode  (British) 
Subminiature  pentode  (hearing  aid) 
Subminiature  pentode  (hearing  aid) 
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Current 
Service 

Tube  Type  Designation  Other  Number 

6072  5072  Z2101 
6072A  6072A 

6073  6073 


6074  6074 


6074/OB2WA  6074 

6075  6075  AX9907 

6076  6076  AX9907R 

6077  6077  AX9906/6077 

6078  6078  AX9906/6078 

6079  6079  AX9908 

6080  6080WA  A4535,  A4535A 
6080WA  6080WA 

6080WB  6080WB 

6081  6081  ATR407 

6082  6082 

6082A  6082A 

6082WA  6082WA 

6083  6083  AX9909 

6084  6084 

6085  6085 

6086  6086 

6087  5Y3WGTB  Z2099 

6088  6088  CK522AX 

6089  6089 
X6090  X6090 

6090  6090  RBE-18A 
B6091  8423 

6091  6091 
R6092  R6092 

6092  6092 
6094  6094 


6095  6005/6AQ5W 

6096  5654/6AK5W 

6097  5726/6AL5W/6097 

6098  6098/6AR6WA 
6098/6AR6WA  6098/6AR6WA  6098 

6098W  6098W 

6099  6099 


Class  Description 

Reliable  receiving  miniature  low  noise 

Improved  6072 
twin  triode,  similar  to  12AY7 

Ruggedized  miniature  voltage  regula- 
tor, equivalent  to  OA2, 
see  6626/OA2WA 

Rugqedized  miniature  voltage  regula- 
tor, equivalent  to  0A2, 
see  6627/OB2WA 

See  6074 

Water  cooled  transmitting  tetrode 
Forced  air  cooled  transmitting  tetrode 
Water  cooled  transmitting  triode 
Forced  air  cooled  transmitting  triode 
Transmitting  tetrode 
See  6080WA 

Reliable  low  Mu  twin  power  triode, 

similar  to  6AS7G 
Equivalent  to  6080WA 
ATR  tube 

Low  Mu  twin  power  triode, 

(Ef  =  26.5v)  similar  to  6080 
Equivalent  to  6082 
Equivalent  to  6802 
Transmitting  pentode 
Miniature  pentode  (Dutch) 
Miniature  twin  triode  (Dutch) 
Miniature  pentode  (Dutch) 
See  5Y3WGTB 
Subminiature  pentode 
Reference  cavity 
Ionization  tube 
18  element  radial  beam  tube 
See  8423 

Radial  beam  tube,  18  channels 
Cathode  ray  tube,  12  inch,  magnetic 

focus  and  deflection,  metal  shell 
Subminiature  pentode 
Reliable  receiving  miniature  beam 

power  amplifier,  similar  to  6005 

and  6AQ5 
See  6005/6AQ5W 
See  5654/6AK5W 
See  5726/6AL5W/6097 
See  6098/6AR6WA 
Ruggedized  tetrode  power  amplifier, 

equivalent  to  6AR6 
See  also  6384,  Equivalent  to  6098/ 

6AR6WA 
Equivalent  to  6J6,  see  also  6007 
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Current 
Service 

Tube  Type  Designation  Other  Number 

6100  6100/6C4WA 

6100/6C4WA  6100/6C4WA  6100,  6C4WA 

6101  6J6WA 
6101/6J6WA  6J6WA 

6102  6102 

6103  6103 
6106  6106 


6107  6107  BS-212 

6108  6108  BS-213 

6109  6109  BS404 

6110  6110 

6111  6111 

6111A  6111A 

611 1WA  6111WA 

6112  6112 

6112A  6112A 

6112WA  6112WA 

6113  6113 

6115  6115  QK351,  QK318 

61  ISA  6115A 

6116 .  6116  QK361,  TE39 

6117  6117 

6118  6118 

6119  6119 

6121  6121 
R6122  R6122 

6122  6122/Z1700 

6122/Z1700  6122/Z1700  Z1700,  6122 

6123  6123/Z1701 

6123/Z1701  6123/Z1701  Z1701,  6123 

6124  6124/Z1702 

6124/Z1702  6124/Z1702  Z1702, 6124 

6125  6125/Z1703 

6125/Z1703  6125/Z1703  Z1703,  6125 

6126  6126/Z1908 

6126/Z1908  6126/Z1908  Z1908  ,  6125 

6127  6127/Z1704 

6127/Z1704  6127/Z1704  Z1704, 6127 

6128  6128  Z1782 

6129  6129  Z1783 

6130  6130  KU-43,  E-42, 

3C45/6130,  45Z3 

6132  6132 


Class  Description 

See6100/6C4WA 
Reliable  miniature  HF  triode 
See  6J6WA 
See  6J6WA 

Oil  cooled  high  vacuum  diode 
Forced  air  cooled  high  vacuum  diode 
Reliable  receiving  full  wave  high 

vacuum  rectifier,  equivalent  to 

5Y3GT,  similar  to  6853 
Integrator  tube 
Integrator  tube 

Corona  discharge  voltage  regulator 
tube 

Reliable  receiving  subminiature  twin 
diode 

Reliable  receiving  subminiature  medi- 
um Mu  twin  tfiode 

Equivalent  to  6112 

Equivalent  to  6111 

Reliable  receiving  subminiature  high 
Mu  twin  triode 

Equivalent  to  6112 

Equivalent  to  6112 

Twin  triode 

Reflex  klystron 

Reflex  klystron 

Reflex  klystron  (rugged  2K45) 

TR  tube  -  similar  to  1B58 

Duplex  diode  triode  (Canadian 
reliable  6Q7) 

Corona  regulator  tube 

Filament  subminiature  triode 

Cathode  ray  tube 

See6122/Z1700 

CW  magnetron 

See6123/Z1701 

CW  magnetron 

See6124/Z1702 

CW  magnetron 

See6125/Z1703 

CW  magnetron 

See6126/Z1908 

CW  magnetron 

See6127/Z1704 

CW  magnetron 

ATR  tube 

TR  tube 

Hydrogen  thyratron  (high  altitude 

version  of  3C45) 
Miniature  video  pentode  (British) 
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Current 
Service 

Tube  Type  Designation  Other  Number 

6133  6133  2K28A 

6134  6AC7WA 

6135  6135 

6136  6AU6WA 

6137  6SK7WA 
6140  6140 

614  1  614  1  427A,  6141/427A 

6141/427A  6141 

6142  6142 

6143  6143 

6144  6144 

6145  6145 

6146  6146 
6146W  6146W 

6147  5147 

6148  5702WA 

6149  5703WA 

6150  5784WA 

6151  5744WA 

6152  6152 

6153  6153 

6154  6154 

6155  6155 

6156  6156 

6157  6157 

6158  6158 

6159  6159 
6159W  6159W 

6161  6161  A2214J 

6162  6162  ATR388A 

6163  6163 

6164  6164  TR429 

6166  6166 

6167  6167 

6169  6169 

6170  6170  R-2070-25  type  5 

6173  6173 

6174  6174  CK1027 

6177  6177  QK363 

6178  6178 


Class  Description 

Klystron 
See  6AC7WA 

Reliable  receiving  miniature  medium 
Mu  triode  (Vi  of  a  5814),  similar 
to6C4 

See  6AU6WA 

See  6SK7WA 

Voltage  reference  tube 

Gas  voltage  regulator  with  starter 

See  6141 

Subminiature  gas  diode  voltage 

regulator 
Subminiature  corona  regulator  tube 

(similar  to  CK1039) 
Noise  diode 

Receiving  pentode,  video  amplifier 
UHF  beam  power  amplifier  oscillator 
Equivalent  to  6146 
Receiving  subminiature  beam  power 

tetrode  (selected  5851) 
See  5702WA 
See  5703WA 
See  5784WA 
See  5744WA 

Reliable  receiving  subminiature  me- 
dium Mu  triode,  similiar  to  5975 
Subminiature  pentode,  similar  to  5840 
Subminiature  pentode,  similar  to  5899 
Transmitting  tetrode,  similar  to  4D21 
Transmitting  tetrode,  similar  to  5D22 
Miniature  rectifier  (British) 
Miniature  twin  triode  (British) 
VHF  beam  power  amplifier,  oscillator 
Equivalent  to  6159 

Improved  5588.  See  5946.  UHF  trans- 
mitting triode 
ATR  tube 
ATR  tube 
TR  tube 

Transmitting  tetrode 

Ten  stage  cold  cathode  gas  discharge 

stepping  tube 
Ruggedized  subminiature  triode 
25  element  radial  beam  tube,  baseless 

version  of  6324 
Pencil  type  UHF  diode 
Miniature  cold  cathode  gas  rectifier 

Similar  to  5517 
CW  magnetron 
Reflex  klystron 
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Current 
Service 

Tube  Type  Designation  Other  Number 

6179  6179 

6180  6180 

6181  6181 

6182  6182 

6183  6183/Z5053 

6184  6184 

6185  6185 
6186/6AG5WA  6186/6AG5WA 
6187  6187 
6188/6SU7WGT  6188/6SU7WGT 
6189/12AU7WA  6189/12AU7WA 
6193  6193 
R6194B  R6194B 

6195  6195 

6196  6196 

6197  6197 

6198  6198 
6198A  6 198  A 

6199  6199 

6201  12AT7WA 
6201/12AT7WA  12AT7WA 

6202  6X4WA 

6203  6203 

6205  6205 

6205A  6205A 

6206  6206 

6206A  6206A 

6207  6207 

6208  6208 

6209  6209 

6210  6210 

6211  6211 


R6212A  6144  TT1 

6213  .  6213 

6214  6214 

6215  6215 

6216  6216 


Class  Description 

Water  cooled  transmitting  triode 

modulator 
Receiving  twin  triode,  ruggedized 

Similar  to  6SN7GT  (British) 
UHF  transmitting  power  tetrode 
Water  cooled  UHF  transmitting 

tetrode 
Obsolete,  see  6942 
Ruggedized  subminiature  twin  diode, 

similar  to  5896 
Equivalent  to  2C51W 
Equivalent  to  6AG5 
Equivalent  to  6AS6 
Equivalent  to  6SU7GT 
Equivalent  to  12AU7 
Ruggedized  subminiature  twin  triode 
Vacuum  rectifier 

Subminiature  rugged  beam  pentode 
Miniature  electrometer  tube  (French) 
Miniature  amplifier  pentode  "on-off 

control" 
Vidicon  camera  tube 
Vidicon,  new  design  eliminates  tip,  no 

restriction  on  position 
Ten  stage  multiplier  phototube 
See  12AT7WA  > 
See  12AT7WA 
See  6X4WA 

Reliable  receiving  miniature  full  wave 
vacuum  rectifier  similar  to  6X4 

Reliable  receiving  subminiature  sharp 
cut  off  dual  control  pentode 

Equivalent  to  6205 

Reliable  receiving  subminiature  semi- 
remote  cut  off  dual  control  pentode 
Equivalent  to  6206 
X-ray  counter  tube 
Alpha-beta  counter  tube 
Alpha-beta  x-ray  counter  tube 
Alpha-beta  x-ray  counter  tube 
Receiving  miniature  medium  Mu  twin 
triode  computer  tube,  similar  to 
5844  and  6J6 
See  6144 

Receiving  subminiature  voltage  refer- 
ence, (operating  volt,  approx.  130v) 

ATR  tube,  similar  to  1B35A  and 
1B37A 

Half-wave  rectifier 

Miniature  pentode,  filter  reactor  tube 
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Current 

Service 

Tube  Type 

Designation 

Other  Number 

Class  Description 

6217 

6217 

Headon  photomultiplier 

6218 

6218 

r^v    I'll                                 l                     /I*.  *1_ 

Reliable  miniature  beam  reflector  tube 

(British) 

6221 

6221 

Reliable  receiving  subminiature  medi- 

um Mu  triode.  Equivalent  to  5718 

6222 

6222 

Reliable  receiving  subminiature  high 

Mu  triode.  Equivalent  to  5/19 

6223 

6223 

Reliable  receiving  subminiature  sharp 

cut-off  pentode.  Equivalent  to  5840 

6224 

6224 

Reliable  receiving  subminiature  power 

pentode 

6225 

6225 

Reliable  receiving  subminiature  semi- 

remote  cut-off  pentode.  Equivalent 

to  5840 

6228 

6228 

BL38,  QK506 

ATR  tube 

6229 

6229/6230 

QK299 

Pulse  magnetron 

6230 

6229/6230 

Pulse  magnetron 

6231 

6231 

Inert  gas  thyratron 

6232 

6232 

TR427 

TR  tube  similar  to  1B63 

6233 

6233 

L-3023 

Pulse  magnetron 

6236 

6236 

External  cavity  reflex  klystron 

6237 

6237 

Forced  air  cooled  power  amplifier 

klystron 

6238 

6238 

Forced  air  cooled  power  amplifier 

klystron 

6239 

6239 

Forced  air  cooled  power  amplifier 

klystron 

6240 

6240 

Forced  air  cooled  power  amplifier 

klystron 

6241 

6241 

Forced  air  cooled  power  amplifier 

klystron 

6242 

6242 

Forced  air  cooled  power  amplifier 

klystron 

6245 

6245 

Reliable  subminiature  UHF  pentode 

low  voltage  version  of  5702WA 

6246 

6246 

508/6246 

Water  cooled  transmitting  triode 

6247 

6247 

CK628 

Reliable  receiving  subminiature  high 

Mu  triode,  low  noise  tube.  Similar 

to  6533,  5702  ,  5744 

6248 

6248 

QK311,  QK311/6248 

Magnetron 

6249 

6249 

QK349 

Tunable  pulsed  magnetron 

6250 

6250 

Miniature  electrometer  tetrode 

(French) 

6251 

6251 

Water  cooled  VHF  transmitting 

tetrode 

6252 

6252 

AX9910 

UHF  transmitting  double  tetrode 

6253 

6253 

QK306 

CW  reflex  klystron 

6254 

6254 

CW  reflex  klystron.  Similar  to  2K33 

6256 

6256 

Water  cooled  transmitting  triode 

6257 

6257 

Water  cooled  transmitting  triode 
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Current 
Service 

Tube  Type  Designation  Other  Number 

6258  6258 

6259  6259 

6260  6250  WX3345 

6261  6261 

6263  6263 

6264  6264 

6265  6265 

6267  6267 

6268  6268  AX9911 

6270  6270 

6271  6271 

6272  6272 

6273  6273 

6274  6274 

6275  6275 

6276  6276 

6277  6277  3B28A 

6278  6278 
R6279  R6279 

6279  6279  AX-9912 

6280  6280  416D 
6280/416B  6280/416B 

6281  6281 

6282  6282  CK574AX 

6283  6283 

R6285  R6285 

6285  6285  BL-11 

6286  6286 

6287  '  6287  SD1064A 
R6288  R6288 

6288  6288 

6289  6289 

6290  6290 

6291  6291  K1189 

6292  6292  K1186 

6293  6293 

6294  6294 

6295  6295 

6299  6299  L29,  Z3011 

6301  6301 

6303  6303  X80 

6304  6304  BL-43 


Class  Description 

Forced  air  cooled  transmitting  triode 
Subminiature  voltage  reference  tube 

(Canadian) 
Gas  switching  wi  ndow  (pre  TR  when 

used  in  pairs) 
Modulated  beam  deflection  tube 

(Canadian) 
UHF  pencil  triode 
UHF  pencil  triode 
Miniature  pentode.  Similar  to  6BH6 
Miniature  pentode  (Canadian) 
Hydrogen  thyratron  (version  of 

4C35) 

Tunable  pulsed  magnetron 
Tunable  pulsed  magnetron 
Tunable  pulsed  magnetron 
Tunable  pulsed  magnetron 
Tunable  pulsed  magnetron 
Tunable  pulsed  magnetron 
ATR  Similar  to  1B35 
Inert  gas  half-wave  rectifier 
Xenon  thyratron  Similar  to  C5F14 
Selected  2B22  lighthouse  diode 
Hydrogen  thyratron.  Similar  to  5C22 
UHF  planor  triode 
UHF  planor  triode 
Subminiature  filamentary  pentode  . 
Broadband  TR  tube 
UHF  forced  air  cooled  transmitting 
tetrode 

Selected  2B22  lighthouse  diode 
High  power  pulsed  magnetron 
Subminiature  VHF  triode.  Similar  to 
5676 

Reliable  miniature  beam  pentode 
Modified  type  2D21 
Xenon  rectifier 

Corona  discharge  voltage  regulator 

Gamma  counter  tube 

10  stage  photomultiplier 

10  stage  photomultiplier 

Pulsed  modulator  beam  pentode  (6146 

with  pulse  ratings) 
Reflex  klystron 
Reflex  klystron  ■ 

Miniature  lighthouse  UHF  triode 
Reference  cavity 

Transmitting  hiqh  vacuum  rectifier 
ATR  tube 
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Current 

Service 

Tube  Type 

De  s  ignation 

Other  Number 

Class  Description 

6305 

6305 

Miniature  half-wave  rectifier 

(British) 

6306 

6306 

Gamma  counter  tube 

6307 

6307 

Proportional  counter  tube 

6308 

6308 

Reliable  receiving  subminiature  volt- 

age reference  (operating  volt. 

approx.  85v) 

6310 

6310 

V260,  QK417/6310 

Reflex  klystron 

6311 

6311 

V261 

Reflex  klystron 

6312 

6312 

V-270 

Reflex  klystron 

R6313A 

R6313A 

Xenon  thyratron 

6313 

6313 

V280 

Reflex  klystron 

6314 

6314 

V290 

Reflex  klystron 

6315 

6315 

V-153,  V-56,  V56/6315 

Reflex  klystron 

6316 

6316 

V151,  QK436,  BL800A 

Reflex  klystron  oscillator 

6320 

6320 

R2193 

Subminiature  twin  triode  (low  heater 

drain) 

632' 

6321 

R2194 

Subminiature  twin  triode  (low  neater 

drain) 

6322 

6322 

BL25 

TR  tube 

6323 

6323 

Nine  stage  photomultipher  tube 

6324 

6324 

• 

25  element  radial  beam  tube,  same  as 

6170  with  base 

6325 

6325 

L-1308A 

Full  wave  rectifier,  similar  to 

5R4WGY 

6326 

6326 

Vidicon  TV  camera  tube 

6327 

6327 

Beam  power  pentode  (equivalent  to 

two  6AR6'S) 

6328 

6328 

Nine  stage  photomultiplier  tube 

6330 

6330 

Vacuum  relays 

6331 

6331 

Vacuum  relays 

6332 

6332 

Subminiature  cold  cathode  voltage 

regulator 

6333 

6333 

lit    .                I     J  ».               • .  .  .         .        j  _ 

Water  cooled  transmitting  triode 

Similar  to  892 

6334 

6334 

BL27 

Dual  In  tube  [ band  Pass) 

6336 

6336 

Reliable  twin  triode  voltage  regulator 

6336A 

6336A 

Huggedized  o33b 

6336B 

6336B 

Equivalent  to  6336A 

6337 

6337 

Reliable  triode  voltage  regulator 

6339 

6339 

Clipper  diode  (smaller  version  of 

3B29) 

6342 

6342 

Ten  stage  photomultiplier  tube 

6343 

6343 

Vacuum  gage 

6344/QK235 

6344/QK235 

Tunable  pulsed  magnetron 

6345 

1HT4 

See  1HT4 

6346 

6346 

Ignitron,  temperature  controlled  ver- 

sion of  5551/FG271 

6347 

6347 

Ignitron,  temperature  controlled  ver- 

sion  of  5552 
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Current 
Service 

Tube  Type  Designation  Other  Number 

6348  6348 

6350  6350 

6351  6351 

6352  6352 

6353  6353 

6354  6354 

6355  6355  R2164 

6356  6356  TD10 

6357  6357  TD11 

6358  6358  TD12 

6359  6359  TD13 
6350  6360 

6361  6361  TT25 

6362  6362 

6363  6363  K1197 

6364  6364  K1198 

6365  6365  K1213 

6366  6366 

6367  6367 
63n8  6368 
6370  6370 

6372  6372  C-7157A 

6373  6373 

6374  6374 

6375  6375 

6376  6376 

6377  6377 

6378  6378  BL-62 

6379  6379 

6380  6380 

6381  6381 
R6383  6590 

6383  6383 

6384  6384 

6385  6385 


MIL-HDBK-213A 
5  November  1963 


Class  Description 

Iqnitron,  temperature  controlled  ver- 
sion of  5553 
Miniature  double  triode  for  computer 

applications 
Miniature  secondary  emission  pentode 

(British) 
Subminiature  double  diode 
Corona  regulator  tube 
Miniature  voltage  stabilizer 

(Canadian) 
Twin  tuning  indicator  tube 
Super  high  frequency  gas  noise  source 
S.H.F.  gas  noise  source 
S.H.F.  gas  noise  source 
S.H.F.  gas  noise  source 
V.H.F.  receiving  twin  tetrode 
Position  sensing  device 
Multiplier  phototube 
Multiplier  phototube 
Multiplier  phototube 
Multiplier  phototube 
Forced  air  cooled  transmitting  triode 

modulator,  R.F.  amplifier,  oscillator 
Forced  air  cooled  transmitting  triode 

modulator,  R.F.  amplifier,  oscillator 
T.R.  tube.  Small  flange  modification  of 

5863 

Decade  counter  tube 

Multiplier  phototube,  alpha  counting 

Subminiature  R.F.  output  pentode 

(British) 
Subminiature  half  wave  rectifier 

(British) 
U.H.F.  subminiature  R.F.  triode 

(British) 
Fission  counter  tube 
Radiation  counter  tube 
Tunable  TR  tube.  Miniature  version 

of  1B24A 
Water  cooled  transmitting  triode 
Infra-red  image  tube.  Similar  to  1C16 
Infra-red  image  tube 
See  6590 

Liquid  and  forced  air  cooled  power 

tube  U.H.F. 
Reliable  tetrode  pwer  amplifier. 

Equivalent  to  6098/6AR6WA 
Reliable  receiving  miniature  mediurr. 

Mu  twin  triode.  Similar  to  2C51. 

5670  and  6654 
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Current 
Service 

Tube  Type  Designation  Other  Number 

6386  6386 

6388  6388 

6389  6389 

6390  6390 

6391  6391 

6393  6393  BL68 

6394  6394 

6395  6395 

6396  6396  BL650 

6397  6397 

6399  6399 

6400  6400 

6401  6401 

6402  6402  QK437, 6402/QK437 
6402/QK437  6402 

6403  6403  6403/QK303,  QK303 
6403/QK303  6403 

6405  6405  1640, 6405/1640 

RCA1640 

6405/1640  6405 

6406  6406/QK428 
6406/QK428  6406/QK428  6406 

6409/QK436  6409/QK436 

6410  6410  QK338, 6410/QK338 
6410/QK338  6410 

6410A/QK338A  6410A/QK338A  QK338A 

6411  6411 
6414  6414 


6417  6417 

6418  6418  CK548DX 

6419  6419 


6420  6420 

6421  6421 
6421F  6421F 

6422  6422 

6423  6423 


Class  Description 

Reliable  receiving  miniature  medium 
Mu  twin  triode 

Cold  cathode  trigger  tube,  gas  filled 

Ruggedized  reflex  klystron 

External  cavity  reflex  klystron 

Subminiature  pentode,  low  micro- 
phonics (British) 

Broad  band  ATR  tube 

Low  Mu  twin  power striode  (26.5  volt 
version  of  6336) 

Miniature  R.F.  pentode  non-micro- 
phonic.  Similar  to  1U4 

Broad  band  ATR  tube.  Similar  to 
6890/BL650 

U.H.F.  subminiature  pentode.  Similar 
to  6147 

Water  cooled  transmitting  triode 
Water  cooled  transmitting  triode 
U.H.F.  forced  air  cooled  transmitting 
triode 

Tunable  pulsed  packaged  magnetron 
See  6402 

Tunable  pulsed  packaged  magnetron 
See  6403 
Gas  phototube* 

See  6405 

See  6406/QK428 

Fixed  frequency  packaged  pulsed 

magnetron 
Reflex  klystron 
Pulsed  packaged  magnetron 
See  6410 

Pulsed  packaged  magnetron 
Infra-red  image  tube 
Reliable  miniature  receiving  medium 
Mu  twin  triode  computer  tube. 
Equivalent  to  5965  and  6829 
Miniature  VHF  beam  power  pentode 

( 12.6  version  of  5763) 
Subminiature  power  amplifier  pentode 

for  portable  equipment 
Subminiature  voltage  amplifier  pen- 
tode, similar  electrically  to 
CK549DX 
Water  cooled  transmitting  triode 
Water  cooled  transmitting  triode 
Forced  air  cooled  transmitting  triode 
Water  cooled  transmitting  triode 
Water  cooled  transmitting  triode 
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Currant 

Service 

Tub*  Type 

Designation 

Other  Number 

Class  Description 

6424 

6424 

Water  cooled  transmitting  triode 

6425 

6425 

Forced  air  cooled  transmitting  triode 

6426 

6426 

Water  cooled  transmitting  triode 

6427 

6427 

Forced  air  cooled  transmitting  triode 

6435 

6435 

Reference  cavity 

6436 

6436 

CK1036 

Subminiature  cold  cathode  gas  diode 

6437 

6437 

CK1037 

Corona  discharge  voltage  regulator 

6438 

•6438 

CK1038 

Corona  discharge  voltage  regulator 

6442 

6442 

Z1911 

Microwave  triode  (lighthouse  type) 

6443 

6443 

Miniature  half  wave  rectifier 

(British) 

6444 

6444 

C.W.  magnetron 

6445 

6445 

Forced  air  cooled  transmitting  triode. 

Similar  to  892R 

6446 

6446 

Water  cooled  transmitting  triode. 

Similar  to  892 

6447 

6447 

Forced  air  cooled  transmitting  triode. 

Similar  to  892R 

6448 

6448 

U.H.F.  water  cooled  beam  power 

tetrode 

6452 

6452 

Reference  cavity 

6455 

6455 

BL61 

ATR  tube 

6462 

6462 

R2211 

Magnetic  pick  up  tube 

C  AO 

6463 

6463 

Receiving  miniature  medium  Mu  twin 

triode  computer  tube  ( 

6465 

6465 

K-484 

Two  cavity  klystron  amplifier 

6466 

6466 

K-485 

Two  cavity  klystron  amplifier 

6467 

6467 

K1231 

Ten  stage  photo  multiplier 

6468 

6468 

Integral  cavity  wave  guide  output 

klystron 

6469 

6469 

Integral  cavity  wave  guide  output 

klystron 

6470 

6470 

Integral  cavity  wave  guide  output 

klystron 

6471 

6471 

BS408 

Corona  discharge  voltage  regulator 

6472 

6472 

Nine  stage  photo  multiplier 

(headlight  control) 

6474 

6474 

1854 

Image  orthicon 

6475 

6475 

U.H.F.  voltmeter  diode  (probe  diode) 

6476 

6476 

Cold  cathode  decade  counter  tube 

04 /o 

C  AHO 

Thyratron 

6481 

6481 

Microwave  planar  triode 

6482 

6482 

Cold  cathode  decade  counter  tube 

6483 

6483 

Cold  cathode  trigger  tube 

6485 

6485 

Receiving  miniature  pentode 

(special  version  6AH6) 

6486 

6486 

Reliable  receiving  miniature  dual  con- 

trol pentode.  Similar  to 

5725/6AS6W 

6486A 

6486A 

Equivalent  to  6486 
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Current 
Service 

Tube  Type  Designation  Other  Number 

6487  6487 

6488  6488 

6489  6489 

6490  6490 

6491  6491 

6493  6493 

6494  6494 

6495  6495 

6496  6496 

6497  6497 

6498  6498 

6499  6499  C73404 

6500  6500  C73405 

6501  6501 

6503  6503 

6504  6504 

6507  6507 

6508  6508 

6509  6509 

6510  6510 

6511  6511 

6512  6512 

6513  6513 

6514  6514 

6515  6515 

6516  6516 


6517  6517  .  QK3S8 

6518  6518 

6519  6519 

6520  6520 

6521  6521 

6522  6522 

6524  6524 

6525  6525 

6526  6526 


Class  Description 

Subminiature  R.F.  pentode  (British) 
Subminiature  R.F.  pentode  (British) 
Subminiature  diode  (British) 
Gamma  counter  tube 
Beta-gamma  counter  tube 
Travelling  wave  tube  amplifier 
Travelling  wave  tube-Dispersive 

amplifier 
Travelling  wave  tube-Broad  band, 

low  noise 
Backward  wave  oscillator 
Numerical  indicator  (Inditron) 
Direct  view  storage  tube  (Memotron) 
Barrier  grid  storage  tube  (Radechon) 
Barrier  grid  storage  tube  (Radechon) 
Dual  TR  tube 
UHF  planar  triode 
Double  grid,  ignitron 
Magnetron  oscillator,  "L"  type 
Rectifier 

Ignitron  (rectifier  service),  similar 
to  GL5555/FG-238B 

Magnetron,  pulse  type,  fixed  fre- 
quency 

Ignitron,  water  cooled 

Ignitron,  water  cooled,  mercury-pool 
rectifier 

Ignitron,  water  cooled,  mercury-pool 

rectifier.  Similar  to  GL5555 
Ignitron,  water  cooled,  rectifier 
Ignitron,  water  cooled,  rectifier 
Receiving  H.F.  pentode,  7  pin  mini- 
ature. Similar  to  6AM5  (British- 
Brimar) 

Magnetron,  IMW,  tunable  pulse, 

air  cooled 
Magnetron,  pulsed  type  oscillator 
Receiving,  subminiature,  power 

amplifier  pentode 
Low  Mu  twin  power  triode, 

characteristics  of  6AS7G 
Magnetron,  fixed  pulse  oscillator 
Hydrogen  thyratron,  similar  to 

5C22,  KU25,  HT45 
Twin  beam  power  amplifier,  UHF, 

similar  to  6850 
Tetrode  thyratron,  relay  driver 
Receiving  pentode  power  amplifier, 

subminiature 
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Current 
Service 

Tube  Type  Designation  Other  Number 

6527  6527 

6528  6528 

6531  6531  TE-30 

6532  6532 

6533  6533 

6533WA  6533WA 

6535  6535 

6536  6536 

6537  6537 

6538  6538 

6539  6539 

6540  6540  QF861 

6541  6541 

6542  6542 

6543  6543/4J52T  4J52T 

6544  6544 

6545  6545 

6546  6546 

6549  6549 

6550  6550 

6551  6551  QK444 

6558  6558 

6559  6559 

6560  6560  BL35, 6560/BL35 
6560/BL35  6560 

6562  6562 

6564  6564  BL71 

6565  6565  BL313 

6566  6566  BL26 

6567  6567 

6568/BL28  6568/BL28  BL28 

6569  6569 

6570  6570 


Class  Description 

Magnetron,  forced  air  cooled,  fixed 

frequency,  pulsed.  Similar  to 

2J42,  and  QK472 
Medium  Mu  twin  power  triode 
Reflex  klystron 
Screw  base  half  wave  rectifier 
Reliable  receiving  suhminiature  low 

noise  high  Mu  triode. 

Similar  to  6247,  5744 
Improved  6533,  see  also  8096 
Thermocouple  vacuum  gauge  tube 
Thermocouple  vacuum  gauge  tube 
Low  noise  amplifier,  traveling  wave 

tube 

Receiving  (acorn  tube)  cold  cathode 
stabilizer  (Mullard-English) 

Receiving  (acorn  tube)  cold  cathode 
stabilizer  (Mullard-English) 

Subminiature  pentode.  Similar  to 
5702WA 

Klystron,  rugged-K  band-oscillator, 

tuning  version 
Receiving  tube,  subminiature, 

cold  cathode,  gas  diode 
Tunable  pulsed  magnetron 
Transmitting  pjlsed  beam  triode 
Tunable,  transmitting-receiving  tube, 

100KW  peak 
ATR,  100KW  peak  power 
Beam  power  pentode,  75  watts  plate 

dissipation 
Receiving  AG  beam  power  amplifier 
Magnetron,  40KW,  pulsed,  air  cooled 
Tunable  air  cooled  magnetron. 

Similar  to  4 J 50 
TWT,  CW  or  pulsed  plate  dissipation 

1  watt 
Dual  TR  tube 
See  6560 

Pencil  tube,  fixed-tuned,  oscillator 
triode 

TR  tube,  dual  broad  band,  gas 

stitching 
Shutter  and  TR  tube,  X  band 
Tunable  TR  tube 
Transmitting  triode,  water  cooled 
Band  pass  TR  tube 
Power  triode,  radiation  cooled, 

250W  plate  dissipation 
Vacuum  phototube  -  red  response 
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Current 

Service 

Tube  Type 

Designotion 

Other  Number 

Class  Description 

6571 

6571 

C73345 

Computer  storage  tube 

6573 

6573 

QK483/6573 

CW  oscillator  klystron 

6574 

6574 

Gas  tetrode  (Mullard  British) 

6576 

6576 

Water  cooled  transmitting  triode 

6577 

6577 

Typotron  -  5  inch  direct  view 

storage  tube 

6578 

6578 

Ionization  gauge  tube 

6579 

6579 

Thermistor  vacuum  gauge 

6580 

6580 

Power  triode 

6582 

6582 

TE-35 

Reliable  miniature  RF  sharp  cut 

off  pentode 

6582A 

6582A 

Miniature  pentode  RF  sharp  cut  off 

6584 

6584 

TE-38 

Klystron,  reflex,  CW 

6587 

6587 

Hydrogen  thyratron 

6588 

6588 

BL315,  6588/315 

Shutter  tube,  non-pressurized 

6588/BL315 

6588 

See  6588 

6590 

6590 

R6383 

Subminiature  xenon  thyratron 

6591 

6591 

ATR  broad  band  tube 

6592 

6592 

BL309 

TR  and  shutter  tube,  band  pass 

6593 

6593 

BL310 

TR  and  shutter  tube,  band  pass 

6594 

6594 

BL311 

TR  and  shutter  tube,  band  pass 

6595 

6595 

BL316 

TR  tube  and  shutter 

6596 

6596 

BL317 

Shutter  and  TR  tube 

6597 

6597 

BL320 

TR  and  shutter  tube,  band  pass 

6599 

6599 

BL322 

Dual  TR  and  shutter  tube  -  x  band 

6600 

6600 

BL323 

Shutter  tube  for  use  with  TR  tube 

6601 

6601 

BL327 

DUAL  TR  and  shutter  tube 

6602 

6602 

BL329 

Shutter  and  TR  tube 

6604 

6604 

BL509 

Hybrid  duplexer  with  shutters 

6605 

6605 

BL96 

Pre  -  TR  tube 

6611 

6611 

Receiving  subminiature,  flat  press 

6612 

6612 

Receiving  subminiature,  flat  press 

6613 

6613 

BL324 

Dual  TR  and  shutter  tube  -  x  band 

6615 

6615 

BL312 

TR  and  shutter  tube 

6616 

6616 

BL326 

Shutter  and  TR  tube,  broad  brand 

6616 

6616 

BL326 

Shutter  and  TR  tube,  broad  band 

GL-6619 

GL-6619 

See  6619 

6619 

6619 

Z1957,  TR136,  GL6619 

Polarization  duplexer  gas  discharge 

device 

GL6620 

6620 

See  6620 

6620 

6620 

Z1951,  GL-6620 

Pre  In  polarization  duplexer  -  gas 

discharge  device 

GL-6621 

6621 

See  662 1 

6621 

6621 

Z1956,  GL-6621 

Polarization  duplexer  -  gas  dis- 

charge device 

6623 

6623 

Power  amplifier  triode,  forced  air 

cooled 

6624 

6624 

TR  tube  fixed  tuned,  integral  cavity 

GL6625 

6625 

See  6625 

6625 

6625 

GL-6625 

Klystron,  tunable  pulsed 
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C  u  rrent 

Service 

1 ube  1  yp© 

U  e  s  i  Qnotion 

Utner  [Number 

^.lass  description 

RR9R 

6fi96/OA9wA 

Spp  fifi9fi/DA?WA 

vjtrc  UU/.U/  \jr\t.  ii  r\ 

6626/OA2WA 

0A2WA 

6626 

See  0A2WA 

Rfi  97 

UU£  / 

fifi97 

fifi77/DR9WA  OR9WA 

piolif^iKlo  m i n i rt 1 1 iro  wz-ittirno  rortiilnt/" 

i  iciiuuic  iiiiiuuiiuc  vuiiuyc  icyuiun. 

Fnnivnlpnt  to  OR?  nnH  R074 

L-.LJU1  VU1CIH  LU  UDZ,  UJ1U  UU  /  H  ( 

lupciuiiny  vuiL  uppiux.  iuov^ 

R697/nR?WA 

DR9WA 

Spp  OR9WA 

ucc  vjut,  n  r\ 

RR9Q 

6629 

Rl  S4  669Q/R1  S4 

ULjJ*i,  UU63/ 

ATR  tnhp 
n  i  n  iuijc 

RR9Q/R1  S4 

fifi9Q 

Spp  fifi?Q 

OCC  UUiJ 

UUJU 

6630 

RI  55  fifi3n/RI  SS 

DLiJJf  UUOU/  DLjJJ 

ATR  tnhp 

UUJU/  ULiJJ 

6630 

Spp  66  Tl 

fifi^l 

UUJ1 

fifi^l 

Rl  Q4  66^1  /Rl  Q4 

UUJ1/ 

ATR  tnhp    1RT7A  with  innitnr 
n  1  1  1  IUJJC,    IDj/rV  Willi  lyilllUl, 

lot  ucuLon  use 

RR"}1  /RI  Q4 

6631 

Spp  Rfi?l 

WCC  UUJ1 

fifi^9 

fifi^9 

Rl  1R 

i  Ji  LUUc,  !_.  DUI1U,  LUnUUic 

fifi'}'} 
UUJJ 

UUJJ 

Rl  T7  fifiT}/RI  ^7 

Ol-iJ  /  ,  UUJJ/  Oi_i J  / 

in  iuuc,  liAcu  Luiicu 

fifiT!/RI  T7 

UUJJ/  ULO  / 

UUJJ 

Oct  UuuO 

fifi^4 

fifi^4 

UUJ4 

Rr  QD  fifi'WRl  QO 

DLjjKJ,  UUJ47  Dt-i3\J 

1  r-<  tiir%o    Hitrti   r\i^r^H  rintf c 

ill  IUUC,  uuui  uunu  pubb 

6634/RI  on 

6634 

Spp 

6635 

6635 

Rl  S7  fifi^S/RI  S7 

ULjJ  / ,  UUJJ/  UL J  / 

663S/RI  S7 

6635 

Qpp  fifths 

6636 

6636 

Rl  R7  6636/R1R7 

LJL-iO  /  (  UUJU/  U1U  / 

TR  tube 

6636/RI  A7 

6636 

ucc  UUOU 

6637 

6637 

RI  31  6637/R1  31 

ULJ  i !   UUJ  /  /  LJL~rJ  1 

i^R  tiiKo  tnnnnlo 
1  11  LUUCr,  LUllUUlCT 

fifi37/Ri 

UU  J//        J  I 

6637 

Spp  RR^ 

6fi3R 

6638 

Rl  QQ  663R/Rf  QQ 

TR  tnKp 

fifi3R/Rl  QQ 

6638 

OCC  UUJU 

6639 

6639 

Rr  46  663Q/RF  46 

Ul_inU,  UUJJ/  ULi^U 

Ti  inn  nl P  TR  ti  tnP 
1  U11U.UIC    111  IUUC 

663Q/RI  4fi 

6639 

Sep  Rfi^Q 

664(1 

664fl 

UU*1U 

ri  fin  R64n/Ri  fin 

OL_>UU(  UU'lU/  DLiUU 

ll>inl  T^R  tnrto    (cnr>rt  el<*^t  nimlavcsr  1 
UUUi    111  lUJJtr       I  lull  blUl  UUpitrXcl^ 

fi64n/RT  fin 

UU*iU/  l_)l_iUU 

6640 

Spp  RR^lfl 
Otrc  UU4U 

UU*i  1 

6641 

Rr  Rfi  6641  /Rl  Rfi 

DLiUUj  UU41/  01_iOU 

Hiinl  TR  tiiKp 
UUUI   1  fi  LUUtr 

6641/RI  R6 

UU1!  X/  U1_iUU 

6641 

Spp  RR4 1 

UCC  UU*i  1 

6R49/RI  finn 

ULjUUU 

6649/BI  600 

ri  finn 

Dnnl  TR  tnhp 

UUUI    111  LU1JC 

6643 

6643 

RI  Rl  RR43/R1  Rl 

U  L_iU  X ,  UU4J/  LJUjO  i 

TR  tube 

6643/BLR1 

UUT  J/  Ul_iU  1 

6643 

Spp  fifid^ 

UCC  UU'iJ 

6644 

6644 

BLQ5  6644/BLQ5 

TR  tiinp   intpnrni  rri\rit\r 

6644/BL95 

6644 

See  6644 

6645 

6645 

BL95H,  6645/BL95H 

TR,  band  poss 

6645/BL95H 

6645 

See  664 S 

6646/BL604 

6646/BL604 

BL604 

Dnnl  TR  tnhp 

UL1LU    111  LL1UC 

6647/BL604-H 

6647/BL604H 

Dual  TR  tube 

6648/BL615 

6648/BL615 

BL615 

Dual  TR  tube,  band  pass 

6649 

6649 

BL56 

TR  tube,  band  pass  100KW 

6650 

6650 

BL67 

TR  tube,  tunable 

UX6653 

UX6653 

Gas  switching  tube 

6655 

6655 

Photomultiplier,  10  stage  head-on 

type 

6656 

6656 

Image  dissector  camera  tube 

6657 

6657 

Image  dissector  camera  tube 

6658 

6658 

Traveling  wave  tube 
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Current 
Service 

Tube  Type  Designation  Other  Number 

6659  6659  CK1042 

F6660  562 

6660  6660 

6661  6661 

6662  6662 

6663  6663 

6664  6664 

6665  6665 
6669  6669 

6676  6676 

6677  6677 

6678  6678 

6679  6679 

6680  6680 

6681  6681 

6683  6683 

6684  6684  TD18 

6685  6685  BL616,  6685/BL616 
6685/BL616  6685 

6686  6686 


6687 

6688 

6688A 

6689 

6690 

6691 

6692 
6693 
6694 

6694-A 
6695 


6687 

6688 

6688A 

6689 

6690 

6691 

6692 
6693 
6694 

6694A 

6695  QK253-M,  HK7T 


Class  Description 

Subminiature  cold  cathode  half  wave 

rectifier 
See  562 

Miniature  pentode,  remote  cut  off,  hi 

transconductance.  Prototype  6BA6 
Miniature  pentode,  sharp  cut  off. 

Prototype  6BH6 
Miniature  pentode,  remote  cut  off. 

Prototype  6BJ6 
Miniature  twin  diode,  hi-perveance. 

Protype  6AL5 
Miniature  vhf  triode,  prototype  6AB4 
Photomultiplier.  Improved  5819 
Miniature  beam  power  pentode. 

Prototype  6A05 
Miniature  sharp  cutoff  pentode, 

prototype  6CB6 
Miniature  power  pentode. 

Prototype  6CL6 
Miniature  triode  pentode,  hi  Mu. 

Prototype  6U8 
Miniature  hi  Mu  twin  triode. 

Prototype  12AT7 
Miniature  medium  Mu  twin  triode. 

Prototype  12AU7 
Miniature  hi  Mu  twin  triode. 

Prototype  12AX7 
UHF  beam  power  amplifier. 

Same  as  6146  except  heater 
Gas  noise  source  tube 
Dual  TR  tube 
See  6685 

Miniature  output  pentode,  similar  to 

6227  except  heater. 

(Canadian  Rogers  Elect.) 
Dual  control  heptode  (Canadian) 
Pentode  (Canadian) 
Pentode,  wide  band,  improved  6688 
Pentode  (Canadian) 
Subminiature  receiving  twin  triode,  ~ 

medium  Mu 
Oscillator,  3  electrode,  forced  air 

cooled 
Transmitting  triode 
High  voltage  mercury  rectifier 
Photoconductive  cell,  3500-5500A, 

blue-green 
Photoconductive  cell 
Tunable  pulse  magnetron 
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Current 

Service 

Tube  Type 

Designation 

Other  Number 

Class  Description 

6696 

6696 

Water  and  forced  air  cooled,  trans- 

mitting triode 

6697 

6697 

Forced  air  cooled,  transmitting  triode 

6698 

6698 

Traveling  wave  tube,  high  power 

pulse  amplifier 

6699 

6699 

Backward  wave  oscillator,  medium 

power 

6700 

6700 

Beam  switching  tube,  10  positions 

6701 

6701 

Beam  switching  tube 

6703 

6703 

BD301 

Beam  switching  tube,  shielded 

version  of  6700 

6704 

6704 

M010R 

Beam  switching  tube 

6710 

6710 

BX1000 

"Beam-X"  bean  switching  tube 

6711 

6711 

BX2000 

"Beam-X",  shielded  version  of  6710 

6712 

6712 

BX3000 

"Beam  X"  beam  switching  tube 

6752 

6752 

Traveling  wave  tube,  medium  power 

amplifier 

6753 

6753 

Traveling  wave  tube,  low  level 

amplifier 

6754 

6754 

TE36,  412A 

Reliable  full  wave  rectifier,  miniature 

6756 

6756 

Water-cooled  triode  RF  oscillator 

6757 

6757 

Water-cooled  triode  RF  oscillator 

6760 

6760 

Power  amplifier  pentode,  miniature 

(Swedish) 

6761 

6761 

Power  amplifier  pentode,  miniature 

t 

(Swedish)  ; 

6762 

6762 

Wamoscope 

6763 

6763 

Cold  cathode,  gas,  half  wave  rectifier. 

Similar  to  CK5517 

6764 

6764 

Magnetron 

6771 

6771 

High  Mu  triode,  metal  and  ceramic, 

parallel  plane  construction 

6775 

6775 

Power  tetrode,  similar  to  4-400A 

6777 

6777 

Thyratron,  hydrogen  filled 

6778 

6778 

Subminiature  triode  (British) 

6779 

6779 

Cold  cathode  inert  gas  tube  (British) 

6780 

6780 

BL800 

Klystron  oscillator 

6781 

6781 

BL803 

Klystron,  integral  cavity 

6782 

6782 

TD22 

Gas  noise  source,  argon  - 

high  freguency 

6783 

6783 

Thyratron,  inert  gas  mercury  vaper 

6784 

6784 

Traveling  wave  tube 

6786 

6786 

Thyratron,  mercury  vaper 

6787 

6787 

CW  magnetron,  forced  air  cooled 

6788 

6788 

SN1776 

Subminiature  sharp  cut  off  pentode 

6789 

6789 

Glow  discharge  tube,  cold  cathode, 

gas  filled 

6792 

6792 

Hi-vacuum  beam  tetrode  control  tube 

6793 

6793 

Hi-voltage,  hi-vacuum  relay 

6795 

6795 

TR  tube,  miniaturized  x-band 
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Current 
Service 

Tube  Type  Designation  Other  Number 

6796  6796 

6797  6797 

6798  6798 

6799  6799 

6800  6800 

6801  6801 

6802  6802 

6803  6803 

6804  6804 

6805  6805  BL625 

6806  6806 
GL-6807  6807 

6807  6807  GL6807 
GL6809  6809 

6809  6809  GL6809 

6810  6810 

6810A  6810A  6810 

6811  6811 

6812  6812 
6814  6814 
6816  6816 

6823  6823 

6824  6824 

6825  6825 

6826  6826 

6829  6829 

6830  6830 

6831  6831 

6832  6832 

6833  6833 

6835  6835  QK464 

6836  6836  16PMI 

6839  6839 

6840  6840 

6841  6841  CK400 

6842  6842 


Class  Description 

Dual  x-band  TR  tube,  similar  to  6334 
TR  tube,  miniaturized  dual  x-band 
TR  tube 

Magnetron,  hi-power,  pulsed,  fixed 

frequency 
Circulating  water,  air  cooled 

industrial  oscillator 
Circulating  water,  air  cooled 

industrial  oscillator 
Cold  cathode,  bi-directional  decade 

counter  tube 
Radio  frequency,  amplifier,  oscillator 

or  class  B  modulator 
Forced  air  cooled  oscillator 
Double  TR  tube 
UHF  beam  power  tube 
See  6807 

Thyratron,  three  electrode  gas  filled, 

like  6809  except  base 
See  6809 

Thyratron,  inert  gas  filled. 

Like  6807  except  base 
See  6810A 

Multiplier  phototube,  14  stage 
Klystron,  pulsed  (Swedish) 
Klystron,  pulsed  (Swedi|h) 
Subminiature  triode 
Beam  power  tube  forced  air  cooled, 

similar  to  6884 
Tunable,  pulsed  magnetron 
Tunable,  pulsed  magnetron 
TR  tube 
TR  tube 

Reliable  receiving  miniature  medium 

Mu  twin  computer  tube. 

Equivalent  to  5965  and  6414 
Gaseous  voltage  regulator 
Gaseous  voltage  regulator 
Subminiature  double  triode, 

medium  Mu 
Radiation  counter,  hi  sensitivity, 

directly  interchangeable  with 

1B85A 

Storage  tube,  electrical  output 

Photomultiplier 

Image  converter  shutter  tube 

Miniature  twin  triode,  medium  Mu 

Magnetron,  fixed  frequency  pulsed, 

similar  to  QK308  and  QK247 
Miniature  high  voltage  regulator 
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Current 
Service 

Tube  Type  Designation  Other  Number 

6843  6843  QK447 

6844  6844 

6845  6845  QK386 

6846  6846 

6848  6848 

6849  6849 

6850  6850 

6851  6851 

6852  6852  TD-24 

6853  6853 

6854  6854 

6855  6855 

6856  6856 

6857  6857 

6858  6858 

6859  6859 

6860  6860 

6861  6861 

6864  6864  ELC6J/K 

b865  6865  A1092A 

6865A  6865A 

6866  6866 

6867  6867 

6868  6868 

6870  6870 

6871  6871  ELC6J/KF 

6872  6872 

6873  6873 

6874  6874 

6875  6875  207  ,  207/6875 

6876  6876 

6877  6877 

6878  6878 

6879  6879 

6881  6881  TD21 

6882  6882  TD-23 

6883  6883 

6884  6884 

6885  6885 


Class  Description 

Magnetron,  tunable  pulsed,  air  cooled 
Numerical  indicator,  gas  filled, 

cold  cathode,  ten  digit 
Klystron,  thermally  tuned 
Counter  tube,  miniature 
Transmitting  tetrode,  forced  air  cooled 
Image  orthicon,  camera  tube,  for 

scientific  research 
Twin  beam  power  tube 
Miniature  high  Mu  double  triode 
Gas  noise  source 
Reliable  receiving  full  wave  high 

vacuum  rectifier.  Equivalent  to 

5Y3GT  and  6106 
Reliable  receiving  miniature  medium 

Mu  twin  triode.  Equivalent  to  6385. 

Similar  to  2C51  and  5670 
Thyratron,  mercury  vapor 
Thyratron,  mercury  vapor 
Thyratron,  mercury  vapor 
Thyratron,  mercury  vapor 
Thyratron,  mercury  vapor 
Thyratron,  mercury  vapor 
Traveling  wave  tube 
Grid  controlled  gas  rectifies 
Tunable  magnetron,  similar  to  4J50 
Forced  air  cooled  tunable  magnetron 
Storage  tube  -  5  inch  direct  view 
Traveling  wave  tube 
Traveling  wave  tube 
VHF  power  pentode,  9  pin  miniature 

for  use  up  to  150  Mc 
Grid  controlled  gas  rectifier 
Subminiature  pentode 
Trigger  tube  -  cold  cathode 

(miniature  thyratron) 
Hi  power  magnetron,  similar  to  4J50 
Radiation  counter  tube 
Radiation  counter  tube 
Miniature  low  Mu  triode 
Ignitron 

Miniature  cold  cathode  counter  tube. 

Similar  to  6802 
Gas  noise  source 

Super  hi  frequency  gas  noise  source 
Beam  power  tube,  similar  to  6146 
Beam  power  tube,  forced  air  cooled 
Planar  triode,  forced  air  cooled 
(French) 
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Current 
SeTvice 

Tube  Type  Designation  Other  Number 

6886  6886 

6887  6887 

6888  6888  TE40 

6889  6889  TE52 

6890  6890  BL650, 6890/BL650 

6890/BL650  6890 

6891  6891 

6893  6893  2E26 

6894  6894 

6895  6895 

6896  6896  1855 

6897  6897 


6898  6898 

6899  6899  TR834 

6900  6900 

6901  6901 

6902  6902 

6903  6903 

6904  6094 

6905  6905  EL613 

6906  6906  BL643 

6907  6907 

6908  6908 

6909  6909 

6910  6910 

6911  6911 

6912  6912 

6913  6913 

6914  6914 

6914A  6914A  6914 

6916  6916 

6917  6917 

6919  6919 

6920  6920 

6921  6921 

6922  6922 

6923  6923 
6925  6925 


Class  Description 

UHF  Planar  triode,  forced  air  cooled, 

selected  6885  (French) 
Twin  diode,  7  pin,  miniature  for 

on-off  control  applications 
Receiving  pentode,  dual  control 

computer 
Receiving  beam  power  amplifier 
ATR  tube,  broad  band. 

Similar  to  6396 
See  6890 

Traveling  wave  tube 

Beam  power  amplifier 

Half  wave  mercury  vapor  rectifier, 

similar  to  6895  except  base 
Half  wave  mercury  vapor  rectifier 

similar  to  6894  except  base 
Graphechon  (storage  tube) 
UHF  planar  triode,  version  of  2C39, 

not  completely  interchangeable 

with  7289 
Forced  air  cooled  diode,  hi  vacuum 

rectifier 
TR  tube 

Miniature  twin  triode 

Gas  and  mercury  filled  thyratron 

Backward  wave  oscillator,  voltage 

tunable 
Phototube  multiplier 
Dual  TR  and  shutter  tube 
Dual  TR  tube 
TR  bandpass 

Double  tetrode,  class  C  amplifier 

Oil  immersed  diode,  hi  voltage 

Decade  counter 

Decade  counter 

Multiplier  phototube,  10  stage 

Camera  tube 

Twin  triode  for  computers 
See  6914A 

Image  converter,  hi  voltage 

unipotential 
Gamma  counter  (Canadian) 
Magnetron,  voltage-tunable 
Twin  diode,  7-pin  miniature 
Forced  air  cooled  transmitting  triode 
Power  triode,  water  cooled 
Reliable  minature  twin  triode 
Measuring  diode  (Canadian) 
Transmitting  triode,  forced  air 

cooled 
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Current 

Service 

Tube  Type 

Designation 

Other  Number 

Class  Description 

6926 

6926 

Transmitting  triode,  water  cooled 

6927 

6927 

Twin  triode,  (Swedish) 

6928 

6928 

Power  amplifier  pentode,  (Swedish) 

6929 

6929 

C73413A 

Image  converter  tube 

6930 

6930 

Half  wave  power  rectifier,- mercury 

vapor 

6931 

6931 

Gas  filled,  corona  discharge  regulator 

6935 

6935 

Multiplier  phototube 

6937 

6937 

Ionization  chamber,  uncompensated 

6938 

6938 

Proportional  counter.  High  sensitivity 

6939 

6939 

Transmitting  tetrode,  similar  to  5656 

with  higher  power 

6940 

6940 

Klystron,  integral  cavity 

6941 

6941 

Ionization  chamber 

6941A 

6941 A 

Ionization  chamber 

6942 

6942 

Z5053/6942 

UHF  transmitting  tetrode,  improved 

version  of  6183  and  equivalent  to 

6183 

6942/Z5053 

6942 

See  6942 

6943 

6943 

Subminiature  sharp  cut  of  RF 

pentode 

6944 

6944 

Subminiature,  semi-remote  cut  off 

pentode 

6945 

6945 

Subminiature  AF  beam  power  pentode 

6946 

6946 

Subminiature  medium  Mu  triqde 

6947 

6947 

Subminiature  medium  Mu  double 

triode 

6948 

6948 

Subminiature  hi-Mu  double  triode 

6949 

6949 

Beam  power  pentode 

6950/2039 

6950/2039 

6950,  2039 

Super  power  tetrode 

6952 

6952 

A2534C/6952 

Pulsed  beam  power  tube 

6953 

6953 

Gas  phototube 

6954 

6954 

Miniature  dual  control  pentode 

6955 

6955 

Duotriode,  medium  Mu 

6957 

6957 

Photoconductive  cell 

6958 

6958 

Ignitron 

6959 

6959 

OK  172 

Magnetron,  pulsed,  fixed  frequency 

6961 

6961 

Transmitting  triode,  forced  air 

cooled  ~ 

6962 

6962 

ATR  gas  switching  tube 

CO£Q 

 Dyoo 

Miniature  sharp  cut  off  pentode. 

Similar  to  6AK5 

6971 

6971 

Fission  counter  tube 

6972 

6972 

Magnetron,  pulsed,  fixed  frequency. 

(Canadian) 

6973 

6973 

Receiving  beam  power  tube,  miniature 

6974 

6974 

Reflex  klystron,  integral  cavity 

6975 

6975 

VA203B 

Klystron 

6977 

6977 

Subminiature  voltage  indicator 

6981 

6981 

Ionization  gauge 

263 

MIL-HDBK-213A 
5  November  1963 


Current 
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Tube  Type 

Designation 

Other  Number 

Class  Description 

6982 

6982 

EL3C/L 

Full  wave  gas  rectifier 

6983 

6983 

EL6B/L 

Half  wave  gas  rectifier 

6984 

6984 

ELC4H-1 

Grid  control  gas  rectifier 

6985 

6985 

ELC4H-2 

Grid  control  gas  rectifier 

6986 

6986 

ELC4H-3 

Grid  control  gas  rectifier 

6990 

6990 

Storage  tube,  five  inch 

6991 

6991 

Storage  tube,  five  inch 

6992 

6992 

Storage  tube,  three  inch 

6993 

6993 

Radiation  counter  tube 

6994  . 

6994 

VA94B 

Reflex  klystron 

6996 

6996 

CW  traveling  wave  amplifier,  also  for 

pulse  service 

6997 

6997 

Pulsed  traveling  wave  amplifier 

6998 

6998 

Proportional  counter 

6999 

6999 

Subminiature  pentode,  obsolete 

VXR7000 

VXR7000 

Very  high  voltage  regulator,  corona 

type 

7000 

7000 

Receiving  amplifier  (selected  6J7) 

7001 

7001 

Beam  tetrode  (British) 

7002 

7002 

Transmitting  triode,  oil  cooled 

7003 

7003 

Hard  tube  pulse  modulator 

7006 

7006 

Magnetron,  high  power 

7007 

7007 

Transmitting  tetrode,  forces  air  cooled 

7008 

7008 

Magnetron,  tuneable 

7009 

7009 

BD200S 

Miniature  numerical  indicator  ... 

(Nixie) 

7012 

7012 

Transmitting  triode.  Forced  air 

cooled 

7014 

7014 

Full  wave  rectifier,  argon  mercury 

vapor 

7015 

7015 

Full  wave  rectifier,  argon  mercury 

vapor  with  lug  base 

7016 

7016 

Full  wave  rectifier,  argon  mercury 

vapor 

X7017 

X7017 

Magnetron,  K  band,  pulsed,  50KW 

7017 

7017 

Full  wave  rectifier.  7016  with  lug  base 

7018 

7018 

Half  wave  rectifier,  mercury  vapor 

X7019 

X7019 

Magnetron,  CW,  25W 

7019 

7019 

Half  wave  rectifier,  argon  mercury 

vapor 

7020 

7020 

Half  wave  rectifier,  argon  mercury 

vapor.  7019  with  lug  base 

VX7021 

VX7021 

Miniature  lighthouse  triode  (British) 

7021 

7021 

Thyratron,  argon  mercury  vapor 

7022 

7022 

Thyratron,  argon  mercury  vapor 

7023 

7023 

Thyratron,  argon  mercury  vapor 

7025 

7025 

Receiving  hi-Mu  twin  triode,  minia- 

ture. Similar  to  12AX7 

7027 

7027 

Beam  power  tube  for  hi  fi  audio 

applications 
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Current 
Service 

Tube  Type  Designation  Other  Number 

7028  7028 

7029  7029 

7030  7030 

7031  7031 

7032  7032 

7033  7033 

7034  7034 

7034W  7034W 

7035  7035 
7035W  7035W 

7036  7036 

7037  7037 

7038  7038 

VX7039  VX7039 

7042  7042 

7043  7043 

7044  7044 

7046  7046 

X7047  X7047 

7049  7049  ZV1009 
C7050A  C7050A 

7050  7050 

7054  7054 

7055  7055 


7056  7056 

7057  7057 

7058  7058 

7059  7059 

7060  7060 

7061  7061 

7062  7062 

C7063  ,  1P24  VT-280 

7064  7064 


MH.-HDBK-2T3A 

S  November  1963 

s 


Class  Description 

Packaged  magnetron,  pulsed,  fixed 

frequency  (British) 
10-stage  high  vacuum  photomultiplier, 

S-17  response 
High  power  vacuum  diode 
Thyratron,  inert  gas  filled 
Heptode,  7-pin  miniature  (British) 
Storage  tube,  5-inch,  electrostatic 

focus,  magnetic  deflection 
Beam  power  tube,  forced  air  cooled. 

Similar  to  4X150A 
Equivalent  to  7034/4X150A 
26.5V  heater  version  of  7034 
Equivalent  to  7035/4X1 50D 
Miniature,  sharp  cut  off  dual  control 

heptode  for  computer  use.  Same  as 

5915A  with  longer  bulb 
3-inch  magnetic  focus  and  deflection 

image  orthicon  for  color  television 
1-inch  magnetic  deflection  and  focus 

vidicon 

Traveling  wave  amplifier  (British) 
Water  cooled  4KV  double  grid  igni- 
tron.  Same  as  5958  but  with  integ- 
rally mounted  thermostatic  control 
Vacuum  phototube,  S-4  response 
Miniature  double  triode,  medium  Mu, 

for  computer 
14- stage  vacuum  photomultiplier.  S-ll 

response 
Gas  switching  tube,  see  6023 
Reflex  klystron,  ceramic  (Polarad) 
Red  sensitive  photomultiplier 
Hydrogen  gas  filled  triode 
9-pin  miniature  power  pentode 
7-pin  miniature  twin  diode  for  use  in 
mobile  communications  equipment. 
Operating  from  6-cell  battery 
system 

7-pin  miniature  sharp  cut  off  pentode 
7-pin  miniature  twin  triode 
9-pin  miniature  high  Mu  twin  triode 
9-pin  miniature  sharp  cut  off  pentode 
9-pin  miniature  medium  Mu  triode, 
power  pentode 

9-  pin  miniature  beam  power  tube 
Receiving  twin  triode  (Canadian) 
See  1P24 

10-  stage  2-inch  high  gain  photomulti- 
.  plier,  S-ll  spectral  response 
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Class  Description 

/UDj 

/  UDO 

1  f*l_etnrtp     1 i  n/"h     anfi  tuittrlniA/  i^rintn— 
lU"oLUyc,  1/2  lllt-Il/  tfllU  wiiiuuw  pnuiu- 

multirilipr    S-l  1  rc»Qrv^nc;p 
llllillipilcl  i  Oil  1  copuilocr 

/uoy 

/  UD3 

ricIicX  MybliUii 

7m  i 

7071 
/U  / 1 

\/A?nft 

V  AZUO 

Raflav  Hwotmn 

ncUcA  Myoiiun 

7(770 

71777 

Trni/al  inn                i-imn  1  it]* or 
i  iUVclllly  WUVc  UllipilliCl 

7077 

7077 

Triode  for  UHF  amnlifier  annlicQ- 

tinn^     ["prnmir*     1  nw  nnjcp 

7fY7Q 

7fl7Q 

Ni  iKmi  n  i  nti  irp  nminip  trinnp 

Suhminintnrp  ^hnrn  r*utr)ff  npnrnnp 

/UoO 

/VJOO 

Trindp   wntpr  nnd  fnrcpH  nir  rvmlpn 

t  hnri  ntpn  ti in rr^t pn  til  nmpnt  nnwpr 

IIIUIIULCU  LUliy OLCIl  111U1I1CI1L  ^UnCl 

fimrtl  jfi  tar  /"\cr"i  1 1  rttnr 
UlUpiliiCl  UoUlilULUl 

7  nop; 

/UOD 

FVirfPn  nir  rwn pH  vpnnn  tnvrntrnn 

£  Ul  L-CU  Ull  L-UU1CU  AdlUil  lIljlUllUll 

7n.Q7 
/Uo7 

7HR7 
/UO  / 

V^yiillLUlCUl  LUtlolIUL-LlUIl  Drj/DUlUIl 

•"»*v\r\f"»rtir"\nrtl  rviiintpr  tnKp 
piUpUl  L1UI1U1  lAJUIllCl  lUUt: 

7n  on 

Tntpnrnl  mnrmpt  C!W  mnnnptrnn 

200W 

/uyi 

70Q1 

/uy  i 

TntpArfil  mnnnpt  t  W  mnnnptrnn 
li 1 1. cry i m  iiiuyiitrL  ovv  uiuyiicLiun. 

/uyo 

Tntpnrnl  mnnnpt  nnl«;p  mnnnptrnn 

/uy*i 

7ftQ4 

Pnri^pfl  nir  pnnlpn  nAWpr  nmnlifipr  n^- 

/"•i  1 1  nfr\r    m/*»rii  i ln.Tf"\r  Konm  totPAnD 
UlllULUlf  IliUUUlUlUl  UtTUiil  LCLIUUC 

Mnnnptrnn    mppnnnipnllv  tnnpn 

nul^pH   nir  mnlpfi   intpnrnl  mnnnpt 

/uyy 

7DQQ 

Ni  lKm in i nti  irp  vnltnnp  rpmilntnr 

71  nn 

N  /  1UU 

7i  nn 

/  1UU 

Pn\upr  ninnp 

7im 

/  1U1 

1 1 9n— 1700  Mr*  nn^  nnt^p  ^nurrp 

7  in? 

/  1UZ 

Ifl-Qtnnp  hpnH-nn  mnltinlipr  nhntntuhp 

7i 

7  ins 

/  1UO 

Twin  trinHp  Inw  Mm    Similnr  tn 

RnflnWA  pvr*pnt  fnr  Vipntpr  rnttnn 

12.6V 

See  1P37 

A  /  1U/ 

-V7RQ 

Y71flfl 
A  /  1UO 

S7Q0 

See  5790 

a  /  iuy 

□OOO 

See  Sfifi"? 

71  in 

7iin 

/  1 1U 

T*nnpnKip  mnnnptrnn 

71 1 1 
/111 

71 1 1 
/hi 

Xiinpnhip  mnnnptrnn 

L  'ii  i^i'  it  I     in v*iy I tw ui i 

P71 19A 

P71 1?A 

Midget  phototube  with  S-4  surface 

71 19 

I  LIZ 

711? 
/ 1  il 

Turipnhlp  mnnnptrnn 

71 1R 

/  i  ID 

71  Ifi 

Xrnuplinn  wnvp  tuhp 

7117 

7117 

9-stage  photomultiplier,  S-4  tesponse, 

Used  for  auto-headlight  dimrning 

7119 

,  7119 

Double  triode  with  separate  cathode 

connections  (Canadian) 

7120 

7120 

Transmitting  triode,  water  cooled- 

7121 

7121 

Transmitting  triode,  air  cooled 

7124 

7124 

Transmitting  triode,  water  cooled 

7125 

7125 

Transmitting  triode  air  cooled 

C7128B 

6032 

See  6032 

266 


MIL-HDBK-213A 
-5  November  1963 


Current 
Service 
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C7132  C7132 

7137  7137 

C7138  C7138 

7138  7138 
C7139  C7139 

7139  7139 
C7140  C7140 

7140  7140 

7141  7141 

7142  7142 

7143  7143 
C7145  C7145 

C7147  C7147 

7147  7147  TD33 

7148  7148  TD34 

7150  7150 

7151  7151 

7152  7152/BL612  BL612 

7153  7153  BD206 

C7154  C7154 

7154  7154 

7155  7155 

7156  7155  QK662 

C7157  5372 

7159  7159 
C7160  C7150 

7160  7160  475 

7161  7161 

7162  7162 

7163  7163 

C7165  C7165 


Class  Description 

Photomultiplier 

Miniature  medium-Mu  triode.  Similar 

to  6J4WA 
Photomultiplier  for  scintillation 

counting.  Similar  to  5819 
Pulse  magnetron,  integral  magnet 

(Canadian) 
Photomultiplier  for  scintillation 

counting.  Similar  to  1P28 
Pulse  magnetron,  integral  magnet 

(Canadian) 
Photomultiplier  for  scintillation 

counting.  Similar  to  5819 
Pulse  magnetron  integral  magnet 

(Canadian) 
Pulse  magnetron,  integral  magnet 

(Canadian) 
Pulse  magnetron,  integral  magnet 

(Canadian) 
Pulse  magnetron,  integral  magnet 

(Canadian) 
Photomultiplier  for  scantillation 

counting.  Similar  to  5819 
Germanium  photocell 
Gas  noise  source 
Gas  noise  source  >" 
Tetrode  amplifier  (Swedish) 
Water  cooled  ignitron,  stainless  steel 

jacket 
Pre  TR  tube 

Super  Nixie.  10  digit  numerical 
indicator 

Large  coax  phototube,  mesh  screen, 

cylindrical  anode  for  simultaneous 

detection 
Gas  noise  source 
Cold  cathode  bidirectional  decade 

counter  tube.  Similar  to  6909 
Pulsed  packaged  magnetron,  see 

also  QK662A  7 
See  6372 

Clipper  diode,  liguid  cooled 
Infra-red  multiplier  phototubes 
Corona  regulator 
Corona  regulator 
Corona  regulator 

S- 15  response  yellow-red  sensitive 
cadmium  sulphide  cell,  head-on  type 

High  gain,  high  sensitivity,  16-stage, 
photomultiplier 
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7166  7166 

7167  7167 

7169  7169 
C7170  C7170 

7170  7170 

7171  7171 

7172  7172 

7173  7173 

7174  7174 

7175  7175 

7176  7176 

7177  7177  IC-6 

7178  7178  KU53 
C7179A  C7179A 

7179  7179 

7180  7180 

C7181  C7181 

7182  7182 

7183  7183 

KR7184  7184 

7184  7184  KR7184,  VT227 

7185  7185 

7186  7186 

7187  7187 

7188  7188 

7189  7189 

7190  7190 

7191  7191 

7192  7192 
KR7193  7193 

7193  7193  KR7193 
C7195  C7195 


S 


Class  Description 

TR,  gas  switching  tube 
VHF  tetrode,  7-pin  miniature 
Ionization  gauge  tube 
14-stage  head-on  type  multiplier 

phototube  with  5-inch  cathode. 

Adaptable  to  scintillation  counting 

applications 
Ionization  gauge  tube 
Ignitron 

Direct  view  storage  tube,  electrostatic 
focus  and  deflection  2/2  inch 
diameter 

4-inch  direct  view  storage  tube.  Mag- 
netic deflection  and  focus 

4-  inch  projection  storage  tube,  elec- 
tromagnetic deflection  and  focus 

5-  inch  directional  view  storage  tube,  elec- 
trostatic focus,  magnetic  deflection 

5-inch  direct  view  storage  tube.  Elec- 
trostatic focus  and  deflection 
Image  tube.  Similar  to  6929 
Clipper  diode 

9-stage  photomultiplier.  S4  response 

Water  cooled  ignitron 

Same  as  7179,  except  integral  thermo- 
static control  .. 

Infra-red  multiplier  phototubes 

Magnetron,  water  cooled  (British) 

5-inch  direct  view  storage  tube,  elec- 
trostatic focus,  magnetic  deflection 

See  7 184 

Receiving  pentode  amplifier.  Similar 

to  6V6 
Transmitting  triode 
Flux  mapping  fission  chamber 
Fission  counter  tube 
Fission  counter  tube 
9-pin  miniature  pentode  for  power 

amplifier  in  hi  fi  audio 
Ruggedized  miniature  hydrogen 

thyratron 

Ruggedized  miniature  hydrogen  thyra- 
tron. Anode  connection  at  top  of 
bulb 

Ruggedized  miniature  hydrogen  thyra- 
tron. Flexible  leads  on  base 
See  7193' 

Transmitting  and  receiving  UHF 

triode  amplifier 
Infra-red  photomultiplier 
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Designation 

Other  Number 

Class  Description 

7198 

7198 

Image  orthicon.  For  severe  environ- 

mental conditions.  Interchangeable 

with  5820 

7199 

7199 

Miniature  medium-Mil  triode,  sharp 

cut  off  pentode.  9-pin 

7200 

7200 

Photomultiplier,  9-stage,  S-19 

response 

7201 

7201 

Single  triode,  low-Mu  vacuum  voltage 

regulator 

C7203 

C7203 

Broad  area  photoconductive  cell. 

Medium  and  near  IR 

7203/4CX250B 

7203/4CX250B 

Beam  power  tube.  Forced  air  cooled 

7204/4CX250F 

7204/4CX250F 

Beam  power  tube.  Forced  air  cooled 

C7205 

C7205 

Head-on  germanium  photocell 

7205 

7205 

Cold  cathode  trigger  tube 

7206 

7206 

Transmitting  triode 

7207 

7207 

Transmitting  triode 

7208 

7208 

Pulsed  magnetron 

7209 

7209 

Transmitting  triode 

7210 

7210 

Transmitting  triode 

7211 

7211 

Transmitting  triode 

7212 

7212 

Beam  power  tube 

7212W 

7212W 

Superseded  by  6146W;  replace 

with  6146W 

7213 

7213 

Beam  power  tube,  forced  air  cooled 

7214 

7214 

Beam  power  tube,  forced  air  cooled 

7215 

7215 

Power  amplifier  triode 

C7216 

C7216 

Photomultiplier.  Similar  to  6199 

7216 

7216 

EL3CJ/L 

Grid  controlled  rectifier 

7217 

7217 

Half  wave  mercury  diode  (Italian) 

7220 

7220 

H1012 

3-inch  direct  view  storage  tube.  Elec- 

trostatic deflection  and  focus 

7221 

7221 

5  inch  direct  view  storage  tube, 

electrostatic  deflection  and  focus 

7222 

7222 

H1010 

5  inch  direct  view  storage  tube,  two 

electrostatic  writing  guns 

7223 

7223 

Photocell 

7224 

7224 

Photojunction  cell 

7225 

7225 

3-inch  barrier  grid  storage  tube 

7226 

7226 

Vidicon  for  use  in  transistorized 

camera  equipment  for  live  pickup 

7226A 

7226A 

Vidicon  for  use  in  transistorized 

camera  equipment  for  live  pickup. 

Ruggedized  for  severe  shock  and 

vibration 

7227 

7227 

Miniature  low  voltage  output  pentode 

7228 

7228 

5-inch  direct  view  storage  tube.  Elec- 

trostatic deflection  and  focus 

7229 

7229 

Trigger  tube 

7230 

7230 

Trigger  tube 
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7231  7231 

7232  7232 

7233  7233 

7234  7234 

7235  7235 

7236  7236 

7237  7237 

7239  7239 

7240  7240 

7241  7241 

7242  7242 

7243  7243 

7244  7244 

7244A  7244A 

7245  7245 
7245A  7245A 

7246  7246 

7247  7247 

7248  7248 

7249  7249 

7255  7255 

7256  7256 

7257  7257 

7258  7258 

7262  7262 

7263  7263 


7264  7264 

7265  7265 

7266  7266 


Class  Description 

Trigger  tube 
Trigger  tube 

Miniature  triode  series  regulator 
Receiving  high  voltage  pentode 
Miniature  high-Mu  triode  amplifier 

for  use  in  regulated  power  supplies. 

Similar  to  2C53 
Duo  triode  used  as  power  amplifier  in 

computer  service 
Forced  air  cooled  triode 
Miniature  high  voltage  beam  pentode 
Miniature  hydrogen  thyratron 
High  power  triode  for  use  as  passing 

tube  in  series  regulated  power 

supplies 

High  power  triode  for  use  as  passing 

tube  in  series  regulated  power 

supplies 
Radiation  counter 
Medium  Mu  double  triode,  stacked 

mount  design  and  frame  grid 

construction 
7-pin  miniature  duotriode.  Shorter 

than  7244 
Miniature  high  Mu  triode 
Miniature  high  Mu  triode.  Shorter 

bulb  than  7245 
Subminiature  triode 
Dissimilar  duo-triode 
High  voltage  tetrode,  oil  cooled 
High  voltage  tetrode,  air  cooled 
Power  amplifier  triode 
Pulsed  magnetron  oscillator 
Image  intensifier 
Sharp  cut  off  pentode,  medium  Mu 

triode 

Vidicon.  Magnetic  focus  and  deflec- 
tion. Short,  low  power  heater  for 
transistorized  camera 

Camera  tube  of  vidicon  type.  Capable  ' 
of  withstanding  operating  condi- 
tions involving  severe  shock  and 
vibration 

Multiplier  phototube.  14-stage,  head- 
on.  Sll  response.  2-inch  scintillation 
counter 

Multiplier  phototube.   14-stage,  head- 
on,  flat  faceplate.  S20  response 
Planar  diode,  ceramic  and  metal 
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Class  Description 

7268 

/zoo 

j  inch  direct  view  storage  tube,  two 

electrostatic  writing  guns 

7269 

Tien 
/zba 

Mercury  vapor  thyratron 

7270 

/z/U 

Beam  power  pentode,  air  cooled 

7271 

7271 

Same  as  7270  except  heater  voltage 

72ob 

/zoo 

AT) 
4  /Z 

Corona  voltage  regulator 

/zoy 

i  luiibiiuiiiiiLj  unr  uol-iiiuhji. 

^iinfirQpHpQ  ocm  9r^QA  9f~"}QWA 

9^41  nnH  ^ryinnAS 

6^4  1  U11U  JL/A  1 UUAJ 

7290 

linn 

/zyu 

oiow  soun  luicon 

7291 

Tim 

7z91 

Vidicon  for  film  pickup  in  television 

Tim 

/zyz 

Mugneirun,  wuier  luuicu  v^uiiuuiuii/ 

7293 

/zyi 

Image  orthicon.  Magnetic  focus  and 

aenecuon,  o-incn.  oimiiar  10  oozu 

(Canadian) 

7294 

7294 

Image  orthicon.  Magnetic  focus  and 

H^t  1  ft/~*t  i                 <_  j  y%  f-*Y\    /Ai  rym  afar        If*  t  Df 

aeixeciion.  »>-incri  uiuiiicici .  irutri- 

changeable  with  6474  (Canadian) 

7295 

Tine 

/zyb 

Image  orthicon.  Magnetic  focus  and 

aeneciion.  *±/2  in(-n  uiuiiicici 

(Canadian) 

/zyo 

70  Q£ 

/zyo 

nign  inu  inuutr,  utriunuL.  uiiu  niciui 

Tim 

77  Q7 

/zy  / 

Tnart  /in c_f  1 1 1  o/H  i"tri/*1  i^An t r/"i  1 1  on  t n 

liici i-guo"iiiicu  gnu  uuiiuuiicu  uiyiu- 

iron.   r-jjcLirK-uiiy  binuiui  iu  jo// 

/zyo 

79Qfi 

Tnprt-nnQ-f i  1 1  pH  nriH  cnntrnllpfl  thvrn- 

t mn      r  1  pf tri rrtllv  ^imilnr  tn  SH7R 
UUIli     Lji.trULllL.Uliy  olillllUl    IU  UU  /U 

nn«^  79QQ 

ana  / z yy 

n  /  jUU 

RT300 

L.ULI1UUC  UUo  Lll  t>L,1 1L11  LJC  lULfC 

R7  «01 

Cold  cathode  gas  discharge  tube 

n  /i'Jz 

n/oUz 

OUiU  CULIlUUc  gub  LUbL-IlLlILJC  LULH? 

n/iUi 

07*30*3 
n  /iUi 

Cold  cathode  gas  discharge  tube 

R7'30/'l 

R7"3.04 

Pnl  r\  nnthoHp  nrvz  Hi^phnrnp  tnhp 

H/iUb 

07-,,'*  c 

Cold  cathode  gas  discharge  tube 

7*3  OA 

/iUo 

7*3  OA 

Inert  gas  thyratron 

7*307 

7*307 

/ou/ 

lYicroury  vupur  uiyiuiiuii 

7*309 

7*3  OP 

IVllI UU LU1  tr  LW1I1  LllUUc 

/ouy 

7*3  OQ 

ol_.0yj,  Mr  1  ZO 

TR  tiiKo 

T3  1  1 

/ill 

T31  1 

/ill 

1  til 

Miniature  beam  power  pentose, 

IIltfLUJ.  L.CI  U1I11L. 

7*3.1  9 

7*31 9 

/  0 1Z 

1  L-.JC, 

K/ininturp  Inw  mil  trinnp  mptnl-pprnmip 

7313 

7313 

TE33 

Miniature  half-wave  rectifier,  metal- 

ceramic 

7315 

7315 

5-inch  direct  view  storage  tube.  Elec- 

trostatic focus  and  deflection 

7316 

7316 

Miniature  twin  triode  for  computers 

7317 

7317 

Proportional  counter  tube 

7318 

7318 

Miniature  duotriode  used  as  pulse 

amplifier 

7319 

7319/C1K/B 

Thyratron,  gas  filled,  see  C1K/B 
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Other  Number 

Class  Description 

7320 

7320 

Miniature  af  power  amplifier  pentode 

7321 

7321 

Xenon  filled  thyratron  triode.  Wide 

temperature  range  version  of 

5685/C6J/A 

7322 

7322 

1802 

Hydrogen  thyratron  in  ceramic-metal 

envelope 

7323 

7323 

Subminiature  indicating  thyratron 

7325 

7325 

Vidicon.  For  use  in  televising  live 

scenes 

7326 

7326 

Photomultiplier.  10-stage,  head-on. 

S20  response 

7327 

7327 

Medium  Mu  double  triode 

7328 

7328 

Power  triode,  low  mu 

7336 

7336 

Vidicon.  For  use  in  televising  live 

scenes.  See  also  7325 

C7330 

C7330 

Cold  cathode  gas  discharge  tube 

C7330A 

C7330A 

Monoscope 

C7332 

3CP1 

See  3CP  

7333 

7333 

Shielded  grid  power  triode 

7334 

7334 

Pulse  modulator,  water  cooled 

7335 

7335 

Pulse  modulator,  air  cooled 

7336 

7336 

Vidicon  camera  tube 

C7350 

3AP1 

See  3AP  

7351 

7351 

Vidicon  camera  tube 

7353 

7353 

Ionization  chamber 

7355 

7355 

Receiving  beam  power  pentode 

7356 

7356 

5  inch  direct  view  storage  tube,  two 

electrostatic  writing  guns 

7357 

7357 

Receiving  beam  power  tube,  same  as 

7212,  except  heater  voltage 

7358 

7358 

Beam  power  tube,  pulse  modulator 

7360 

7360 

Receiving  beam  deflection  tube 

7363 

7363 

Inert  gas  thyratron 

C7364 

2F21 

See  2F21 

7370 

7370 

Miniature  twin  triode,  same  as  5687 

except  heater  voltage 

7371 

7371 

Linear  beam  power  pentode 

7377 

7377 

Receiving  twin  tetrode 

7381 

7381 

Dual  TR  tube 

7382 

7382 

Receiving  miniature  triode 

(Canadian) 

7383 

7383 

Permachon  pickup-storage  tube 

7384 

7384 

Hydrogen  thyratron  (British) 

7386 

7386 

Xenon  thyratron 

7389 

7389 

Image  orthicon  camera  tube 

(Canadian) 

7390 

7390 

Z5069 

Hydrogen  thyratron,  see  also  7322 

7391 

7391 

Z5139 

Miniature  triode,  metal  and  ceramic 

7393 

7393 

Traveling  wave  tube 

7394 

7394 

Traveling  wave  tube 
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Tube  Type 
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7397 

7397 

Magnetron 

7398 

7398 

Voltage  tunable  packaged  magnetron 

7399 

7399 

Transmitting  tetrode 

7400 

7400 

CH1116 

Cold  cathode  indicating  thyratron 

7401 

7401 

CH1125 

Subminiature  cold  cathode  indicating 

thyratron 

7402 

7402 

High  vacuum  clipper  diode 

7403 

7403 

Beam  tetrode  pulse  tube,  ruggedized 

version  of  3D21 

7404 

7404 

Image  converter  tube,  ultra-violet 

7408 

7408 

Receiving  beam  power  pentode 

7409 

7409 

Z5358 

Image  orthicon  camera  tube 

7410 

7410 

395A 

Mercury  capor  thyratron 

7411 

7411 

Permachon  storage-vidicon 

7412 

7412 

Photoconductive  cell 

7413 

7413 

Hard  tube  pulse  modulator 

7414 

7414 

TD60 

Subminiature  gas  tube,  time  totalizer 

7416 

7416 

TD36 

Miniature  cold  cathode  gas  diode 

7417 

7417/BL244  or 

BL244,  MCM10 

Packaged  magnetron 

7417/MCM10 

C7418 

C7418 

See  2AP--  ,  see  C7483 

7423 

7423 

5  inch  direct  view  storage  tube, 

electrostatic  focus  and  deflection 

7427 

7427 

Photoconductive  cell 

C7428 

1810P1 

See  1810P1 

7429 

7429 

Proportional  counter  tube  > 

7430 

7430 

Miniature  sharp  cutoff  pentode 

C7431 

9JP1 

See9JPl 

7432 

7432 

Subminiature  pentode  (British) 

7433 

7433 

Subminiature  pentode  (British) 

7434 

7434 

Subminiature  pentode  (British) 

7435 

7435 

Subminiature  diode  (British) 

7436 

7436 

Subminiature  diode  (British) 

7437 

7437 

Subminiature  triode  (British) 

7438 

7438 

Subminiature  pentode  (British) 

7439 

7439 

Cold  cathode  trigger  tube 

7440 

7440 

Cold  cathode  trigger  tube 

7441 

7441 

Cold  cathode  trigger  tube 

C7442 

12AP7 

See  12AP7 

7444 

7444 

BL230 

Pulsed  magnetron 

7448 

7448 

5  inch  direct  view  storage  tube, 

electrostatic  focus  and  deflection 

7449 

7449 

Pulsed  magnetron 

7452 

7452 

QK324 

Pulsed  magnetron 

7454 

7454 

CHI  078 

Clipper  hydrogen  thyratron 

7455 

7455 

CH1115 

Clipper  hydrogen  thyratron 

7457 

7457 

Beam  power  tetrode,  air  cooled 

7459 

7459 

Power  triode,  air  cooled 

7460 

7460/QK686 

QK686 

Pulsed  packaged  magnetron 

7461 

7461 

Pulsed  tunable  magnetron 
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7462  7462  UHF  triode,  metal  and  ceramic 

7463  7463  Power  amplifier,  air  cooled 

7464  7464  Triode  modulator,  water  cooled 
C7466A  7CP1  See  7CP1 

7467  7467  Photojunction  cell 

7470  7470  V52-1A  Reflex  klystron 

7471  7471/V110A  V110A  Reflex  klystron 

7472  7472  Reflex  klystron 
C7473D  5FP7  See  5FP7 
C7475A  7BP7  See  7BP7 

7479  7479  Power  triode,  vapor  cooled 

7480  7480  Power  triode,  vapor  cooled 
7482  7482  Power  triode,  vapor  cooled 
C7483  2AP1  See  2  API 

7484  7484  QK470  Tunable  pulsed  magnetron 

C7485B  12DP7  See  12DP7 

7486  7486  UHF  triode,  metal  and  ceramic 

C7488B  3PB1W  See3BPlW 

7489  7489  Miniature  twin  triode  (British) 

7490  7490  Miniature  twin  triode  (British) 
C7491  5CP   See  5CP  

7492  7492  Miniature  twin  triode  (British) 

C7493  1P25  See  1P25 

7494  7494  Miniature  twin  triode  (British) 

7495  7495  Miniature  power  tetrode  (British) 

7496  7496  Miniature  r-f  pentode  (British) 
C7497  3DP1  See  3DP1 

7498  7498  Miniature  r-f  pentode  (British) 

7499  7499  Miniature  video  pentode  (British) 

7500  7500  Beam  tetrode  (British) 
C7501  3HP7  See  3HP7 

7502  7502  Miniature  heptode  (British) 

7503  7503  Tunable  beacon  magnetron 

7504  7504/L3035  L3035  Pulsed  amplifier  klystron 

7505  7505  ZV1010  Reflex  klystron 

7506  7506                      ZV1012  Reflex  klystron 
C7508  5HP1  See5HPl 
7509  7509  Thyratron 
7511  7511/SRX92             SRX92  Reflex  klystron 
C7512  5HP4  See  5HP4 

7513  7513  Image  orthicon  camera  tube 

C7514  5LP1  See  5LP1 

C7516B  4AP10  See4AP10 

7518  7518  Thyratron 

C7519  5CP7  See  5CP7 

C7520  5CP1  See5CPl 

7521  7521  Pulsed  magnetron 

7522  7522  Vidicon  camera  tube,  electrostatic 
C7S23B  3JP1  See3JPl 

7527  7527  Receiving  vhf  tetrode 


274 


MIL-HDBK-213A 
-5  November  1963 


Current 

Service 

Tube  Type 

Designation 

Other  Number 

Class  Description 

7528 

7528 

OK264 

Tunable  pulsed  magnetron,  liquid 

cooled 

7529 

7529 

QK327 

Tunable  pulsed  magnetron,  see  also 

6410A/QK338A 

7530 

7530/QKB734 

QKB734 

Backward  wave  oscillator 

7531 

7531/QKB747 

QKB747 

Backward  wave  oscillator 

7532 

7532 

Low  mu  receiving  triode 

7533 

7533 

Pencil  triode 

7534 

7534 

Receiving  output  pentode 

7535 

7535 

Pulsed  magnetron  oscillator 

7536 

7536 

Photoconductive  cell 

7537 

7537 

Traveling  wave  tube  (Dutch) 

7538 

7538 

Z5294 

Image  orthicon  camera  tube 

7539 

7539 

Scan  conversion  storage  tube 

7540 

7540 

Transmitting  triode 

7541 

7541 

Tunable  pulsed  magnetron 

7543 

7543 

Low  noise  pentode,  similar  to 

6AU6 

7547 

7547 

Tunable  pulsed  magnetron 

7548 

7548 

Minintiirp  ^pmnHnrv-pmic^inn 

hexode 

7550 

7550 

Subminiature  double  triode 

7551 

7551 

Miniature  beam  power  tube 

7552 

7552 

Pencil  triode 

7553 

7553 

Pencil  triode 

7554 

7554 

Pencil  triode  • 

C7555 

3KP1 

See  3KP1 

7556 

7556 

Inert  gas  thyratron,  similar  to  7306 

C7557 

2P21 

See  2P21 

C7557A 

2P21 

See  2P21 

7558 

7558 

Miniature  beam  power  tube 

7559 

7559 

CHI  096 

Hydrogen  thyratron,  similar  to  5948 

7560 

7560 

Transmitting  triode,  water  cooled 

7561 

7561 

Af  power  pentode  (German) 

7565 

7565 

Transmitting  triode 

7566 

7566 

Barrier  grid  storage  tube  (Radechon) 

C7568 

C7568 

3-inch  cathode  ray  tube  for  television 

7568 

7568 

CH1095 

Hydrogen  thyratron,  simmilar  to 

5949A 

7570 

7570 

QK411A 

Recording  storage  tube,  elec- 

trostatic focus  and  deflection 

7571 

7571 

QK685 

Recording  storage  tube,  maqnetic 

focus  and  deflection 

7572 

7572 

QK703 

Recording  storage  tube,  dual 

gun  version  of  6835 

7575 

7575 

QK787 

Recording  storage  tube,  dual  gun, 

high  resolution 

7576 

7576 

Subminiature  uhf  triode 

7577 

7577 

0K653 

Pulsed  Amplitron 

7580 

7580 

Transmitting  beam  power  tube 
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7581 

7583 

7586 

7587 

7588 

7589 

7590 

7591 

7592 

7595 

7596 

7597 

7598 

7599 

7600 

R7601 

7602 

7603 

7604 

7605 

7606 

7607 

7609 

R7610 

7611 

7615 

7616 

7617 

7619 

7621 

7623 
7624 
7625 
7626 
7629 
7631 
7632 
7633 
7634 
7635 
7636 
7637 
7638 
7639 
7640 

7641 


Current 
Service 
Designation 

7581 

7583 

7586 

7587 

7588 

7589 

7590 

7591 

7592 

7595 

7596 

7597 

7598 

7599 

7600 

SS501 

7602 

7603 

7604 

7605 

7606 

7607 

7609 

SS502 

7611 

7615 

7616/EP72M 
7617/EP92A 
7619 

7621/HY2 

7623 
7624 
7625 
7626 
7629 
7631 
7632 
7633 
7634 
7635 
7636 
7637 
7638 
7639 
7640 

7641 


Other  Number 


KU82 


KU400 


Hydrogen  thyratron 
VHF  power  triode 


EP680 
EP72M 
EP92A 

HY2 


MAS-1313H,  MAS-1/7640, 

313H/7640 


Class  Description 

Receiving  beam  power  pentode, 
similar  to  6L6GT 
Hydrogen  thyratron 
Nuvistor  triode 
Nuvistor  tetrode 
Ceramic  and  metal  planar  triode 
Tunable  packaged  magnetron 
Hydrogen  thyratron 
Audio  beam  power  pentode 
Traveling  wave  tube 
Subminiature  gas  trigger  tube 
Subminiature  gas  trigger  tube 
Subminiature  gas  trigger  tube 
Subminiature  gas  trigger  tube 
Miniature  gas  trigger  tube 
Miniature  gas  trigger  tube 
See  SSS01 

Miniature  gas  trigger  tube 


Hydrogen  thyratron 
Ionization  chamber 
Receiving  beam  power  pentode 
Transmitting  tetrode,  similar 

to  4X150D 
See  SS502 

Image  orthicon  camera  tube 
Corona  voltage  regulator 
Radiation  counter  tube 
Gaseous  discharge  tube 
Magnetron,  integral  magnet 
Hydrogen  thyratron,  ceramic  and 
metal 

Beam  tetrode  (British) 
Beam  tetrode  (British) 
Planar  triode,  ceramic  and  metal 
Subminiature  pentode,  obsolete 
Image  orthicon  camera  tube 
Miniature  double  diode  (British) 
Photoconductive  cell  (British) 
Photoconductive  cell  (British) 
Photoconductive  cell  (British) 
Backward  wave  oscillator  (British) 
Backward  wave  osc.  (British) 
Traveling  wave  tube  (British) 
Traveling  wnve  tube  (British) 
Traveling  wave  tube  (British) 
Traveling  wave  tube 

Traveling  wave  tube  (British) 
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7642  7642 

7643  7643 

7649  7649  A7649 

7650  7650 

7651  7651 

7656  7656 

7657  7657 

7658  7658 

7662  7662/VA87B  VA87B 

7663  7663/VA87C  VA87C 

7664  7664 

7665  7665/KU72  KU72 

7666  7666 

7667  7667 

7668  7668 

7669  7669 

7670  7670 

7671  7671 

7672  7672 

7673  '  7673 

7676  7676 

7677  7677 

7680  7680 

7681  7681 

7682  7682 

7683  7683 

7685  7685 

7686  7686 

7687  7687 

7688  7688 

7689  7689 

7690  7690 

7691  7691 

7692  7692 

7693  7693 

7694  7694 

7695  7695 

7696  7696 

7697  7697 

7698  7698 

7699  7699 


Class  Description 

Traveling  wave  tube  (British) 
Miniature  triode-pentode 
Coaxial  beam  power  tube 
Forced  air  cooled,  UHF  beam 

power  tube 
Forced  air  cooled  UHF  beam 

power  tube 
High  vacuum  diode,  forced  air 
Guard  ring  fission  chamber 
High  vacuum  rectifier 
Klystron 
Klystron 

10-stage  photomultiplier 
Hydrogen  thyratron 
Hydrogen  thyratron,  similar  to 
7322 

Hydrogen  thyratron,  ceramic 
High  vacuum  pulse  modulator 
Coaxial  Ignitron,  similar  to  * 

5551A,  except  outline 
Ignitron 

Coaxial  ignitron,  electrically 

same  as  5552A 
Ignitron 
Ignitron 
Ion  gauge 

Vacuum  gauge,  thermocouple 
Magnetron,  packaged,  tunable 
Ignitron 

5-inch  direct  view  storage 
tube,  electrostatic  focus  and 
deflection 

Miniature  high  voltage  pentode 

Transmitting  low  mu  triode 

Magnetron 

Triode-pentode,  similar  to  7199 
Medium  mu  triple  triode 
High  mu  triple  triode 
Medium  mu  triple  triode 
Hard  tube  pulse  modulator 
Tunable  pulse  magnetron 
Miniature  sharp  rf  pentode 
Miniature  variable  Mu  pentode 
Miniature  beam  power  pentode 
Photomultiplier  (Japanese) 
Vidicon  camera  tube 
UHF  planar  triode,  ceramic 

and  metal 
Wideband  receiving  amplifier 
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7700 

7700 

Receiving  triple  grid  amplifier  (Type 

6C6  characteristics)  > 

7701 

7701 

Miniature  beam  power  pentode 

storage  tube 

7702 

7702 

Dual  gun  electrical  output 

7703 

7703 

Ignitron 

7715 

7715 

Transmitting  triode,  air  cooled 

7716 

7716 

Miniature  triode  pentode 

7717 

7717 

Miniature  vhf  tetrode 

7718 

7718 

Magnetron,  fixed  frequency 

7719 

7719 

Miniature  computer  triode 

7720 

7720 

High  mu  triode,  ceramic  and  Metal 

7721 

7721 

Miniature  pentode  amplifier 

7722 

7722 

Miniature  pentode  amplifier 

7723 

7723 

Inert  gas  rectifier 

7724 

7724 

Miniature  double  diode,  triode 

7725 

7725 

Argon  mercury  thyratron 

7726 

7726 

Thyratron 

7727 

7727 

Subminiature  electrometer 

pentode  (Canadian) 

7728 

7728 

Miniature  twin  triode,  similar 

to  12A T 1 

7729 

7729 

Miniature  twin  triode,  similar 

to  IzAX/ 

7730 

7730 

Miniature  twin  triode,  similar 

to  12AU/ 

7731 

7731 

Miniature  triode,  pentode 

7732 

7732 

Miniature  sharp  cutoff  pentode 

7733 

7733 

Miniature  pentode,  similar 

to  12BY7 

7734 

7734 

Miniature  triode,  pentode 

7735 

7735 

C74019 

Vidicon  camera  tube 

7735A 

7735A 

Vidicon  camera  tube 

7736 

7736 

Ignition 

7737 

7337 

Miniature,  if  pentode,  low  noise 

7738 

7738 

Miniature  high  mu  triode 

7739 

7739 

Planar  triode,  selected  version  of 

coon 

7741 

7741 

Ionization  chamber 

7745 

7745 

Double  trioae  {French) 

7746 

1*1  AC 

774b 

7747 

7747 

Backward  wave  oscillator  (British) 

7748 

7748 

Transmitting  power  amplifier 

7750 

7750 

Hard  tube  pulse  modulator 

7751 

7751 

Receiving  beam  power  pentode 

7752 

6AS6 

See6AS5 

7753 

7753 

Transmitting  triode,  air  cooled 

7754 

7754 

Receiving  beam  power  pentode 

7755 

6AJ5 

See&AJS 

7756 

6AR6 

See  6  ARB 
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7757 

7757 

TE81 

Hard  glass  miniature  beam  power 

tube 

7759 

7759 

Subminiature  double  triode 

7760 

7760 

Subminiature  double  triode 

7761 

7761 

Subminiature  video  pentode 

7762 

7762 

Subminiature  beam  power  pentode 

7763 

7763 

Miniature  sheet-beam  tube 

7764 

7764 

C7291 

Multiplier  phototube,  6-stage 

7767 

7767 

C70042 

Multiplier  phototube,  10-stage 

7768 

7768 

Planar  triode,  ceramic  and  metal 

7779 

7779 

Diode,  forced  air  cooled 

7782 

7782 

KU-71 

Hydrogen  thyratron,  ceramic 

7784 

7784 

Miniature  metal  ceramic  triode 

7785 

7785 

Backward  wave  oscillator 

7786 

7786 

NL660L 

Power  rectifier 

7788 

7788 

Frame  grid  receiving  pentode 

7789 

7789 

Hydrogen  filled  diode 

7790 

7790 

Hydrogen  filled  diode 

7791 

7791 

Hydrogen  filled  diode 

7792 

7792 

Hydrogen  filled  diode 

7795 

7795 

CW  Magnetron 

7796 

7796 

CW  Magnetron 

7797 

7797 

Forward  wave  amplifier 

7800 

7800 

Vacuum  Power  Triods 

7801 

7801 

Beam  Power  tube,  conduction  cooled 

7802 

7802 

Power  triode  series  regulator 

7803 

7803 

Miniature  double  triode 

7804 

7804 

Power  triode,  forced  air  cooled 

7805 

7805 

Power  triode,  water  cooled 

7806 

7806 

Power  triode,  forced  air  cooled 

7807 

7807 

Power  triode,  water  cooled 

7815 

7815 

UHF  Planar  triode,  ceramic 

7017 

7817 

CL1002 

Photomultiplier,  10-stage,  2  inches 

7818 

7818 

CL1003 

Photomiihiplier,  10-stage  3  inches 

7819 

7819 

CL1015 

Photomultiplier,  10-stage,  5  inches 

7820 

7820 

Triode  power  modulator 

7821 

782VMPT12 

MPT12 

TR  Tube 

7823 

7823 

MLT-13 

TR  Tube 

7824 

7824 

Traveling  wcrwe  tube 

7831 

7831 

Power  triode  ~ 

7835 

7835 

Super  power  triode,  water  cooled 

7837 

7837 

Power  triode,,  water  cooled 

7838 

7838 

Power  triode,  faced  air  cooled 

7839 

7839 

Transmitting  triode 

7840 

784Q/AEL-227 

AEL-227 

■Geiger  counter  tube 

7841 

7841 

Planar  diode,  ceramic  and  metal 

7842 

7842 

Conduction  .cooled  vhf  beam  power. 

metal  ceramic  tube 

7843 

7843 

CanductiQn  cooled  vhf  beam 

power,  metal  ceramic  tube 
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7844 

7844 

Conduction  cooled  vhf  beam 

power,  metal  ceramic  tube 

7845 

7845 

Hard  tube  pulse  modulator 

7846 

7846 

Photoconductive  cell 

7847 

7847 

Traveling  wave  tube 

7850 

7850 

Photomultiplier,  12-stage 

7851 

7851 

Miniature  electrometer  tube 

7854 

7854 

Receiving  twin  tetrode 

7855 

7855 

Transmitting  planar  triode 

7859 

7859 

Cold  cathode  voltage  regulator 

7860 

7860 

Photomultiplier,  10-stage 

7861 

7861 

Miniature  twin  triode 

7866 

7866 

- 

Hydrogen  thyratron,  ceramic 

7867 

7867 

Receiving  beam  power  pentode 

7868 

7868 

Receiving  power  pentode 

78=9 

7869 

Shunt  Diode 

7870 

7870 

Conduction  cooled  beam  power 

tube,  metal  ceramic 

7887 

7887 

Subminiature  double  triode 

7888 

7888 

Subminiature  triode 

7889 

7889 

Subminiature  double  triode 

7890 

7890 

Hydrogen  thyratron 

7892 

7892 

Miniature  twin  triode 

C7761A 

C7761A 

Storage  tube,  electrical  output 

XG7893 

2K43 

See  2K43 

7895 

7895 

Nuvistor  high  mu  triode 

7898 

7898 

Miniature  twin  triode 

7899 

7899 

Hard  tube  pulse  modulator 

7900 

7900 

Transmitting  triode,  air  cooled 

7901 

7901 

MPT13 

TR  Tube 

7902 

7902 

MPT  17 

TR  Tube 

7903 

7903 

Ion  gauge 

7905 

7905 

Miniature  beam  power  tube 

7906 

7906 

Power  rectifier,  water  cooled 

7907 

7907 

Power  rectifier,  air  cooled 

7908 

7908 

WX4288 

Photomultiplier,  10-stage 

7909 

7909 

Photomultiplier,  10-stage 

7944 

7944 

Noise  source 

7950 

7950 

Pulsed  magnetron 

7962 

7962 

Subminiature  double  triode 

7963 

7963 

Subminiature  double  triode 

7964 

7964 

Triggered  spark  gap 

7967 

7967 

Image  orthicon  camera  tube 

7969 

7969 

Image  orthicon  camera  tube 

7971 

7971 

Beam  tetrode  (British) 

7972 

7972 

Beam  tetrode  (British) 

7973 

7973 

Beam  tetrode  (British) 

7974 

7974 

Water  Cooled  triode  (British) 

7975 

7975 

Power  diode 

7976 

7976 

Pulsed  magnetron 
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7977 

7977 

B4032 

Numerican  indicator,  Nixie 

7978 

7978 

Decade  counter,  cold  cathode 

7979 

7979 

Subminiature  gas  triode 

7980 

7980 

83A1 

Miniature  voltage  reference 

tube  (British) 

7981 

7981 

Gas  filled  thyratron  (British) 

7982 

7982 

* 

Power  triode 

7983 

7983 

Double  tetrode 

7984 

7984 

RF  Beam  Power  Pentode 

7985 

7985 

Power  tetrode,  water  cooled 

7988 

7988 

TD44 

Gas  noise  source 

7989 

7989 

TD48 

Gas  noise  source 

7990 

7990 

TD50 

Gas  noise  source 

7991 

7991 

TD54 

Gas  noise  source 

7992 

7992 

TD62 

Gas  noise  source 

7993 

7993 

TD76 

Gas  noise  source 

7994 

7994 

Subminiature  rf  triode 

7995 

7995 

Subminiature  rf  pentode 

7996 

7996 

Cold  cathode  gas  rectifier 

7998 

7998 

Coaxial  ignitron 

7999 

7999 

TD39 

Gas  noise  source 

GL8000 

8000 

See  8000 

8000 

8000 

GL8000 

Transmitting  triode  amplifier  modu- 

lator oscillator 

GL8001 

4E27 

See  4E27 

8001 

4E27 

See  4E27 

GL8002 

8002 

See  8002 

GL8002R 

8002R 

See  8002R 

8002 

8002 

GL8002 

Transmitting  power  triode  (HF  heat- 

inn  nnnl irritinn)  — Wntpr  cnnlpd 

8002R 

8002R 

GL8002R 

Transmitting  power  triode 

8003 

8003 

WL471,  A2126 

Transmitting  and  therapy  type  triode 

nmnlifipr  mnHiilntnr  rmcillntnr 

GL8005 

8005 

See  8005 

8005 

8005 

GL8005,  A2130A 

Transmitting  triode  amplifier 

8007 

8007 

A4051H 

Obsolete,  superseded  by  807 

CE8008 

8008 

See  8008 

EE8008 

8008 

See  8008 

GL8008 

8008 

See  8008 

8008 

8008 

CE8008,  GL8008, 

Transmitting  diode  gas  rectifier  (type 

EE8008 

872A/872  with  heavy  duty  base) 

GL8009 

8009 

See  8009 

8009 

8009 

GL8009 

Transmitting  HF  triode — Water 

cooled 

GL8010R 

8010R 

See  8010R 

8010AR 

8010AR 

Supersedes  8010R 

8010R 

8010R 

GL8010R 

Transmitting  UHF  triode  amplifier 

8011 

VT90(Br.)/8011 

See  VT90(Br.)/8011 

8012 

8012 

A2139,  VT-228 

Superseded  by  801 2 A 

8012A 

8012A 

Transmitting  UHF  triode  amplifier 

oscillator  (supersedes  1628) 
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8013 

8013A 

8013A 

8013A 

8013 

8014 

8014A 

8014A 

8014A 

A2124M,  8014 

8016 

8016 

8017 

8017 

A2140B 

8018 

8018 

VT60(Br.),  A4051G, 

10E/11441 

8019 

8019 

A2009J,  VT62(Br.), 

NT58,  10E/ 11443 

EE8020 

8020 

GL8020 

8020 

8020 

8020 

100A,  GL8020,  578, 

GL451,  EE8020, 

ZP451,  451, 

2-100A/100R,  WL57J 

8021 

705A 

8022 

15R 

8023 

15E 

8024 

8024 

A359B 

8025 

8025 

8025A 

8025A 

8026 

CV92 

8030 

8030 

TD41 

8031 

8031 

TD42 

8032 

8032 

8033 

8033 

8034 

8034 

8035 

8035 

8037 

8037 

B5031 

8038 

8038 

8040 

8040 

8041 

8041 

8042 

8042 

8043 

8043 

8044 

8044 

8048 

8048 

BL601,  MST17 

8049 

8049 

8051 

8051 

8052 

8052 

ZV1011 

8053 

8053 

8054 

8054 

8055 

8055 

8056 

8056 

8057 

8057 

Class  Description 

See  8013A 

Transmitting  diode  vacuum  rectifier 
See  8014A 

UHF  triode,  forced  air  cooled 
Transmitting  diode  vacuum  rectifier. 

Replace  with  1B3GT 
Transmitting  triode  amplifier. 

Obsolete 
Transmitting  tetrode  amplifier. 

Obsolete 
See  UH50.  Similar  to  UH50,  834, 

BW11,  304B 
See  8020 
See  8020 

Transmitting  diode  vacuum  rectifier. 
Similar  to  CE220 

See705A  " 
See  15R 
See  15E 

Obsolete,  superseded  by  832A 

Superseded  by  8025A 

Transmitting  UHF  triode 

See  CV92 

Gas  noise  source 

Gas  noise  source 

VHF  beam  power  tube 

Transmitting  triode,  water  cooled 

High  vacuum  power  diode 

Code  cathode  decade  counter  with 

visual  readout 
Numerical  indicator,  Nixie 
Power  triode,  oil  cooled 
Power  triode,  air  cooled 
Power  triode,  water  cooled 
Beam  power  tetrode 
Mercury  vapor  thyratron 
Hard  tube  pulse  modulator,  air 

cooled 
Gas  switching  tube 
Miniature  vacuum  phototube 
Vidicon  camera  tube 
Reflex  klystron 

Multiplier  phototube,  Venetian  blind 
Multiplier  phototube,  Venetian  blind 
Multiplier  phototube,  Venetian  blind 
Nuvistor  triode 
Ion  gauge 
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8058  8058  Nuvistor  triode,  double  ended 

8059  8059  TD72  Gas  noise  source 

8060  BLT041/8060  BLT-041  TR  tube 

8061  BLT059/8061  BLT-059  TR  tube 

8062  8062  Photomultiplier  tube 

8063  8063  Gas  filled  thyratron  (British) 

8064  8064  Subminiature  pentode 

8065  8065  ELC4H-4  Grid  controlled  gas  rectifier 

8066  8066  ELC4H-5  Grid  controlled  gas  rectifier 

8067  8067  Direct  view  storage  tube,  electro- 

static focus  and  deflection 

8068  8068  Receiving  beam  pentode 

8069  8069  Corona  voltage  regulator 

8070  8070  Subminiature  triode,  frame  grid 
XG8071  2K42  See2K42 

807  1  8071  Subminiature  triode,  frame  grid 

XG8072  2K44  See  2K44 

8072  8072  Beam  power  transmitting  tetrode, 

conduction  cooled 

XZA8073  3K22  See  3K22 

8073  8073  Dual  range  fission  chamber 

8074  8074  Ionization  chamber 

8075  8075  Ionization  chamber 

8CT7  8077  8077/7054                     Miniature  power  pentode,  shorter 

version  of  7054  > 

8078  8078  Graphite  anode  triode  (British) 

8080  8080  CHI  137  Clipper  hydrogen  thyratron 

8081  8081  Planar  triode,  ceramic  and  metal 

8082  8082  Planar  triode,  ceramic  and  metal 

8083  8083  Planar  triode,  ceramic  and  metal 

8084  8084  Miniature  vhf  pentode 

8087  8087  Scan  conversion  storage  tube 

8088  8088  MPT22  TR  tube 

8089  8089  Corona  discharge  voltage  regulator 

8090  8090  Corona  discharge  voltage  regulator 

8091  8091  Corona  discharge  voltage  regulator 

8092  8092  Image  orthicon  camera  tube 

8093  8093  Image  orthicon  camera  tube 

8094  8094  High  vacuum  power  rectifier  * 

8096  8096  8096/6533  Subminiature  triode,  similar  to 

to  6533WA 

8097  8097  Miniature  hydrogen  thyratron 

8098  8098  Electrical  output  storage  tube 

8099  8099  MST38  TR  Tube 

8100  8100  Photoconductive  cell 
8100-12  X-13  SeeX-13 

8102  8102  Miniature  triode-pentode 

8103  8103  Subminiature  double  triode,  frame 

grid 

8104  8104  Power  triode,  water  cooled 
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8104J 

8104J 

8104  with  integral  water  jacket 

8105 

8105 

Ionization  chamber 

8106 

8106 

Receiving  beam  pentode 

8109 

8109 

Power  diode,  water  cooled 

8110 

8110 

Power  diode,  forced  air  cooled 

8111 

8111 

344H 

Traveling  wave  tube 

8113 

8113 

Z2901 

Miniature  sharp  cutoff  tetrode, 

military  version  of  6CY5 

8116 

8116 

Dual  tetrode  linear  amplifier 

8117 

8117 

Dual  tetrode  linear  amplifier 

8121 

8121 

Beam  power  tube,  forced  air  cooled 

8122 

8122 

Beam  power  tube,  forced  air  cooled 

8123 

8123 

Pulsed,  tunable  magnetron,  air  cooled 

8124 

8124 

Direct  view  storage  tubj,  10-inch, 

two  electrostatic  writing  guns 

8128 

8128/QKW750B 

QKW750B 

Traveling  wave  tube 

8129 

8129/QKS622 

QK622 

Amplitron 

8130 

8130 

Direct  view  storage  tube,  5-inch, 

electrostatic  focus  and  deflection 

8134 

8134 

Vidicon  camera  tube 

8136 

8136 

Miniature  sharp  cutoff  pentode 

8137 

8137 

Ionization  chamber 

8138 

8138 

Triggered  spark  gap 

8139 

8139 

Direct  view  storage  tube,  5-inch, 

two  electrostatic  writing  guns 

8142 

8142 

Photoconductive  cell 

8143 

8143 

Photoconductive  cell 

8148 

8148 

Transmitting  triode 

8149 

8149 

Receiving  beam  power  vhf  pentode 

8150 

8150 

Receiving  beam  power  pentode 

8151 

8151 

TD38 

Gas  noise  source 

8152 

8152 

TD40 

Gas  noise  source 

8157 

8157 

Backward  wave  oscillator 

8158 

8158 

3CX10000A1 

Transmitting  triode 

8159 

8159 

3CX10000A3 

Transmitting  triode 

8160 

8160 

3CX10000A7 

Transmitting  triode 

8161 

8161 

3X2500A3 

Transmitting  triode 

8162 

8162 

3X3000F7 

Transmitting  triode 

8163 

8163 

3-400Z 

Transmitting  triode 

8164 

8164 

3-1000Z 

Transmitting  triode 

8165 

8165/4-65A 

4-65A 

Transmitting  tetrode 

8166 

8166/4-1000A 

4-1000A 

Transmitting  tetrode 

8167 

8167 

4CX300A 

Transmitting  tetrode 

8168 

8168 

4CX1000A 

Transmitting  tetrode 

8169 

8169 

4CX3000A 

Transmitting  tetrode 

8170 

8170/4CX5000A 

4CX5000A 

Transmitting  tetrode 

8170W 

8170W/4CX5000R 

4CX5000R 

Transmitting  tetrode 

8171 

8171/4CX10000D 

4CX10000D 

Transmitting  tetrode 

8172 

8172/4X150G 

4X150G 

Transmitting  tetrode 

8173 

8173/4W20000A 

4W20000A 

Transmitting  tetrode,  water  cooled 
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8175 

8175/334H 

334H 

Traveling  wave  tube 

8176 

8176/340H 

340H 

Traveling  wave  tube 

8177 

8177 

Power  tetrode,  ceramic,  coaxial 

8179 

8179 

Power  tetrode,  air  cooled 

8182 

8182/QK813 

QK813 

Reflex  klystron,  integral  cavity 

8184 

8184 

Beam  Power  Tube,  forced  air  cooled 

8185 

8185 

Subminiature  triode,  strap  frame  grid 

8186 

8186 

Same  as  8185  except  heater 

8187 

8187/4PR65A 

4PR65A 

Transmitting  tetrode,  pulsed 

8188 

8188/4PR400A 

4PR400A 

Pulse  tetrode 

8189 

8189/4PR1000A 

4PR1000A 

Pulse  tetrode 

8193 

8193 

Series  regulator  tube 

8198 

8198 

Traveling  wave  tube 

8204 

8204 

Beta  gamma  counter  tube 

8205 

8205 

Coaxial  ignitron 

8206 

8206 

M45C12 

Corona  voltage  regulator 

8207 

8207 

Power  diode 

8208 

8208 

Power  diode 

8210 

8210 

Subminiature  pentode,  strap  frame  grid 

8211 

8211 

Subminiature  pentode,  strap  frame  grid 

8212 

8212 

Miniature  cathode  follower  tube 

8213 

8213 

Subminiature  cathode  follower  tube 

8214 

8214 

Ionization  chamber 

8217 

8217 

Photoconductive  cell 

8223 

8223 

Receiving  twin  triode  (German) 

8226 

8226 

Beam  power  tube,  forced  air  tooled 

8227 

8227 

Beam  power  tube,  forced  air  cooled 

8230 

8230 

VA64G 

Klystron  oscillator,  liquid  cooled 

8232 

8232 

VA128 

Traveling  wave  tube 

8233 

8233 

Receiving  beam  power  pentode 

8236 

8236 

Receiving  beam  power  pentode 

8238 

8238/3X3000A1 

3X3000A1 

Transmitting  triode,  forced  air  cooled 

8240 

R240 

3W5000A1 

Transmitting  triode,  water  cooled 

8241 

8241 

3W5000F1 

Transmitting  triode,  water  cooled 

8242 

8242 

*^tl  7  r~  r*^  f"V"\  K  ^ 

3W5000A3 

Transmitting  triode,  water  cooled 

8243 

8243 

3W5000F3 

Transmitting  triode,  water  cooled 

8245 

8245/4CX25UK 

4CX25UK 

Transmitting  tetrode 

8246 

8246/4CX250M 

4CX250M 

Transmitting  tetrode 

8247 

8247/4PR125A 

4PR125A 

Transmitting  tetrode 

8249 

8249/4W300B 

4W300B 

Transmitting  tetrode,  water  cooled 

8250 

o2bU/3LXlUUh  5 

oLXlUUb  0 

UHF  planar  triode,  ceramic  and 

metal 

8251 

8251/3X2500F3 

3X2500F3 

Transmitting  triode,  forced  air 

cooled 

8252 

8252/4PR60B 

4PR60B 

Pulse  tetrode 

8253 

8253 

Hydrogen  thyratron 

8254 

8254 

EC  1000 

Probe  tube  for  oscilloscopes 

8255 

8255 

Miniature  UHF  triode  (German) 

8256 

8256 

Corona  voltage  regulator 

8257 

8257 

Corona  voltage  regulator 

285 


MIL-HDBK-213A 
5  November  1963 


Current 

Service 

T u be  Type 

Designation 

Other  Number 

Class  Description 

8262 

8262 

Cold  cathode  decade  counter  tube 

8270 

8270 

Grid  controlled  mercury  rectifier 

8275 

8275/KU93 

KU93 

Hydrogen  rectifier 

8278 

8278 

Audio  power  tetrode 

8281 

8281/4CX15000A 

4CX15000A 

Transmitting  tetrode 

8283 

8283/3CX1000A7 

3CX1000A7 

Power  triode,  ceramic  and  metal 

8286 

8286 

TD56 

Gas  noise  source 

8287 

8287 

TD43 

Gas  noise  source 

8288 

8288 

TD67 

Gas  noise  source 

8289 

8289 

Gas  noise  source 

8290 

8290 

TD55 

Gas  noise  source 

8291 

8291 

TD51 

Gas  noise  source 

8292 

8292 

TD77 

Gas  noise  source 

8293 

8293 

TD58 

Gas  noise  source 

8295 

8295/PL172 

PL  172 

Transmitting  beam  pentode,  air 

cooled 

8296 

8296/4X150R 

4X1 50R 

Transmitting  tetrode 

89Q7 

8297/4X1 50S 

4X150S 

Transmitting  tetrode 

8298 

8298 

VHF  Beam  power  pentode,  version 

of  6146 

8304 

8304 

Traveling  wave  tube 

8305 

8305 

Traveling  wave  tube 

8306 

8306 

Ignitron 

8310A 

310A 

See  3 10 A 

8315 

8315 

SAC46 

Pulse  amplifier  klystron 

R317 

8317 

Transmitting  triode,  forced  air 

cooled 

83 1  ft 

8318 

Photoconductive  cell 

8319 

Subminiature  triode,  strap  frame  grid 

8321 

8321/4CX350A 

4CX350A 

Transmitting  tetrode,  ceramic  and 

metal 

8322/4CX350F 

4CX350F 

Transmitting  tetrode,  ceramic  and 

metal 

8326 

8326 

Hydrogen  thyratron 

8330 

8330 

MXT48,  BL-T-024, 

Dual  TR  tube 

M  A3 107 

8331 

8331 

MXT49,  BL-T-015, 

TR  Tube 

MA3108 

8333 

8333 

Transmitting  triode 

8334 

8334/1218A 

1218A 

Miniature  UHF  triode,  version  of 

6AN4 

8335 

8335 

Reflex  klystron 

8336 

8336 

Reflex  klystron 

8337 

8337 

Reflex  klystron 

8345 

8345 

Photoconductive  cell 

8346 

8346 

Photoconductive  cell 

8346 

8346 

Photoconductive  cell 

8349 

8349/4CX3S000C 

4CX35000C 

Transmitting  tetrode 

8350 

8350/4CW50000C 

4CW50000C 

Transmitting  tetrode,  water  cooled 

8332 

8332 

VA242G 

Reflex  klystron 
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Current 

Service 

Tube  Type 

Designation 

Other  Number 

Class  Description 

8351 

8351/4CV100000C 

4UV1UUUUUC 

.   .  . 
Transmitting  tetrode,  vapor  cooled 

8353 

8353 

Cold  cathode  decade  counter  with 

visual  readout 

8354 

8354/HY31 

HY31 

Hydrogen  thyratron,  selected  7322 

8360 

8360 

Ignitron 

8361 

8361 

SAC42 

Pulse  amplifier  klystron 

PD8365 

PD8365 

Klystron,  tunable 

8370 

8370 

L38 

Hydrogen  Thyratron,  similiar  to  3C45 

8371 

8371 

QK665 

Magnetron 

8372 

8372 

QK666 

Magnetron 

8378 

8378 

EP76 

Beta  gamma  counter  tube 

8385 

8385 

MA325 

Gas  switching  tube 

8401 

8401 

TD49 

Gas  noise  source 

8402 

8402 

TD75 

Gas  noise  source 

8408 

8408 

\rt_Hr1    «.<~.U     mill  tAtm^f* 

VHr  push  pull  tetrode 

8414 

8414 

Subminiature  pentode,  frame  grid 

8417 

8417 

Audio  beam  power  pentode 

8420 

8420 

Coaxial  ignitron 

8421 

8421 

B5092 

Nixie  numerical  indicator  tube 

8422 

8422 

B6991 

Nixie  numerical  indicator  tube 

8423 

8423 

B6091 

Nixie  numerical  indicator  tube 

8425 

8425 

Miniature  sharp  cutoff  pentode 

8426 

8426 

Miniature  sharp  cutoff  pentode 

8428 

8428 

CH1157 

Five-stage  grid-controlled  electron 

multiplier  tube  (see  also  8455) 

8431 

8431 

Miniature  double  triode  * 

8432 

8432 

Beam  pentode,  forced  air  cooled 

8433 

8433 

Decade  counting  tube  (British) 

8434 

8434 

Hydrogen  diode 

8435 

8435 

Hydrogen  diode 

8437 

8437 

UHF  beam  power  tube,  forced  air 

 l  i 

cooled 

8438 

8438/4-400A 

4-400A 

Transmitting  tetrode 

8443 

8443 

Direct  view  storage  tube  (obsolete) 

8444 

8444 

Subminiature  pentode,  strap  frame 

grid 

8445 

8445 

Receiving  triode-pentrode 

8446 

8446 

Receiving  triode-pentrode 

8447 

8447 

Receiving  double  diode,  trigde 

8448 

8448 

Receiving  pentode 

8449 

8449 

Receiving  triode-pentode 

8453 

8453 

Cold  cathode,  gas  filled,  numerical 

indicator  tube 

8454 

8454 

Direct  view  storage  tube  (obsolete) 

8455 

8455 

CHI  172 

Grid  controlled  electron  multiplier 

tube  (see  alsp  8428) 

8467 

8467 

VA92C 

Reflex  klystron  oscillator 

8469 

8469 

Subminiature  corona  discharge 

regulator 

8474 

8474/KU25 

KU25 

Hydrogen  thyratron 
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Current 
Service 

Tube  Type  Designation  Other  Number 

8504  8504  FW212 

SC8762A  2B25 

GL9001  9001 

9001  9001  GL9001 
GL9002  9002 

9002  9002  GL9002,  VT-202 

9003  9003  VT-203 
GL9004  9004 

9004  9004  653B,  GL9004 
GL9005  9005 

9005  9005  GL9005 

9006  9006 

VX9046  VX9046 

AX9903/5894  5894 

AX9906/6077  6077 

AX9906R/6078  6078 

AX9907  6075 

AX9907R  6076 

AX9908  6079 

AX9909  6083 

AX9910  6252 

AX9911  6268 

AX9912  6279 

CST10218  CST10218 

CST10720  CST10720 

ES10816  R4410 

12910  CE36C 

23585  23585 

24154  24154  GL534 

32097  32097 

38111  38111  GE1144A,  1984 

38111A  38111A  1818A,  CW211C 


38142  38142  2C45,  45  Special 

38145  38145 
38166  866A 


Class  Description 

Five-inch  direct  view  storage  tube, 
electrostatic  focus  and  deflection 
See2B25 
See  9001 

Receiving  miniature  type  pentode 
See  9002 

Receiving  miniature  type  pentode 
Receiving  miniature  type  pentode 
See  9004 

Receiving  acorn  type  UHF  diode  rec- 
tifier. Similar  to  CW10  except  for 
pin  connections 

See  9005 

Receiving  acom  type  UHF  diode 
rectifier 

Receiving  miniature  type  UHF  diode 

rectifier 
Mercury  pool  modulator  tube 

(British) 
See  5894 
See  6077 
See  6078 
See  6075 
See  6076 
See  6079 

See  6083  * 
See  6252 
See  6268 
See  6279 

Combination  TR  and  switching  tube, 

Similar  to  X-7047 
Combination  TR  and  switching  tube 
See  R4410 
See  CE36C 

Thyratron,  low  anode  voltage 
Vacuum  switch,  long  operating  arm 

(Obsolete) 
X-ray  tube 

Superseded  by  38 1 1 1 A 

Transmitting  triode  amplifier,  low  ca-' 
pacitance  type  211  for  crystal  oscil- 
lator application.  Use  211  for  other 
applications.  Similar  to  38111,  1984, 
261A,  361A,  835,  211C,  311C,  311CT, 
211D,  242B,  242C 

Transmitting  t  niode,  similar  to  VT52 
(Br.) 

Obsolete  Navy  number,  see  845 

See866A 

See  5620 


288 


.  MIL-HDBK-213A 
'  5  November  1963 


Current 

Serv  ice 

Tube  Type 

De  signation 

Other  Number 

Class  Description 

38674 

38674 

45X674,  1674,  5B24 

Full  wave  mercury-vapor  rectifier 

38808 

808 

See  808 

L40010 

L40010 

H.V.  triode. 

B50132 

B50132 

Numerical  indicator  (Nixie) 

62001 

62001 

Geiger  counter  tube. 

62022 

62022 

Geiger  counter  tube. 

C73136 

3KP2 

See  3KP  

73147 

3JP11 

See  3JP  

C73171 

C73171 

Storage  tube,  radechon 

C73262 

C73262 

Vicicon 

C73293 

C73293 

Kinescope,  3-gun  tri-color 

C73345 

6571 

See  6571 

C73352 

1698 

See  1698 

C73404 

6499 

See  6499 

C73405 

6500 

See  6500 

C73413A 

6929 

See  6929 

C73427A 

6326 

See  6326 

C73973 

7539 

See  7539 

C73920 

C73920 

B145N100A 

Cathode  ray  tube  mapping  light 

source 

C74008 

C74008 

Vidicon  camera  tube  for  underwater 

TV 

RXB- 103273 

RXB-103273 

Gas  noise  source 

RXB- 103274 

RXB- 103274 

Gas  noise  source 

RXB- 103275 

RXB- 103275 

Gas  noise  source  i 

RXB- 103276 

RXB- 103276 

Gas  noise  source 

RXB-103277 

RXB-103277 

Gas  noise  source 

D155023 

D155023 

Special  phototube  (dead) 

D156734 

D156734 

Similar  to  type  205C,  with  silver- 

plated  studs 

D 157591 

382A 

See  382A 

D 157653 

380A 

See  380A 

D157654 

D157654 

Replaced  by  384A 

D158643 

D 158643 

Replaced  by  384A 

D 158796 

386  A 

See  386 A 

D 159076 

CI  59076 

Phototube 

D159508 

381A 

See  381 A 

D159509 

383A 

See  383A 

D159511 

D159511 

Pentode  amplifier  (similar^  to 

WE366A  except  grid  on  top) 

D159512 

387A 

See  387A 

D 159764 

368AS/703A 

See  368AS/703A 

D 159765 

704A 

See  704A 

D 159769 

388A 

See  388A 

D 159778 A 

C159778A 

Thyratron 

D159780 

7  05 A 

See  705A 

D159781 

356B 

See  356 B 

D 160 127 

D160127 

Triode  similar  to  708A 

D 160206 

1272Y 

See  1272Y 
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Tube  Type 

D160573 

D161145 
D161714 
D161831 
D163876 
D164694 
D164713 
D164714 
D166382 
D167158 
D168391 
D168392 
D168535 

D169618 

D170135 

D170573 

D171089 

D172733 

D172925 

D176627 

GE189048 

189048 

GE189049 

189049 

199698 

206501 


Current 
Service 
Designation 

D160573 

D 16 1145 

D161714 

GY2 

D163876 

2K40 

D164713 

7C22 

D166382 

D167158 

D168391 

D168392 

D 168535 

D169618 

1B42 

5649 

D171089 

QK185 

400A 

5650 

4B28 

189048 

4B26 

4B26 

199698 

206501 


Other  Number 

1301M 
1325M 

1374GY 
1289CT 


289415 
206501 


Class  Description 

Transmitting  UHF  oscillator.  Similar 

to708A 
Transmitting  UHF  oscillator 
Grid  controlled  gas  rectifier 
See  GY2 

Grid  controlled  gas  rectifier 
See  2K40 

Transmitting  triode  UHF  oscillator 

See  7C22 

Bead  thermistor 

UHF  oscillator 

Bead  thermistor 

Bead  thermistor 

Cold  cathode  gas  triode  rectifier  relay 

regulator 
Modified  723A/B 
See  1B42 
See  5649 

Similar  to  7C22-shorter  in  height 
See  QK185 
See  400A 
See  5650 
See  4B28 

Diode  gas  rectifier 
See  4B26 
See  4B26 

Duodiode  gas  rectifier 

Diode  gas  rectifier  (supersedes 


195528) 

B216545F 

B216545F 

Phototube  assembly 

GE217283 

5B21 

See  5B21 

217283 

5B21 

See  5B21 

WL289414 

4B28 

See  4B28 

289414 

4B28 

See  4B28 

WL289415 

WL289415 

See  289415 

289415 

289415 

WL289415,  CE212, 

Diode  gas  rectifier 

WE289416D 

4B26 

See  4B26 

WL289416D 

4B26 

See  4B26 

289416 

4B26 

See  4B26 

289881 

289881 

Diode  gas  rectifier 

296000 

296000 

Traveling  wave  tube 

296001 

296001 

Traveling  wave  tube 

296002 

296002 

Traveling  wave  tube 

296006 

296006 

Traveling  wave  tube 

296009 

296009 

Traveling  wave  tube 

296010 

296010 

Traveling  wave  tube 

R566021 

3K23 

See3K23 

766776 

5B21 

See5B21 

XB767527-1 

XB767527-1 

Special  temperature  limited  diode 
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Current 

Service 

Tube  Type 

Designation 

Other  Number 

Class  Description 

WL8S9483 

4B36 

See4B36 

859483 

4B36 

See4B36 

928006-2 

5BFP  

See  5BFP  

WL966626 

WE327A 

See  WE327A 

965626 

4B35 

See4B35 

1047266 

7BSP7 

K1318P7 

See  7BSF7 

B1051014 

B1051014 

Traveling  wave  tube 

R5660201 

3K23 

See  3K23 
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See  Commercial 

See  Commercial 

See  Commercial 

YT  Number 

Tube  Type  No. 

VT  Number 

Tube  Type  No. 

VT  Number 

Tube  Type  No. 

VT-1 

WE-203A 

VT-47 

47 

VT-93 

6B8 

(obsolete) 

VT-48 

41 

VT-93A 

6B8G 

VT-2 

WE-205B 

VT-49 

39/44 

VT-94 

6J5 

VT-3 

Obsolete 

VT-50 

50 

VT-94A 

6J5G 

VT-4A 

Obsolete 

VT-51 

841 

VT-94B 

6J5  special  selected 

VT-4B 

Commercial  211 

VT-52 

45  special 

VT-94C 

6J5G  special 

vt-4c  y 

JAN  211 

VT-53 

Cancelled 

selected 

VT-5 

WE-215A 

superseded  by 

VT-94D 

6J5GT 

VT-6 

212A  (obsolete) 

VT-42-A) 

VT-95 

2A3 

VT-7 

WX-12  (obsolete) 

VT-54 

34 

VT-96 

6N7 

VT-8 

UV-204  (obsolete) 

VT-55 

865 

VT-96B 

6N7  special 

VT-10 

Obsolete 

VT-56 

56 

selected 

VT-11 

Obsolete 

VT-57 

57 

VT-97 

5W4 

VT-12 

Obsolete 

VT-58 

58 

VT-98 

6U5/6B5 

VT-13 

Obsolete 

VT-60 

850 

VT-99 

6F8G 

VT-14 

Obsolete 

VT-62 

801,  801A 

VT-100 

807 

VT-16 

Obsolete 

VT-63 

46 

VT-100A 

807  modified 

VT-17 

860 

VT-64 

800 

VT-101 

837 

VT-18 

Obsolete 

VT-65 

6C5 

VT-102 

Cancelled 

VT-19 

861 

VT-65A 

6C5G 

VT-103 

6SQ7 

VT-20 

Obsolete 

\TrV 

VT-66 

6F6 

VT-104 

12SQ7 

VT-21 

Obsolete 

V 1-66A 

6F6G 

VT-105 

6SC7 

VT-22 

204A 

VT-67 

30  special 

VT-106 

803 

VT-23 

Obsolete 

VT-68 

6B7 

VT-107 

6V6 

VT-24 

864 

Iff  en 

VT-69 

6D6 

VT-107A 

6V6GT 

VT-25 

10 

VT-70 

6F7 

VT-107B 

6V6G 

VT-2  5  A 

10  special 

VT-72 

842 

VT-108 

450TH  ' 

VT-26 

22 

\7*T  rT~i 

VT-73 

843 

VT-109 

2051 

VT-27 

30 

VT-74 

5Z4 

VT-111 

5BP4/1802P4 

VT-28 

24,  24A 

VT-75 

75 

VT-1 12 

6AC7/1852 

VT-29 

27 

VT-76 

76 

VT-1 14 

5T4 

VT-30 

01-A 

VT-77 

77 

VT-1 15 

6L6 

VT-31 

31 

VT-78 

78 

VT-1 15  A 

6L6G 

VT-32 

Obsolete 

VT-80 

80 

VT-1 16 

6SJ7 

VT-33 

33 

VT-83 

83 

VT-1 16  A 

6SJ7GT 

VT-34 

207 

VT-84 

84/6Z4  ^ 

VT-116B 

6SJ7Y 

VT-35 

35/51 

V  1-80 

6K7 

VT-1 17 

6SK7 

VT-36 

36 

VT-86A 

6K7G 

VT-117A 

6SK7GT 

VT-37 

37 

V I-86B 

6K7GT 

VT-118 

832 

VT-38 

38 

VT-87 

6L7 

VT-1 19 

2X2/879 . 

VT-39 

869 

VT-87A 

6L7G 

VT-120 

954 

VT-39A 

869A 

VT-88 

6R7 

VT-121 

955 

\7T  yin 
V  1-4U 

/in 

VT  BP.  A 
V  1  —  OOA 

Dn/ij 

V 1-izz 

VT-41 

851 

VT-88B 

6R7GT 

VT-123 

RCA  3-5586 

VT-42 

872 

VT-89 

89 

(superseded  by 

VT-42A 

872  (special  fil.) 

VT-90 

6B6 

VT-128) 

VT-43 

845 

VT-90A 

6H6GT 

VT-124 

1A5GT 

VT-44 

32 

VT-91 

6J7 

VT-125 

1C5GT 

VT-45 

45 

VT-91A 

6J7GT 

VT-126 

6X5 

VT-46 

866 

VT-92 

607 

VT-126A 

6X5G 

VT-46A 

866A 

VT-92A 

6Q7G 

VT-126B 

6X5GT 

hi  ^u 
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See  Commercial 
VT  Number    Tube  Type  No. 


VT  Number 


See  Commercial 
Tube  Type  No. 


VT  Number 


See  Commercial 
Tube  Type  No. 


VT-127 

VT-127A 

VT-128 

VT-129 

VT-130 

VT-131 

VT-132 

VT-133 

VT-134 

VT-135 

VT-135A 

VT-136 

VT-137 

VT-138 

VT-139 

VT-140 

VT-141 

VT-142 

VT-143 

VT-144 

VT-145 

VT-146 

VT-147 

VT-148 

VT-149 

VT-150 

VT-150A 

VT-151 

VT-151B 

VT-152 

VT-152A 

VT-153 

VT-154 

VT-155 

VT-156 

VT-157 

VT-158 

VT-159 

VT-160 

VT-161 

VT-162 

VT-163 

VT-164 

VT-165 

VT-166 

VT-167 

VT-167A 

VT-168A 

VT-169 

VT-170 

VT-171 


Special  tube 

Special  tube 

1630 

304TL 

250TL 

12SK7 

12K8  special 

12SR7 

12A6 

12J5GT 

12J5 

1625 

1626 

1629 

VR150-30 

1628 

531 

WE-39DY1 

805 

813 

523 

1N5GT 

1A7GT 

1D8GT 

3A8GT 

6SA7 

6SA7GT 

6A8G 

6A8GT 

6K6GT 

6K6G 

12C8  special 
814 

Special  tube 

Special  tube 

Special  tube 

Special  tube 

Special  tube 

Special  tube 

12SA7 

12SJ7 

6C8G 

1619 

1624 

371 A 

6K8 

6K8G 

6Y6G 

12C8 

1E5-GP 

1R5 


VT-171  A 

Loctal  equiv. 

vt  oon 

I         V 1-ZZU 

£.*jj  i  n 

oi  Ino 

[          VT  001 

i  vi-zzi 

3C5GT 

VT-172 

L5o  | 

I         VT  000 
I        V l-ZZZ 

RR4 

VT-173 

1T4 

1         VT  00*3 
1         VI  -ZZO 

1HSGT 

VT-174 

jo4 

1         VT  094 

RK-34 

TFT*  nc 

VT-175 

lb  lo 

1        VT  OOS 

1           V 1— ZZO 

307 A 

VT-176 

C  A  DO  /lOCO 

1        VT  OOP, 
1         V 1-ZZO 

•^FP1/1806P1 

*  Ft1     1  nn 

VT-177 

IT  D  A 

1LB4 

1         VT  007 
I         V 1-ZZ/ 

71R4 

VT-178 

lLCb 

1         VT  00Q 
I        V  1-ZZtJ 

OU  1l 

VT-179 

IT  MC 

1LN5 

I         VT  00Q 

i      vi  -zzy 

OOLj  /  \J  1 

VT-180 

3LP4 

1       wr  oon 
I        VI  -Z  JU 

ocnA 

VT-181 

7Z4 

1         VT  001 

1       V l-Zol 

OOIN  rU  1 

VT-182 

inn  /i  oni 

3D//i2yi 

1         VT  00.0 
1         VI  -ZJZ 

U— 1  i*iO 

VT-183 

IQj  /I  OA  y| 

In4/izy4 

I        VT  00.0 
I        V 1-ZOO 

PSR7 

OOI  il 

VT-184 

1         VT  00/ 
1         VI  -/.OH 

n  i   i  i4u 

VT-185 

nPtc  /i  ion 

3U6/1299 

1         VT  00C. 
I         VI  -Zoo 

n  i  — oi-j 

VT-186 

Special  tube 

I        VT  OOP. 
I       VI  -Zoo 

ooo 

VT-187 

d/oA 

1        VT  000 
1       V 1-Zo/ 

30/ 

VT-188 

/bo 

1        VT  0OQ 
1         VI -ZOO 

yoo 

VT-189 

7r  / 

1        VT  OOQ 

1     v i-zoy 

IT 

1L.1_»0 

1  T*T*    1  Art 

VT-190 

•JUT 

7H/ 

I         VT  0/lfl 

1       VI -Z4U 

7inA 

VT-191 

TIC  A 

olbA 

1         \/T  0/1 

1       V 1-Z41 

7Fci/19fll 

V 1-192 

7  A/1 

/A4 

1        VT  0/10 
1       VI  -Z4o 

7P4/19n^A 

t  rri-i    i  A"3 

VT-193 

7u/ 

I        VT  0/1 A 
1       VI -Z44 

VT-194 

7J  / 

1         VT  0/IC. 

1       VI -Z4D 

zuou 

VT-195 

innc 

luUo 

1         VT  0/lP 
1        VI  -Z*) 

3  10 

X  f  rP    1  AC 

VT-196 

DWDU 

I        VT  0/17 

1       VI -24/ 

Dno' 

VT-197A 

cvOfT  /P 

1         VT  0/1Q 

I       V 1-Z4B 

IftflfiP 
lOUOr 

t  TT"    1  AO  A 

VT-198A 

cr^pr* 
OUoIj 

1         VT  O/IQ 

I  vi-z4y 

1UUD 

VT-199 

C  CCT7 

boo/ 

1        VT  OCfl 

1  V1-Z0U 

VT-200 

wo  inc.  on 
Vn-iUO-oU 

1        \TT  0C1 

I  Vl-2ol 

^  T*V   OA 1 

V 1-201 

OCT  A 

1        VT  OC.1 

I      VI  -2  DZ 

QO^ 
yzo 

V 1-201O 

OCT  Cf"T 

1        VT  0Q>1 

I       V 1-ZD4 

ou*i  1  n 

*  TT1  OAO 

VI -202 

yuuz 

I       VI -Z30 

VT-203 

nnno 
9UUJ 

1         \  IT   1 CC 

1  Vl-2ab 

7D4PP 

V  I  -2U4 

14  V  0/1 P 

1        VT  0C/7 

1       VI  -ZD/ 

W_7 

\Trv  one 
V 1 -2US 

CCT7 

Do  1  / 

1       VT  OC/i 

■     vi  -zoy 

flOQ 

ozy 

\rv  one  A 
V  1  -ZUOA 

1      \7T  opn 
1      VI  -ZoU 

v  n  / 0— ou 

\rrv  om 

VI  -207 

IzAn/Lil 

1      VI  -2b4 

ov^ 

VT  ono 
V 1 -zUo 

7  DO 

/DO 

1       \7T  0PP 
1      VI  -ZoD 

1P1P 
10 10 

VT-209 

12SG7 

1  VT-267 

578 

VT-210 

1B4 

1  VT-268 

12SC7 

VT-211 

6SG7 

1  VT-269 

717A 

VT-212 

958 

I  VT-277 

417 

VT-213A 

6L5G 

1  VT-279 

GY-2 

VT-214 

12H6 

I  VT-280 

C7063 

VT-215 

6E5 

I  VT-281 

HY-145ZT 

VT-216 

816 

1  VT-282 

ZG489 

VT-217 

811 

I  VT-283 

QF-206 

VT-218 

100TH 

I  VT-284 

QF-197 

VT-219 

Cancelled 

f  VT-285 

QF-200C 

294 


MIL-HDBK-213A 
5  November  1963 

See  Commercial  See  Commercial  ^  See  Commercial 

VT  Number     Tube  Type  No.  VT  Number     Tube  Type  No.  VT  Number     Tube  Type  No. 

VT-286  832A 

VT-287  815 

VT-288  12SH7 

VT-289  12SL7GT 
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EQUIVALENCE  BETWEEN  UNITED  KINGDOM  CV  NUMBERS  AND  UNITED  STATES  TYPE  DESIGNATION, 

USED  IN  THE  \ 
NATO  LIST  OF  RECOMMENDED  ELECTRONIC  VALVES  AND  TUBES 


U.  S.  Number 

CV  Number 

Class  Description 

UAzWA 

OV40ZU 

Voltage  Regulator,  Rel. 

UdZWA 

c\  j a i n  i 
LV41U1 

T~)             1              O  1 

Voltage  Regular,  Rel. 

OIK. 

uvz/yu 

Rectifier,  bnd-uontrollea 

lb  ob  1 

Rectifier,  Half-Wave,  High  Vacuum 

CV2302 

Cathode  Ray  Tube,  Electrost.  Defl.  and  Foe. 

inn  i 

r"*\  T^JCIO 

Uathode  Hay  1  ube,  Llectrost.  Defl.  and  Foe. 

1  T  A^ 

2J4z 

CV3b7b 

Magnetron,  Fixed  F,  Pulse,  Perm.  Magnet 

2J51A 

CV5134 

Magnetron,  I  unable,  Perm.  Magn. 

Zkzo 

fWl  QfiO 

cviosz 

Klystron,  Lxternal  Cavity 

O  A  fT~)  1  A 

JALr 1A 

CV5452 

Cathode  Ray  Tube,  Electrost.  Defl.  and  Foe. 

oAUr /A 

CvD/OJ 

Cathode  Hay  lube,  Electrost.  Defl.  and  Foe. 

JAL>r'  1ZA 

CV3434 

Cathode  Hay  lube,  hlectrost.  Dell,  and  roc. 

jbz4WA 

CV4UZ1 

Hectiiier,  Half-Wave,  High  Vacuum,  Rel. 

3B28 

CV1835 

n      .  ■  t-         T I    l  r  lit  f* 

Rectifier,  Half-Wave,  Gas 

3D21B 

CV5355 

Beam  letrode,  Pulse  Modulator 

OTT"V"> 

oL29 

CV3599 

1  win  Beam  Tetrode,  Pulse  Modulator 

JWr  1 

r*\  /  on  /ic 

Cathode  Hay  lube,  hlectrost.  Defl.  and  Foe. 

jt  CC  A 

4-bbA 

uv  lyuD 

letrode,  Power,  VHr 

a  Ann  a 
4-4UUA 

p\  no*7n 

uvjjtj  /y 

letrode,  Power,  VHF 

4do1 

l/Vob  iU 

Diode,  Clipper,  High-Vacuum 

4d\3z 

Rectifier,  Half-Wave,  Gas 

4035A 

CV5247 

Thyraton,  Hydrogen,  Pulse  Modulator 

4D21 

CV2963 

Tetrode,  Power,  VHF 

4J5UA 

CV2284 

Magnetron,  Pulse,  Fixed  F,  Perm.  Magnet 

A  TCO  A 

owen  1  Q 
UVbUlo 

Magnetron,  Fulse,  Fixed  r,  Perm.  Magn. 

4Pnb(JA 

/it 

CV2752 

1  etroae,  Fulse  Amplifier 

4X25UB 

CV2487 

Tetrode,  External  Anode,  UHF 

cjnn  l 
DAUr  1 

CV0UJ3 

Cathode  Ray  lube,  Electrost.  Defl.  and  Foe. 

t  A  nm 
oAUr  / 

CVbl/ib 

Cathode  Ray  lube,  Electrost.  Defl.  and  Foe. 

OL/ZZ 

Ihyratron,  Hydrogen,  Pulse  Modulator 

ct?Dr7  A 

cvjyby 

Cathode  Ray  lube,  Magn.  Defl.  and  roc. 

CUD  HA 

Or  H 14A 

CVb24o 

Cathode  Ray  lube,  Magn.  Defl.  and  Foe. 

Dn4Wub 

CVbiol 

Rectifier,  rull-Wave,  High  Vacuum,  Rel. 

01  jWb  I A 

CV4UZ/ 

Rectifier,  rull-Wave,  High  Vacuum,  Hel. 

C  AUAU/  A 

o  Arrow  A 

CVb4bU 

Pentode,  Sharp  cut  off,  Miniature 

oANoWA 

CVblOZ 

Pentode,  Power  Amplifier 

CAT  TClll  A 

OAUOWA 

UV4U^J 

Pentode,  Rr,  Sharp,  Hel. 

cone 
DC)  WO 

uvzy/o 

Pentode,  Power  Amplifier 

WAV 

O  V  H\JJO 

Triode,  HF,  Medium  Mu,  Rel. 

6J6WA 

CV4031 

Twin  Triode,  Rel. 

10KP7A 

CV5456 

Cathode  Ray  Tube,  Magn.  Defl.  and  Foe. 

12AEP26 

CV429 

Cathode  Ray  Tube,  Magn.  Defl.  and  Foe. 

12AT7WA 

CV5212 

Twin  Triode,  High  Mu,  Rel. 

577 

CV3969 

Rectifier,  Half-Wave,  High- Vacuum 

578 

CV5155 

Rectifier,  Half-Wave,  High  Vacuum 

583 

CV5356 

Diode,  Clipper,  High-Vacuum 

1258 

CV3957 

Thyratron,  Hydrogen,  Pulse  Modulator 

5544 

CV2210 

Triode,  Gas-filled,  Thyratron 

5545 

CV2215 

Triode,  Gas-filled,  Thyratron 

5586 

CV3611 

Magnetron  (F:  2700-  2900  Mc/s)  Pulse 

5657 

CV3958 

Tunable  (F:  2900-3100  Mc/s) 

5636 

CV3928 

Pentode,  Sharp,  Mixer 
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U.S.  Number 

CV  Numfcer 

Class  Description 

5639 

CV2662 

Pentode,  Sharp,  Video  Amplifier 

5641 

CV5211 

Rectifier,  Half-Wave,  High- Vacuum 

5643 

CV5079 

Thyratron,  Gas-Tetrode 

5644 

CV3987 

Voltage  Regulator,  Rel. 

56S4/6AK5W 

CV4010 

Pentode,  Sharp,  RF,  Rel. 

5684/C3J/A 

CV2753 

Triode,  Thyratron,  Inert  Gas 

5685/C6J 

CV2754 

Triode,  Thyratron,  Gas 

5686 

CV3612 

Pentode,  RF  Beam  Power  Ampl.,  Rel. 

5687WA 

CV5188 

Twin  Triode,  Power  Ampl. 

5696 

CV3512 

Tetrode,  Thyratron,  Gas 

5718 

CV3930 

Triode,  500  Mc/s,  Medium  Mu 

5719 

CV4008 

Triode,  High  Mu,  Rel. 

572S/6AS6W 

CV4011 

Pentode,  Sharp,  RF,  Mixer,  Rel. 

5726/6AL5W 

CV4007 

Twin  Diode,  Rel. 

5727/2D21W 

CV4018 

Tetrode,  Thyratron,  Xenon,  Rel. 

5749/6BA6W 

CV4009 

Pentode,  Remote,  Rel. 

5750/6BE6W 

CV4012 

Heptode,  Converter,  Rel. 

5783WA 

CV3960 

Voltage  Reference  Tube 

5836 

CV5044 

Klystron,  Reflex 

5840 

CV3929 

Pentode,  RF,  Sharp 

5861 

CV273 

Triode,  Disc  Seal,  UHF 

5894 

CV2797 

Twin  Tetrode,  RF,  Beam  Power  Ampi  'ier 

5896 

CV2698 

Double  Diode,  400  Mc/s 

5899 

CV477 

Pentode,  semi-Remote 

5902 

CV4029 

Pentode,  Beam  Power  Ampl.,  Rel. 

5933WA 

CV5246 

Tetrode,  Beam  Power  Amplifier 

5948A 

CV5455 

Triode,  Thyratron,  Hydrogen 

5949 

CV3521 

Triode,  Thyratron,  Hydrogen,  Pulse  Mod. 

6005/6AQ5W 

CV4019 

Pentode,  Beam  Power  Amplifier,  Rel. 

6021 

CV3986 

Twin  Triode,  Medium  Mu. 

6027 

CV5135 

Magnetron,  Fixed  F,  Pulse,  Perm.  Magnet 

6057 

CV4004 

Twin  Triode,  High  Mu,  Rel. 

6063 

CV4005 

Rectifier,  Full-Wave,  High-Vacuum,  Rel. 

6064 

CV4014 

Pentode,  Sharp,  Rel. 

6080WA 

CV5008 

Twin  Triode,  Power  Amplifier 

6111 

CV3961 

Twin  Triode,  Medium  Mu. 

6112 

CV5007 

Twin  Triode,  High  Mu. 

6130 

CV3629 

Thyratron,  Hydrogen,  Pulse  Modulator 

6146 

CV3523 

Tetrode,  Beam  Power,  Amplifier 

6155 

CV2130 

Tetrode,  Power,  VHF 

6189/12AU7WA 

CV4003 

Twin  Triode,  Low  Mu.,  Rel. 

6203 

CV5009 

Rectifier,  Full-Wave,  High  Vacuum 

6252 

CV2799 

Twin  Tetrode,  RF,  Beam  Amplifier 

6267 

CV2901 

Pentode,  Sharp,  Low  Microphony 

6360 

CV2798 

Double  Tetrode,  Power  RF 

6375 

CV2275 

Triode,  UHF 

6442 

CV3988 

Triode,  UHF 

6533 

CV5136 

Triode,  High  Mu,  Low  Microphony 

6939 

CV3456 

Twin  Tetrode 

6975 

CV5249 

Klystron,  Reflex 

7308 

CV5354 

Twin  Triode,  Medium  Mu 

(CV4108) 
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Class  Description 


CV  Number 

CV2975  Pentode,  Power  Amplifier 

CV2314  Cathode  Ray  Tube,  Magn.  Defl.  and  Foe. 

CV2346  Klystron,  External  Cavity 

CV2352  Cathode  Ray  Tube,  Electrost.  Defl.  and  Foe. 

CV2381  Backward  Wave  Oscillator 

CV2393  Backward  Wave  Oscillator 

CV4048  Voltage  Reference  Tube,  Gas-Filled,  Rel. 

CV4105  Grounded  Grid  Triode,  Receiving 

CV4504  Diode,  Flying  Leads,  Rel. 

CV6023  Backward  Wave  Oscillator 

CV6024  Backward  Wave  Oscillator 

CV5011  Magnetron.  Tunable,  Pulse,  Ext.  Magnet  F:  3100-  3300  Mc/s 
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EQUIVALENCE  BETWEEN  UNITED  KINGDOM  CV  LUMBERS  AND  UNITED  STATES  TYPE  DESIGNATI01 

USED  IN  THE 

NATO  LIST  OF  RECOMMENDED  ELECTRONIC  VALVES  AND  TUBES 


CV  Nuaibar 

u*  9*  numDvr 

CV273 

JOUl 

CV429 

12AEP26 

CV477 

SftQQ 

CV1830 

luJU  1 

CV1835 

3B28 

CV1892 

2K28 

CV1905 

4-65A 

CV2130 

CV2210 

5544 

CV2215 

5545 

CV2275 

6375 

CV2284 

4J50A 

CV2302 

1CP1 

CV2314 

CV2346 

CV2352 

CV2381 

CV2393 

CV2487 

4X250B 

CV2518 

4B32 

CV2562 

5639 

CV2698 

5896 

CV2752 

4PR60A 

CV2753 

5684/ C3  I/A 

CV2754 

568V06J 

CV2790 

C1K 

CV2797 

CV2798 

6360 

CV2799 

CV2901 

R9fi7 

\J4LAJI 

CV2963 

4D21 

CV2975 

7320 

CV3466 

6939 

CV3510 

4B31 

CV3512 

5696 

CV3521 

5949 

CV3523 

6146 

CV3599 

3E29 

CV3611 

5586 

CV3612 

5686 

CV3629 

6130 

CV3676 

2J42 

CV3678 

2BP1 

CV3879 

4-400 A 

CV3928 

5636 

CV3929 

5840 

CV3930 

5718 

CV3946 

3WP1 

CV3957 

1258 

CV3958 

5657 

CV39S9 

5FP7A 

Class  Description 

Triode,  Disc  Seed,  UHF 

Cathode  Ray  Tube,  Moan.  Defl.  and  Foe. 

Pentode,  Semi-Remote 

Rectifier,  Half-Wave,  High  Vacuum 

Rectifier,  Half-Wave,  Gas 

Klystron,  External  Cavity 

Tetrode,  Power,  VHF 

Tetrode,  Power,  VHF 

Triode,  Gas-filled,  Thyratron 

Triode,  Gas-filled,  Thyratron 

Triode,  UHF 

Magnetron,  Pulse,  Fixed  F,  Perm.  Magnet 
Cathode  Ray  Tube,  Electrost.  Defl.  and  Foe. 
Cathode  Ray  Tube,  Magn.  Defl.  and  Foe. 
Klystron,  External  Cavity 
Cathode  Ray  Tube,  Electrost  Defl.  and  Foe. 
Backward  Wave  Oscillator 
Backward  Wave  Oscillator 
Tetrode,  External  Anode,  UHF 
Rectifier,  Half-Wave,  Gas 
Pentode,  Sharp,  Video  Amplifier 
Double  Diode,  400  Mc/s 
Tetrode,  Pulse  Amplifier 
Triode,  Thyratron,  Inert  Gas 
Triode,  Thyratron,  Gas 
Rectifier,  Grid-Controlled 
Twin  Tetrode,  RF,  Beam  Power  Amplifier 
Double  Tetrode,  Power  RF 
Twin  Tetrode,  RF,  Beam  Amplifier 
Pentode,  Sharp,  Low  Microphony 
Tetrode,  Power,  VHF 
Pentode,  Power  Amplifier 

Twin  Tetrode 

Diode,  Clipper,  High- Vacuum 

Tetrode,  Thyratron,  Gas 

Triode,  Thyratron,  Hydrogen,  Pulse  Mod. 

Tetrode,  Beam  Power,  Amplifier 

Twin  Beam  Tetrode,  Pulse  Modulator 

Magnetron  (F:  2700  -  2900  Mc/s)  Pulse 

Pentode,  RF  Beam  Power  Ampl.,  Rel. 

Thyratron,  Hydrogen,  Pulse  Modulator 

Magnetron,  Fixed  F,  Pulse,  Perm.  Magnet 

Cathode  Ray  Tube,  Electrost.  Defl.  and  Foe. 

Tetrode,  Power,  VHF 

Pentode,  Sharp,  Mixer 

Pentode,  RF,  Sharp 

Triode,  500  Mc/s,  Medium  Mu 

Cathode  Ray  Tube,  Electrost.  Defl.  and  Foe. 

Thyratron,  Hydrogen,  Pulse  Modulator 

Tunable  (F:  2900  -  3100  Mc/s) 

Cathode  Ray  Tube,  Magn.  Defl.  and  Foe. 
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CV  Number 

U.  S.  Number 

pvaQcn 
ovoyou 

Rl  1 1 
Dill 

R77 
0/  / 

cnoi 
OUZ1 

0044 

D44Z 

L»  V4UU0 

R1RQ/19AH7WA 

UV4UU4 

DUO/ 

L>  V4UUD 

OUOJ 

UV4UU7 

C.79R/RAT  RW 
0/Z0/0ALOW 

pvyinrm 

LfV4UUo 

o/  iy 

U  V  4UUy 

R74Q/RRARW 

U  V  4U 1U 

RRRZ/RAk-RW 
3004/  D  AI\0  W 

p\7/in  i  l 

C70C  /C  A  CCUf 
0  /ZO/OAoOW 

"OV4U1Z 

R7^fi/RRFRW 

UV4U14 

rhr/ 

DUD4 

L/V4U10 

R797/9n91W 
0/Z  //  ZUZ1W 

pv^niQ 
L»v4uiy 

OUUO/  OA  VOW 

UV4UZU 

n  aow  a 

UV4UZ1 

JBZ4WA 

OV4UZO 

A  AT  TRW  A 

OV4UZ/ 

CVQWPTA 
01  oWVj  1  A 

ov4uzy 

oyuz 

PW/lflOl 

L»V4Uol 

RTRWA 
OJOW  A 

UV4U40 

L/V4UD0 

0O4VY  A 

p\Mim 

HR9WA 

O  V  4 1U  0 

L/V41U0 

/JUO 

P\M  CJ"M 

L/VDUU/ 

RH9 
0 1 1Z 

PVRHAR 
L/VDUUO 

OUOU  WA 

pv^nncj 
uv  ouuy 

R9m 

OZUJ 

rn/cni  i 

r  luui  vrrencn^ 

PV^niP 
L»VOu  lO 

/1TR9  A 
4J0ZA 

OnUr  1 

OV0U44 

C.QOC 
OOOO 

p\/cn7Q 

304J 

L/VD1Z0 

PVCiTyi 
L/VD1J4 

9TR1  A 
ZJ01A 

DUZ  / 

l^VOl  JO 

OOJO 

0  /o 

RR4WP.R 

pvri  Q7 

R AMRW A 
OAINOYY  a 

p\/ri  qq 

RRP7WA 
Duo  /  VVA 

PW>1 1 
L/VOZl  I 

0041 

L/VOZiZ 

19AT7WA 

1ZA  1  /  tin 

UVDZ40 

RCmW  A 

CV5247 

4C35A 

CV5248 

5FP14A 

CV5249 

6975 

Class  Description 

S 

Voltage  Reference  Tube 
Twin  Triode,  Medium  Mu. 
Rectifier,  Half-Wave,  High-Vacuum 
Twin  triode,  Medium  Mu. 
Voltage  Regulator,  Rel. 
Triode,  UHF 

Twin  Triode,  Low  Mu.,  Rel. 

Twin  Triode,  High  Mu,  Rel. 

Rectifier,  Full-Wave,  High-Vacuum,  Rel. 

Twin  Triode,  Rel. 

Triode,  High  Mu,  Rel. 

Pentode,  Remote,  Rel. 

Pentode,  Sharp,  RF,  Rel. 

Pentode,  Sharp,  RF,  Mixer,  Rel. 

Heptode,  Converter,  Rel. 

Pentode,  Sharp,  Rel. 

Tetrode,  Thyratron,  Xenon,  Rel. 

Pentode,  Beam  Power  Amplifier,  Rel. 

Voltage  Regulator,  Rel. 

Rectifier,  Half-Wave,  High  Vacuum,  Rel. 

Pentode,  RF,  Sharp,  Rel. 

Rectifier,  Full-Wave,  High  Vacuum,  Rel. 

Pentode,  Beam  Power  Ampl.,  Rel. 

Twin  Triode,  Rel. 

Voltage  Reference  Tube,  Gas-Filled,  Rel. 

Triode,  HF,  Medium  Mu,  Rel. 

Voltage  Regular,  Rel. 

Grounded  Grid  Triode,  Receiving 

Twin  Triode,  Medium  Mu 

Diode,  Flying  Leads,  Rel. 

Twin  Triode,  High  Mu. 

Twin  Triode,  Power  Amplifier 

Rectifier,  Full-Wave,  High  Vacuum 

Magnetron,  Tunable,  Pulse,  Ext.  Magnet  F:  3100-3300  Mc/s. 

Magnetron,  Pulse,  Fixed  F,  Perm.  Magn. 

Cathode  Ray  Tube,  Electrost.  Defl.  and  Foe. 

Klystron,  Reflex 

Thyratron,  Gas-Tetrode 

Cathode  Ray  Tube,  Electrost.  Defl.  and  Foe. 

Magnetron,  Tunable,  Perm.  Magn. 

Magnetron,  Fixed  F,  Pulse,  Perm.  Magnet 

Triode,  High  Mu,  Low  Microphony 

Rectifier,  Half-Wave,  High  Vacuum 

Rectifier,  Full-Wave,  High  Vacuum,  Rel. 

Pentode,  Power  Amplifier 

Twin  Triode,  Power  Ampl. 

Rectifier,  Half-Wave,  High-Vacuum 

Twin  Triode,  High  Mu,  Rel. 

Tetrode,  Beam  Power  Amplifier 

Thyraton,  Hydrogen,  Pulse  Modulator 

Cathode  Ray  Tube,  Magn.  Defl.  and  Foe. 

Klystron,  Reflex 
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CV  Number 

U.  S.  Number 

Class  Description 

CV5354 

7308 

Twin  Triode,  Medium  Mu 

CV5355 

3D21B 

Beam  Tetrode,  Pulse  Modulator 

CV5356 

583 

Diode,  Clipper,  High-Vacuum 

CV5450 

6AH6WA 

Pentode,  Sharp  cut  off,  Miniature 

CV5452 

3ACP1A 

Cathode  Ray  Tube,  Electrost.  Defl.  and  Foe. 

CV5454 

3ACP12A 

Cathode  Ray  Tube,  Electrost.  Defl.  and  Foe. 

CV5455 

5948A 

Triode,  Thyratron ,  Hydrogen 

CV5456 

10KP7A 

Cathode  Ray  Tube,  Magn.  Defl.  and  Foe. 

CV5753 

3ACP7A 

Cathode  Ray  Tube,  Electrost.  Defl.  and  Foe. 

CV6023 

Backward  Wave  Oscillator 

CV6024 

Backward  Wave  Oscillator 

5C22 

Thyratron,  Hydrogen,  Pulse  Modulator 
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